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PREFACE, 



The present yolume originated in 8ome rough notes on the 
thermodynamics of the steam engine, drawn up as long ago as 1871, 
for the use of students of engineering and others interested in steam 
engines. These notes, haying proved useful, were expanded into a 
complete treatise published in December 1877, which was intended 
to serve as an, intrj^duction to applied thermodynamics, while at the 
• same time an attempt was made to study, more completely- than 
had hitherto been done, the process of the conversion of heat into 
work in steam engines. 

This treatise having been for several years out of prints the 
Author has undertaken the preparation of a new edition with great 
reluctance, feeling that, considering the progress made since 1877, a 
new book rather than a new edition of an old one would be required 
to deal with the subject in a manner at all commensurate with 
its difficulty and importance. It seemed, however, on consideration, 
that the ground occupied and the method of treatment being in 
many respects different from those adopted by others, the book 
might with some chlmges and additions still prove useful, and this 
opinion would not have been altered if the Author had had the 
advantage of being able to consult the two able American treatises 
by Professors Peabody and Volson Wood, which appeared some time 
after t^e greater part of this volume was in type. 

It is hoped that in many ways this edition will be found an 
improvement on the original work. In reprinting the first nine 
chapters considerable additions have been made in order to illustrate 
more fully the principles of thermodynamics. These additions are 
described in the. Appendix and need not here be further noticed. In 
other ' respects little change has been found necessary in these 
chapters. Had the Author been writing a new book, it is probable 
that ^ larger value would have been adopted for the mechanical 
equivalent' of heat, since it is now generally admitted th^tt the long 
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established value, 772, is somewhat too small This has been 
explained in the notes at the end of the book, but pending an exact 
detemunation of this important constant^ there is little inducement 
to transfer the correction from the notes to the text. 

The tenth and eleventh chapters have been completely re-written 
and greatly enlarged. In 1877 it was already obvious that cylinder 
condensation was the rule in steam engines, and its absence the 
rare exception, but so far as experimental research had then 
proceeded, no opinion could be formed as to the law which it 
followed. Since that time a large amount of work has been done, 
and much attention has been drawn to the question by the labours 
of Messrs. Mair & Willans, Colonel English, and others. In 1887 
Major (now Colonel) English read a paper before the Institution of 
Mechanical Engineers, describing a series of experiments on an 
engine consuming a large amount of steam, and found that the 
theoretical law of the inverse square root of the speed might be 
applied in comparing this engine with others. The Author, on 
examining the various experiments on single expansion non- jacketed 
engines, has been led to concur in this view ; and he has, therefore, 
described carefully the theory of the conduction of heat^ and 
explained the difficulties which are encountered in applying it to 
the case of a steam cylinder. While engaged on this task he found 
that a simple formula, the form of which was suggested by 
theoretical considerations, would, with certain limitations, give a 
fair approximation to the amount of steam wasted in single ex- 
pansion non-jacketed engines by initial condensation and other 
causes. As might be expected, the formula involves a constant to 
be determined by experience for each type of engine, but the values 
of the constant in a large number of examples of engines of widely 
different types appear fairly consistent. The causes of cylinder 
condensation are complicated, and the facts relating to it may be 
interpreted in more then one way, but this imcertainty does not affect 
the value of the formula, if it should be found on further examinar 
tion to represent the facts with sufficient approximation. How far 
this may be the case, the Author must leave to the judgment of 
of those interested in this question. 

In the eleventh chapter, other questions relating to the efficiency 
of steam engines as thermodjrnamic machines have been considered 
much more fully than in the original book, and the whole put into a 
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shape which it is hoped will be found practically useful. The 
addon of feed-water heaters, a part of the subject which has been 
much neglected, is also dealt with. The few observations made 
on compound engines and on jacketing, are intended chiefly as 
suggestions for further investigation, since it seems clear that no 
real progress can be made until the question of cylinder condensation 
in a single expansion non-jacketed engine has been more thoroughly 
studied. 

The obligations of the Author to the various treatises and 
original memoirs from which information has been obtained, are 
fully stated in the text or in the notes at the end of the book, and it 
need only be added that if the present edition should be received 
as favourably as the original work, the Author will be fully 
rewarded for the not inconsiderable amount of time and labour 
which has been spent in its preparatkm. His best thanks are due 
to his assistant, "h/br. J. H. Slade, RN., for the correction of various 
errors in the earlier chapters. 

BoTAL Naval Ck>LLBaK, OaBunnGB, 
/tOy 1890. 
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THE 

STEAM ENGINE 

CONSIDERED AS A THERMODYNAMIC MACHINE. 
CHAPTER I. 

PHYSICAL PROPERTIES OF STEAM. 

1. Our knowledge of the properties of steam is chiefly derived 
from experiments made by Regnault at the Paris Observatory, 
under the authority of the French Gk)vernmentj for the express 
purpose of ascertaining the numerical data necessary in calculations 
respecting steam and other heat engines. The experiments relating 
to steam are published in the twenty-first volume of the Memoirs of 
the Institute of France (Paris, 1847), to which the reader is referred 
for all details which it is not absolutely necessary for our purpose 
to mention : and such a reference is very desirable to obtain an idea 
of the immense labour and ingenuity employed in rendering the 
experiments as perfect as possible. 

To understand precisely what Regnault ascertained, some pre- 
liminary explanations and definitions are requisite, as follows : — 

In the figure, ^ ^ is a cylinder open at the top, and containing 
a piston : the piston is loaded with weights, which with the atmo- 
spheric pressure are equivalent to P lbs. per square foot of the area 
of the piston, and rests on the surface of a mass of water placed below 
it ; the quantity of water is immaterial, but> for convenience, will be 
supposed 1 lb. : the temperature of the water is supposed that of 
melting ice, or 32** on Fahrenheit's scale. If now heat be applied 
to the water, the temperature rises, becoming greater and greater 
the more heat is added, the piston remaining stationary (save a 
very small rise due to the expansion of the water) until a limiting 
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temperature has been attained, the value of which depends on the 
pressure : the temperature then remains stationary at that limit 
value, and the formation of steam commences, the piston rising as 



Fig. 1. 



I- 
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W^ 
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more and more of the water is evaporated ; finally, when suflScient 
heat has been added to convert the whole of the water into steam, 
the temperature commences once more to rise, and may be raised to 
any amount if sufficient heat is added. These successive stages of 
the process are represented in the figure, which shows the piston in 
three positions, and for a complete theory of the steam engine a 
thorough knowledge of all three is indispensable. Such a thorough 
knowledge has not yet been attained as regards the third stage, in 
which the temperature of the steam is raised above that at which it 
was originally formed, but by the aid of Regnault's experiments 
almost all the needful information can be obtained respecting the 
first two stages, to which we shall confine ourselves in the present 
chapter. 

Connection hetween Pressure and Temperature. 

2. It was stated above that evaporation takes place when the 
temperature reaches a certain value depending on the pressure; 
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now if the constitution of fluid bodies was completely understood, 
it might be possible to determine the relation between pressure and 
temperature by theoretical considerations ; at present^ however, this 
cannot be done, and direct experiment is our only resource. Such 
experiments had been made by various experimentalists ; but the 
results showed considerable discrepancy, and hence Eegnault's first 
object was to set the question at rest by a thorough investigation. 
His apparatus consisted of a boiler containing, when half full, about 
thirty-three gallons of water, a condenser of suitable dimensions to 
condense the steam as fast as it was formed, and an air chamber 
three times the size of the boiler, provided with force pumps by 
means of which any desired pressure could be produced at pleasure. 
Pressures were measured by means of a column of mercury open to 
the atmosphere, an arrangement admitting of greater acciu'acy than 
the manometers of compressed air employed by others, but involving 
the manipulation of a column of mercury nearly 50 feet high at the 
greatest pressures experimented on. The air chamber and condenser 
enabled any desired pressure to be maintained for any length of 
time. 

The principal difficulty to be overcome is, however, in the 
measurement of temperatures, which requires to be effected, 
especially at high pressures, with extreme accuracy. Now, a 
mercurial thermometer is not an exact measure of temperature 
unless it has been graduated by comparison with some standard 
instrument : differences in the quality of the glass and the mode 
of construction producing sensible differences in the indications, 
especially at high temperatiu*es, differences which were probably the 
most important cause of the discrepancy in the results of the earlier 
experiments on the elastic force of steam. Hence, in the measure- 
ment of temperature, Regnault employed as a standard, not a mer- 
curial, but an air thermometer, an instrument which will be referred 
to further in a subsequent chapter. 

Eegnault's experiments at pressures above the atmospheric 
extended to pressures of twenty-eight atmospheres, or more than 
400 lbs. per square inch, while those at pressures below the atmo- 
sphere made with a different apparatus extended not only to what 
is commonly called steam, but likewise to the vapour given off by 
water at all temperatures, even the lowest. His results are given 
in degrees centigrade, and millimetres of mercury, and are not 

B 2 
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merely stated in tables, but expressed graphically by means of a 
curve drawn on copper with extreme care and accuracy. In 
reducing them to English measures, it has to be remembered that 
100° centigrade corresponds to the pressure 760 millimetres of 
mercury, or 29 * 922 inches, at the temperature 32**, and at a height 
of 60 metres in the latitude of Paris above the level of the sea : at 
any other level and in any other latitude, 100° centigrade will, on 
account of the variation of the force of gravity, correspond to a 
column of mercury of somewhat different height. Now, 212° on a 
British standard thermometer corresponds to 30 inches of mercury 
at the equator, 29*922 inches in the South of France, or 29*905 
inches at London, and hence lies a little below 100° centigrade ; so 
that 1° Fahrenheit is not exactly fths of 1° centigrade, but is a 
little less ; and thus the reduction from French to English measures 
requires considerable calculation. The reduction has been made 
with great care and accuracy by Professor Dixon in his valuable 
Treatise an Heai (Dublin, 1849), and the table at the end of this 
book (Table la) has been deduced from that given in his work, 
omitting the lower part of the table as not required for purposes 
connected with the theory of the steam engine, and converting 
inches of mercury into lbs. per square inch. In the reduction, it 
has been supposed that the British standard thermometer shows 
212° at the pressure 14*7 lbs. per square inch, which is exact in the 
south of France, and near enough at any point of the earth's surface. 
The ratio which the pressure at any temperature bears to the 
pressure at 212° is the same everywhere, and it is this which for 
theoretical purposes it is important to know with accuracy. The 
table shows the pressure corresponding to each degree Fahrenheit^ 
from 93° to 432° in lbs. per square inch. A supplementary table 
(Table B), extracted directly from Dixon's work, shows the same 
pressure from 70° to 150° in inches of mercury. The third column 
in the principal table shows the rise of pressure consequent on an 
increment of temperature of 1°. 

The general result of the experiments is to show that the pres- 
sure increases with the temperature, and that the more rapidly, the 
greater the pressure. For example, at 212° the pressure is 14*7 lbs. 
per square inch, and the increase of pressiu*e for a rise of temperature 
of r is about *29 lb. ; at 247° the pressure has increased to 28*34, 
and the difference for 1° to about ^ lb. ; at 300 the pressure reaches 
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67*22, and the difference 1 lb.; while at 432** the pressure is no 
less than 350*73, and the difference is 3*64. Thus, at 350 lbs. per 
square inch, the pressure increases about thirteen times as rapidly 
as it does at the atmospheric pressure. 

Many formuke have been devised for the purpose of representing 
algebraically the results of experiments on the elajstic force of steam 
at a given temperature, a brief account of which will be found in 
the Appendix. 

The simplest of these formulse, which represents the results with 
tolerable accuracy, is — 

, „ < - 212 , ,, ^ 

where p is the pressure in lbs. per square inch, and t is the tem- 
perature in degrees Fahrenheit. In the absence of the table this 
formula may safely be used, unless for some special purpose minute 
accuracy is required. 

For such purposes and for ready numerical calculation the table 
is more useful ; examples will be found attached to the table. It 
was mentioned above that Regnault constructed a curve graphically 
representing his results ; this may be done by setting off the tem- 
peratures as abscissae, and the corresponding pressures as ordinates ; 
and the reader will find it a useful exercise to construct such a curve 
for himself, using the numerical values given in the table, so as to 
familiarise himself with the general character of the relation between 
pressure and temperature. 

Before leaving this part of the subject, some circumstances must 
be noticed which modify the results now given in certain cases. 

If perfectly quiescent water, perfectly free from air or other 
foreign substance, be heated in a clean glass vessel, the temperature 
may be raised far above 212° without occasioning ebullition; and 
when ebullition does take place it is effected, not regularly and 
quietly, but by fits and starts, producing what is called "bumping." 
This effect, which is much more manifest when sulphuric acid is 
used instead of water, is due to molecular cohesion ; for particulars, 
the reader is referred to Professor Clerk Maxwell's treatise on the 
Theory of Heat, page 269. If such an effect could be produced in 
the circumstances of an ordinary steam boiler it would be a great 
source of danger, for suppose a boiler constructed to work at a 
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pressure of 67 lbs. per square inch absolute, say 52 lbs. above the 
atmosphere, this corresponds to a temperature of about dOO*" Fahr., 
if now the temperature could be raised to 320° Fahr., without the 
corresponding increase of pressure to 75 lbs. above the atmosphere 
taking place in the usual way, the slightest change of circumstances 
might produce explosive ebullition, accompanied by a great and 
sudden increase of pressure. The subject requires further investiga- 
tion, but although it is certainly possible that some of the numerous 
cases of explosion which have occurred immediately after starting 
an engine may be accounted for in this way, yet the circimastances 
under which the effect is produced are rather those which occur in a 
laboratory than in actual practice. 

Secondly, if a salt be dissolved in water the temperature of 
ebullition is varied ; thus ordinary sea water contains one thirty- 
second part by weight of common salt^ the temperature of the steam 
produced under the atmospheric pressure is not 212°, but 213° '2, 
and it is said that if more salt be added the boiling point of the 
brine is raised by r-2 for each thirty-second part of salt which is 
added. The steam in such cases is quite free from any admixture 
of salt, but probably has the temperature of the boiling brine, and 
is therefore to some degree " superheated," a term the meaning of 
which will be explained presently. 

Subject to these observations, the elastic force of steam is always 
connected with its temperature, as shown by the table, so long as it 
remains in contact with water, no matter how the steam has been 
produced ; thus if, instead of supposing the water confined in a 
cylinder provided with a piston which rises as the steam is formed, 
we suppose the steam to be produced in a closed steam boiler, then 
the temperature and pressure will keep rising as more and more 
heat is added, instead of remaining stationary; but the relation 
between pressure and temperatiu^ remains precisely the same so 
long as any water is left. 

Specific Heat of Water. 

3. Returning to our cylinder and piston, and considering the 
first stage of thQ process before the production of steam commences, 
we have now determined the limit temperature {f) in terms of the 
pressure on the loaded piston, and we next consider, in order to 
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complete our knowledge of the first stage, the quantity of heat 
which must be added to the water in order to produce the change 
in question, or, in other words, to raise its temperature from 32* 
to r. Now quantities of heat are measured in thermal units — ^that 
is, by the quantity of heat which is necessary to raise a lb. of water 
through r at its temperature of maximum density, or from 39* to 
40° Fahr. ; if then the same quantity of heat were required to raise 
a lb. of water through 1** at any other part of the scale, say from 
212* to 213*, then the amount of heat required would be ^ - 32 
simply, ai^d this is what is usually assumed by practical writers on 
the subject of the steam engine. 

Regnault, however, has shown, by a series of direct experiments, 
that the quantity of heat in question is always greater than t - 32, 
the difference becoming greater and greater as the temperature f is 
higher. His results changed into English measures are given in 
Table Ua at the end of the book, for every 27* from 77* to 401*, in 
which the first column gives the temperature T, and the second 
t - 32, while the third gives the quantity of heat in question as 
determined by Regnault's experiments. A knowledge of this quan- 
tity of heat is continually required in the course of our work, and 
hence a special symbol (h) is used for it, and it must be understood 
that h in this work always means the quantity of heat necessary to 
raise a lb. of water from 32* to T, and is never used for any other 
purpose. 

As just stated, the value of h is given by the table at the 
temperatures indicated in the first column; at any intermediate 
temperature interpolation is necessary, for which purpose the mean 
difference for 1* is given in the fourth column of the table. These 
numbers represent the mean quantities of heat required to produce 
a rise of temperature of 1*, or, in other words, the mean specific 
heat of water between the temperatures indicated, whence it will be 
seen that the specific heat of water increases very considerably at 
high temperatures, becoming as much as 1 • 04 at the temperature 375*, 
corresponding to a pressure of 185 lbs. per square inch. Examples 
of the process of interpolation will be found at the end of the tables. 

Regnault's results require certain corrections in order to make 
them precisely applicable to our purpose, that is, to make them 
represent with absolute accuracy the heat expended in the first 
stage of the process we are considering. These corrections are. 
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however, undoubtedly much less than the deviation of the specific 
heat of water from unity, and will not be considered here ; for further 
information the reader is referred to the Appendix. Unless we have 
to do with steam of very high pressure the difference between h 
and t - 32 may frequently be safely disregarded, but much depends 
upon the particular question considered. 

The quantity of heat requisite to raise a lb. of water through V 
has of late not unfrequently been called a "poimd degree" by 
writers on the steam engine. If this expression be adopted, it must 
be remembered that it expresses a different quantity of heat for each 
particular temperature, so that for steam of 185 lbs. pressure it is 
about 4 per cent, greater than at low temperatures. Hence to make 
the "pound degree " a definite imit of measurement, the temperature 
employed as a standard must be indicated. There seems no advan- 
tage, however, in abandoning the well-understood term " thermal 
unit," used in measuring quantities of heat. 

Total and Latent Heat of Evaporation, 

4. We next go on to consider the second stage of the process, 
that is, the evaporation of the water, which takes place gradually as 
heat is added, the piston steadily rising, and the cylinder remaining 
at the constant temperature already investigated. 

Let us first suppose that so much heat has been added, that every 
drop of the water is evaporated, and the cylinder contains nothing 
but steam of the same constant pressure under which it was originally 
formed, then the first question to be considered is the quantity of 
heat required to evaporate the water as described. This quantity 
of heat is called the latent heat of evaporatio7i of water, a term the 
origin of which will be explained hereafter. If further we consider 
the quantity of heat expended in the first and second stages together, 
that quantity of heat is called the total heat of evaporation of water. 
Thus the total heat of evaporation of water is the quantity of heat requisite 
to raise a pound of water from 32° to aparticvlar temperature, and evaporate 
it at thai temperature, while the latent heat of evaporation of vxUer is the 
quantity of heat requisite to evaporate a pound of water at a given tewr 
perature. The first of these quantities will in this work invariably 
be denoted by H, and the second by L, symbols which will be used 
for no other purpose. 
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The values of H and L in the present state of our knowledge 
can only be determined by experiment^ and as the results obtained 
by the earlier investigations of Watt and Southern were discrepant, 
a second principal object of Regnault's experiments was to set this 
question also at rest by a thorough investigation. 

Eegnault's apparatus consisted, as before, of a boiler, condenser, 
and air chamber, arranged so that a perfectly steady evaporation 
could be maintained for any length of time required under any 
desired pressure, the steam being conducted to the condenser and 
condensed as fast as it was formed in the boiler, quite independently 
of the calorimeters, mentioned farther on, used to measure the heat 
given out in condensation. The steam pipe conducting the steam 
from the boiler to the condenser and calorimeters passed into the 
boiler below the water line, and after several convolutions terminated 
in the centre of the steam space, which was large \ while outside the 
boiler the pipe was thoroughly steam- jacketed and clothed; and 
hence thoroughly dry steam was secured without any possibility of 
superheating. 

Suitable steam of a given temperature being thus obtained, is 
conducted into a calorimeter consisting of a pair of copper globes 
surrounded by cold water. Condensation of the steam in the globes 
immediately takes place, the heat given out being abstracted by the 
cold water, the rise of temperature of which furnishes a measure of 
the quantity of heat, while the condensed water issuing from the 
globes gives the weight of steam condensed ; hence the heat given 
out by each poimd of condensing steam is fully determined. 

Great care is necessary in conducting experiments of this kind 
to secure accuracy, a special difficulty being to find the quantity of 
heat lost by radiation from the calorimeter while the experiment is 
proceeding. For details I must refer to the original Memoirs. It 
is sufficient to say that all difficulties were overcome by Regnault, 
whose results are universally accepted as being as perfect as the 
nature of the case permits. 

If now we carefxilly consider the way in which Regnault's experi- 
ments were made, it will be seen that the result he obtained is no 
other than the total heat of evaporation as defined above ; for if, 
after the water has been completely evaporated by the application 
of heat to the cylinder, we imagine some cold body to be applied to 
take away the heat again, the steam will begin to condense and the 
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piston to descend under its constant load, a process which will go on 
till all the steam is condensed and there remains nothing but water : 
a further abstraction of heat causes the temperature to fall till 
finally we have the pound of water at 32°, with which the process 
began. And the whole heat taken away when the steam is condensed 
is the same as the whole heat added when the water is evaporated. 
Now while the steam was being condensed in the globes of Regnault's 
calorimeter, a constant pressure was maintained throughout the 
apparatus during the whole period of the experiment, and thus we 
are sure that the circumstances of the experiment were just the 
same as in the case of our hypothetical cylinder and piston. The 
necessity for insisting on this point will be understood when we 
come to the next chapter ; for the present it is sufficient to say that 
the values of H are certainly given to a great degree of accuracy by 
these experiments, which, together with the two other series already 
mentioned, form the experimental basis of the theory of the steam 
engine. 

Eegnault's experiments on the total heat of evaporation extended 
from a pressure of one-fifth of an atmosphere to a pressure of four- 
teen atmospheres, say 3 lbs. to 200 lbs. per square inch, and the 
general result is that H increases slowly with the temperature by 
* 305 thermal unit for each degree Fahr., so that it may be expressed 
by either of the formulae 

H= 1091-7 + -305 (< - 32), 
= 1082 +'30bt, 
= 1146-6 + -305(/ - 212). 

Below one-fifth of an atmosphere the difficulty of securing a regu- 
lar steady ebullition prevented Regnault from obtaining thoroughly 
reliable results. It is, however, usual, to suppose that the same 
formula applies to all cases. 

Table Ila shows the results of the formula for every 27**, from 
77** to 40r, and also at 32°, the fifth column giving the difierences, 
which in this instance are constant. Intermediate values may be 
obtained either directly from the formula or by interpolation. 

In our definition of the total heat of evaporation, it has been 
supposed that the temperature of the water was 32° when the heat- 
ing commenced ; in practice, however, it generally happens that the 
water originally has some other temperature t^, we then speak of 
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the total heat of evaporation from i^ ai L The tabular values of H 
and h enable the result in this case to be easily obtained, for if Q be 
the required quantity of heat, we shall have 

= ^ - V 

where Ao signifies the heat necessary to raise a lb. of water from 32" 
to the temperature t^. For example, to find the total heat of 
evaporation of water /rw» 104° ai 293° : on referring to the table we 
find for the value of h at 104°, 72*09, and for the value of Hy at 
293°, 1171-3, hence 

0= 1171-3 - 72-09 = 1099-21. 

In this cKse, if the temperatures are not those given in the tables, 
E and h^ must be found separately by interpolation ; but we may 
almost always simplify by using t - 32 for h. Thus in the present 
example the error of so doing is less than one-tenth of a thermal 
unit, a quantity which is inappreciable compared with the value 
of h. 

From the total heat of evaporation H we can at once deduce the 
latent heat of evaporation L, for it is clear that 

so that we have only to subtract the tabular value of h from the 
tabular value of H in order to find the value of L, The seventh 
column of table Ila has been formed in this way, and shows the 
latent heat of evaporation of water for every 27° from 77° to 401°, 
while the eighth column shows the differences for 1°, from which 
the latent heat at any other temperature can be found by interpola- 
tion. The table shows that the latent heat L diminishes as the 
temperature increases, the rate of diminution not being exactly 
constant, but increasing with the temperature. Unless, however, 
special accuracy is necessary, the formula 

I, = 966 --71 (< - 212°) 

gives results which are amply sufficiently approximate, according to 
which the latent heat diminishes by rather more than seven-tenths 
of a thermal imit for each degree Fahr., and is 966 thermal units at 
the temperature 212°. 
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Density of Steam, 

5. To complete our knowledge of the first two stages of the 
process we are considering, it is now only necessary to know what is 
the volume of the resulting steam, or how high the piston will have 
risen at the instant when the last drop of water is evaporated. 
Unfortunately, in the present state of our knowledge, this question 
cannot be answered with the same degree of accuracy with which we 
know the elastic force of steam or the total heat of evaporation. 
Two distinct methods have been adopted : first, by a series of direct 
experiments ; secondly, by a calculation based on the principles of 
thermodynamics from the data already given. 

No experiments on the density of saturated steam have been 
published by Regnault, and the only investigation possessing any 
claim to be considered reliable was made by Messrs. Tate and 
Unwin, under the auspices of the late Sir W. Fairbaim, and pub- 
lished in a paper read by the latter before the Royal Society 
in 1860. An abridged account of these experiments is given in 
Fairbairn's Mills and Mill Work^ Part I., p. 207, to which the reader 
is referred for details ; we shall here only mention the principle of 
the investigation and its results. 

A glass globe was provided with a long stem, say 32 inches long, 
which was filled with clean mercury, and inverted in a dish of 
mercury, the mercury being previously boiled to secure the absence 
of air. A bubble of glass containing the water to be experimented 
on was then introduced into the globe floating on the top of the 
mercury. If now heat be applied to the globe the water vapourises, 
the mercurial column descends, and the capacity of the globe having 
been previously measured, furnishes the means of measuring the 
volume of steam produced from the known weight of water in the 
bubble at a known pressure and temperature. Two special diffi- 
culties occur when attempting to measure the density of steam by 
such a method. 

First, it is impossible to tell directly the exact instant at which 
all the water is evaporated, and it is clear that if the volume be 
observed before all the water is evaporated there will be no means 
of determining the weight of water turned into steam ; while if the 
volimie is observed after the water is all evaporated, the volume 
measured will not be that of steam in contact with water, but of 
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steam which is more or less superheated. Now this first difficulty 
was overcome by replacing the dish of mercury by a long glass tube 
projecting below a copper boiler containing water, in which the glass 
globe was immersed. On heating the boiler, steam was produced 
outside the globe of the same temperature as the steam inside the 
globe, and hence so long as any water remained in the bubble the 
pressure outside and inside the globe was the same, as shown by 
the mercury standing at the same height in the stem of the glass 
globe and the outer tube connected with the boiler. The moment 
the steam inside the globe becomes superheated the pressure inside 
the globe becomes less than the pressure outside, and this is at once 
indicated by a rise of the mercurial column in the stem of the glass 
globe, and the precise instant at which the volume should be 
measured was thus determined; hence this first difficulty was 
successfully overcome. 

The second special difficulty which besets experiments of this 
kind is the cohesive attraction between water and the glass vessels 
in which it is contained, in consequence of which a glass vessel may 
be heated considerably without being at once dried, and in all 
probability steam is condensed on a glass surface as hot or hotter 
than itself. This source of error remains in the results of these 
experiments, and it is probable that the densities determined by 
them are somewhat too large. 

The experiments extended from 2^ lbs. on the square inch to 
70 lbs. on the square inch, and their results are given in Table III. 
for a whole series of pressures. The fourth column of this table 
gives the weight in lbs. of a cubic foot of steam, at the pressure 
indicated in the first column, as determined by these experi- 
ments. 

The second method of obtaining the density is by calculation on 
the principles of thermodynamics from the values of the latent heat 
of evaporation given above. This method will be fully considered 
hereafter; it is sufficient to say at present that certain needful 
numerical data are not as yet known with absolute exactness, and 
that consequently the results of the calculation are not free from 
possible error. The fifth column in Table III. gives the weight of a 
cubic foot of steam as determined by this method, and the approxi- 
mate agreement with the results obtained by direct experiment 
shows that neither method can be very far wrong. The calculation 
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values, which are the smaller, are to be preferred, and it is highly- 
improbable that they can be so much as 1 per cent, in error. 

The general results of calculation and experiment on the density 
of steam are that the weight (w) of a cubic foot increases nearly in 
proportion to the pressure (p), but at a somewhat slower rate, as 
shown by column 6, which gives the differences per lb. from which 
the values of w for pressures not given in the table can easily be 
f oimd by interpolation. 

The reciprocal of Wj the weight of a cubic foot, is the volume in 
cubic feet occupied by 1 lb. of steam, a quantity which in this work 
will always be denoted oy v when steam is under consideration. 
The value of v is given in the second column of the table for the 
pressures indicated in the first column; and we shall call v the 
specific volume of the steam. 

It is common to compare the volume of the steam with the 
volume of the water from which it is produced, which may be 
done by multiplying v by 62*4, which is nearly the weight of a 
cubic foot of water at ordinary temperatures ; this may be called the 
relative volume of the steam, though by some writers the term 
" specific volume " is used in this sense. 

Various formulae have been devised for the purpose of connecting 
the pressure and density of steam, of which we shall here give two. 

First, we place the formula given in Fairbaim's paper to repre- 
sent his experiments, viz. 

p + • 35 ' 

altering the constants to suit the case when the pressure is given in 

lbs. per square inch, and the volume in cubic feet This formula* 

gives the results obtained by direct experiment^ and the values as 

stated above are probably somewhat too small for perfectly dry 

steam below 110 lbs. per square inch. At pressures much exceeding 

this limit the formula gives too large a result. 

Secondly, the results of calculation are represented with great 

accuracy by a formula of the form 

pff = constant 

• In Fairbaim'a MiU Work, Part I. p. 214, this formula is quoted with a 
wrong sign in the denominator of the fraction. The error has been copied by 
Bankine in his work on Shipbuilding, where the formula has been applied to a 
numerical example. In Rankine's Useful Rules and Tables the formula is quoted 
correctly. 
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where nisBii index. To test this and to determine the value of n, 
let the formula be written 

logp + n . log t; = constant, 

and let the values of log v and log p be plotted on a large scale on 
paper as horizontal and vertical ordinates. It will be found that 
the extremities of these ordinates lie very exactly in a straight line, 
showing that the formula is correct in form. The index n will be 
the tangent of the angle which this straight line makes with the 
horizontal axis, and will be found to be 

n = 1-0646. 

The constant is found to be 479 for pressures in lbs. per square inch 
and volumes in cubic feet, so that the formula becomes 

p ^'^ = 479. 

When employed for finding the volume corresponding to a given 
pressure, it is most conveniently written 

log V = 2-5174 - -9393 logp, 

and when, as is sometimes the case, we require the pressure corres- 
ponding to a given volume, it becomes 

logi? = 2-6800 - 1-0646 log v. 

Neither of these formulse rest on any theoretical basis, but both 
are empirical formulsB employed to represent in a simple form the 
results of calculation and experiment. The second formula is that 
which will be chiefly employed in this work, when a formula is 
necessary ; for numerical calculations the table may also be employed, 
examples are given in the Appendix. 

Partial Evaporation — Superheating. 

6. In all that has been said in the two preceding divisions of this 
chapter, it has been supposed that the process of evaporation has 
been carried on until every drop of the water has been evaporated, 
and there remains nothing but steam, while care has been taken 
to stop the application of heat at the instant the water has all 
disappeared, so that the temperature is stiU stationary. 

In such a condition the steam has the greatest density possible 
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in perfectly dry steam at that pressure, and is hence said to be steam 
of " maximum density," or otherwise it is said to be " saturated.'' 
Likewise the temperature of such steam is the lowest possible at 
that particular pressure. Steam, however, seldom exists in a 
perfectly dry and saturated condition; either it is more or less 
mixed with water, or else its temperature is greater than that cor- 
responding to the saturated condition. 

In the first place, the steam supplied by an ordinary steam boiler 
is probably rarely perfectly dry ; much obscurity rests on this point 
from the absence of any easy means of testing steam so as to ascertain 
the proportion of suspended water, but there can be little doubt that 
if from any cause the ebullition is irregular, such as, for instance, is 
the case when the irregularity in the consumption of steam always 
existing is aggravated by small steam space and rapid evaporation — 
that water is carried over from the boiler along with the rushing 
steam. This eflFect is called " priming," and is often produced on a 
large scale by impurity of water and other causes which we need not 
here consider. And even if the steam from the boiler be originally 
dry, it almost always condenses to a greater or less extent on 
entering the cylinder. 

Thus, in a theory of the steam engine it is not sufficient to 
confine ourselves to the consideration of dry steam, we must like- 
wise consider steam containing a certain amount of moisture. The 
amount of moisture in steam is estimated by the amount of pure 
steam (x) contained in a pound of the actual steam, then a; is a 
fraction which is smaller the wetter the steam, and which may be 
called the dryness-fraction of the steam. Let s be the volume in 
cubic feet of 1 lb. of water, then since 1 lb. of the steam contains 
X lbs. of dry steam and (1 - x) lbs. of water, it is clear that the 
specific volume V must be "^ 

V = V X -{- (I - x) s, 

where v as before is the specific volume of dry steam considered in 
the preceding section. 
We may write this 

V = x {v - s) + 8, 

Now « is a small fraction, being '016 at ordinary temperatures and 
less than 20 per cent, greater (see Appendix, Note B) at the highest 
temperatures possible in practice, we may therefore safely neglect 
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it ; further, unless x be small, the remaining term s may be neglected, 
and we obtain simply 

V — vx. 

These simplifications cannot be made at very high pressures, nor 
when (as is sometimes the case) we have to do with mixtures of 
steam and water, consisting chiefly of water. To show the amount 
of error involved, the value of v - s is given in the third column of 
Table III. 

So much for the density of moist steam. Next, for its total heat 
of evaporation, we have only to consider that for each lb. of such 
steam a lb. of water has been raised from 32"* to /, but only x lbs. 
have been evaporated ; hence if Q be the heat expended, 

e = A + xL\ 

or if the water originally be at i^ instead of 32° 

Q^h -\->t xL\ 

a formula which, by the aid of tabulated results given previously, 
enables us to find the total heat of evaporation very readily when x 
is known. 

The heat necessary to produce dry steam from and at 21 2** is 
966 thermal units, and the total heat of evaporation under any cir- 
cumstances may conveniently be expressed by stating the equivalent 
evaporation from and at 212°. Suppose we call this £, then 

_ Q h ^ Kq + xL ,r r i. 
^ = 966 = 966 ^'^^- ''^'^'^- 

For example, suppose a boiler to supply steam with 10 per cent. 

of suspended moisture, the evaporation taking place from 100 at 

320°, then 

_, 220 + -9 X 888 1019 , .^^ 

^ = 966 -966- = ^-^^^' 

which is the factor by which the actual evaporation must be multi- 
plied to obtain the equivalent evaporation from and at 212*. 

The possibility of the steam generated by a boiler containing 
suspended moisture, and thus requiring less heat to produce it, 
should not be lost sight of when the efficiency of the boiler or the 
evaporative power of the fuel is being considered, for important 
errors may easily be produced in this way. 
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Not only may steam be wet, but it frequently happens, either 
by direct application of heat or by other causes to be considered 
hereafter, that its temperature is raised above the limit value, which 
is the lowest possible at the pressure considered, and in that case it 
is said to be superheated. Such is the case in the third stage of 
the process we have been considering, in which after the water has 
been all evaporated the application of heat is continued. The tem- 
perature then rises continually, instead of remaining stationary as 
before. Our experimental knowledge of this third stage is very 
imperfect, and the little that is known with certainty cannot advan- 
tageously be introduced here; we shall therefore proceed in the 
succeeding chapter to explain the fundamental principle upon which, 
together with the residts of experiment now given, all successful 
reasoning on the subject of the steam engine must necessarily be 
based. 
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CHAPTER II. 

CONVERTIBILITY OF HEAT AND WORK. 
INTERNAL WORK. 

7. When a resistance is overcome by the action of force, the 
effect of the force, considered as acting through space, is measured by 
the magnitude of the resistance multiplied by the distance traversed, 
estimated in the direction of that resistance. The force is then said 
to do work, and the work done is numerically equal to the product 
of the resistance and the space. 

The power of doing work is called energy, and a body or 
system of bodies possessing this power is said to " possess energy," 
an expression which implies that energy is treated as if it were 
something independent of the bodies through which it is manifested, 
capable, like matter, of measurement in quantity, and, as we shall 
see presently, like matter, indestructible. In simple mechanics 
energy is of two kinds, energy of position and energy of motion, 
otherwise called potential energy and kinetic energy, exemplified 
by the simple cases of a raised weight and a rotating wheel, each of 
which possesses the power of doing work : the one, in virtue of its 
position at a certain height above the earth's surface ; and the other, 
in virtue of its motion. 

When the force applied is just sufficient, and no more, to over- 
come the resistance, the energy exerted is exactly equal to the work 
done ; and this is true not merely of a single force applied directly 
so as to overcome the resistance, but to any number of forces applied 
by means of a machine of any degree of complexity, so that we may 
say in any case in which the forces just balance the resistance. 

Energy exerted = Work done. 

This is the principle of work as applied to balanced forces, and 
is identical with the older principle of virtual velocities explained and 
applied in all text books of elementary mechanics. 
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It will, however, rarely happen that the forces applied exactly 
balance the resistance overcome ; let us suppose that the applied 
forces are the greater, then the unbalanced part of these forces takes 
effect by causing the parts of the machine to move quicker and 
quicker, and thus to increase their energy of motion; hence the 
energy exerted by the applied forces is not all employed in doing 
work, but partly takes effect in increasing the kinetic energy of the 
parts of the machine. In this case the principle of work is equiva- 
lent to the statement, 

Energy exerted = Work done + Kinetic Energy accumulated 
in the moving parts of the machine ; 

a statement which, by supposing the accumulation of energy 
negative, will include also the case in which the applied forces are in 
themselves insufficient to overcome the resistance, so that a part of 
the work is done at the expense of the kinetic energy of the moving 
parts. Now, as the expression accumulated energy implies, the 
energy employed in altering the velocity of a particle or machine 
is not lost, but merely transferred to the particle or machine, 
existing there in the form of kinetic energy or energy of motion. 
And further, when the work done consists in raising weights or other 
similar operations, it is clear that the energy exerted is not lost, but 
exists in the weights raised, which possess, by falling, a capacity of 
doing work, or potential energy, exactly equal to the work done in 
raising them ; so that if we confine ourselves to such operations we 
may assert that energy, when exerted is not destroyed, but simply 
transferred from one body to another. 

In all cases, however, some^ and in many cases aW, the work done 
consists of mechanical operations in which energy is to all appearance 
lost, a principal instance of this being friction. When one surface 
rubs against another, work is done in overcoming friction; and 
although no doubt there is a certain amount of wear, so that some 
energy might be imagined to be regained by replacing the abraded 
particles in their original positions, yet it is certain that but a small 
amount of the whole energy exerted is thus accounted for. Thus, 
confining ourselves to simple mechanics, energy is not indestructible, 
and we cannot go farther than to say that energy cannot be created 
out of nothing, but must be obtained from some store of previously 
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existing energy. To this extent the principle of work is equivalent 
to the statement that a " perpetual motion is impossible," an axiom 
which is actually forced on all those engaged in mechanical operations, 
and which was practically known to our great engineers of the last 
century, long before the principle of work was formally stated by 
Poncelet in the MScanique Industridle. 

We now, however, can go much farther than this, since we know 
that mechanical energy is only one of several forms in which energy 
may exist, and that the processes by which energy is to all appearance 
lost are really processes by means of which mechanical energy is 
transformed into one or other of those forms, and that when account 
is taken of all the results of the processes in question, we shall find 
that the energy which has disappeared is in nowise lost, but is merely 
transferred from one body to another, and altered in form, not 
substance. 

The principal other form into which mechanical energy is capable 
of being transformed, and the only one which concerns us, is that 
powerfid agent in producing physical changes which we call heat. 
It is unnecessary here to trace the steps by which the idea arose 
that heat and mechanical energy are quantities of the same kind, 
capable of conversion the one into the other; I shall content 
myself with enunciating the First Law of Thermodynamics, that 
is to say, of the science of the relations between work and heat, as 
follows : — 

Heat and mechanical energy a/re mutudlly convertible, a unit of heat 
corresponding to a certain fixed amount of work, called the mechanical 
equivalent of heat. 

Thus, when mechanical energy is expended in overcoming 
friction, it is a matter of common experience that heat is produced, 
and the law just enunciated tells us that this heat is merely the 
energy expended in a different form. Assuming, which is very 
approximately the case, that the surfaces remain in the same state 
as before, the energy expended bears a fixed proportion to the heat 
generated, that fixed proportion being the mechanical equivalent of 
heat, and by comparing the heat generated with the energy expended 
the mechanical equivalent of heat may be determined. 

The first attempt to establish a connection between work and 
heat was made by Count Rumford in his celebrated experiments on 
the heat generated during the boring of a cannon, but the first 
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accurate determination of the mechanical equivalent of heat was 
made by Joule, and hence we commonly speak of Joule's equivalent. 
Joule experimented on the heat produced when a given amount of 
energy was employed in agitating water, and obtained the number 
772, signifying that the heat necessary to raise a lb. of water from 
39" to 40" would, if wholly converted into work, raise a lb. weight 
through 772 feet. This value, originally obtained by Joule in 1849, 
has been since verified by a repetition of the experiments. Some 
further particulars will be found in the Appendix. 

Since heat and mechanical energy are merely diflPerent forms of 
the same thing, it follows that quantities of heat may be expressed 
in foot pounds, and conversely quantities of work may be expressed 
in thermal units ; thus the total and latent heat of evaporation of 
water may be expressed in foot pounds, as is shown by Table lib 
derived from Table Ila, by multiplication by 772. And again a 
horse-power of 33,000 foot pounds per minute is equivalent to 
33,000/772 = 42-76 thermal units per minute, or 2665 thermal 
units per hour, numbers convenient to remember in working 
examples. 

Internal and External Work dons during Evaporation under Constant 

Pressure, 

8. Having now obtained a principle by means of which heat 
expended can be compared with work done, let us return to the 
case of the evaporation of water beneath a piston, which we consi- 
dered at some length in the preceding chapter. It is clear that, 
when the piston rises dimng the evaporation, work is done in over- 
coming the pressure P with which the piston is loaded, and it is 
easy to find from the data of the last chapter the amount of that 
work. For let A be the area of the piston in square feet, y^ the 
depth of water in the cylinder before evaporation begins, y the 
height of the piston above the bottom of the cylinder when the 
water is all turned into steam, then clearly A y^ is the volume of 
the water in the cylinder, and A y the volume of the resulting steam, 
or, using the symbols of the preceding chapter, 

Ay^^^ s; Ay = v; 

but the piston rises through the space y - y^ overcoming a pressiure 
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of P lbs. per square foot, or a total pressure P A^ hence the work 
done is given by 

Work done =- P A {y - y^) = P {v - s). 

Since both P and v are known, and s is the constant fraction 
•016, the work done can be calculated for any pressure or tempera- 
ture from the experimental data of the preceding chapter. The 
results are exhibited in Table IVa, the fourth column of which gives 
in foot pounds the value of P (t; - s), or the work done, for every 
27** of temperature from 104" to 40 r, while the fifth column gives 
the differences per 1**, which enable the result for any other tem- 
perature to be readily found by interpolation. It appears from this 
table that the work done during evaporation of a lb. of water 
increases with the temperature, the rate being slow and slowly 
diminishing as the temperature rises. At the atmospheric pressure 
the result is 55,730 foot pounds. 

Our next object is to compare this work with the amount of 
heat expended, in order to do which we have only to find the heat- 
equivalent of the work done, or else the work equivalent of the heat 
expended. Let us choose the first course, and obtain the heat-equi- 
valent of the work done by dividing the values just found by 772, 
the results are given in the sixth column of the same table (Table 
IVa), while the seventh column shows the differences needed for 
interpolation. Now let us compare the result with the heat 
expended during evaporation, that is, with what we have previously 
called the latent heat of evaporation, and given in the seventh 
column of Table Ila, and we are at once struck with the great dif- 
ference which exists, the heat-equivalent of the work done forming 
but a small fraction of the heat expended. For example, take the 
temperature 293** : here the latent heat of evaporation is about 
908 thermal units, and the heat-equivalent of the work done is only 
78 '6 thermal units, or about one-twelfth. The principle of work 
teUs us that the work done cannot have been produced out of 
nothing, but must have been done at the expense of an equivalent 
amount of heat which has disappeared, while the numerical values, 
just obtained, show that the heat thus disappearing is comparatively 
small, and that the greater part of the heat must have been employed 
in producing changes within the water itself. 

We are thus introduced to a conception of great importance. 
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namely the conception that work may be done, not only in raising 
weights or performing other visible operations in which the resist- 
ances overcome are manifest to our senses, but also in overcoming 
resistances caused by molecular forces invisible to us, if I may use 
the expression, and only manifest by their results. Thus, in the 
present example the difference between 908 and 78*6 is 829*4, 
which is the heat-equivalent of the work done in overcoming the 
molecular cohesion of the particles of water resisting its conversion 
into steam. Work done in this way is called "internal work," 
because the changes considered take place within the body itself, 
whereaa in contradistinction the work done in raising the piston is 
called " external work," because the change considered takes place, 
not in the body itself, but in external bodies. 

The internal work done during evaporation at constant tempera- 
ture obtained by subtraction, as in the example just given, will be 
found in foot pounds and thermal units in the second and fourth 
columns of Table IVb ; it is always denoted in this work by the 
symbol p. The differences needful for interpolation are given in 
the third and fifth columns, and examination of their values shows a 
nearly constant result, hence the value of p is given with very con- 
siderable accuracy in foot pounds and thermal units by the formulsB 
exact at 212' : 

P = 819,330 - 611 / foot pounds. 
P = 1061-4 - -792 t thermal units. 

The sixth column shows the proportion (k) which the internal 
work bears to the external work, and exhibits in a striking manner 
the magnitude of the internal forces with which we have to deal 
for we see that the internal work is from nine to sixteen times as 
great as the external. 

9. We may with great advantage exhibit this graphically. In 
the figure (Fig. 2) -X" is a line on which are measured the volumes 
occupied by the steam and water during the process of evaporation, 
or, what is the same thing, the volumes swept out by the piston as 
it rises, on which line we set off 0-4 = s = '016 cubic foot, and 
OB ^ V cubic feet Let the ordinates parallel to F represent 
pressures, and draw a horizontal line CD, the ordinate AC ot which 
represents the pressure P, with which the piston is loaded ; then if 
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we complete the rectangle A 2>, its area will represent the external 
work done in raising the piston. Now to represent the internal 



Fig. 2. 




work we have only to draw a corresponding rectangle below X 
on the same base A B : the height of this rectangle ^vill be kP,in 
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order that its area may be k times the area of the upper rectangle. 
Thus the internal work is represented as the work which would be 
done in overcoming a pressure k P on the piston, an ideal pressure 
which may be called the pressure equivalent to the internal work, 
or for brevity, " the internal-work-pressure." In practice pressures 
are always stated in lbs. per square inch, not lbs. per square foot, 
and the internal-work-pressure is consequently to be stated in like 
manner, as so many lbs. on the square inch. For example, take the 
temperature 293", at which evaporation takes place under a pressure 
of 60 • 45 lbs. per square inch : the molecular resistance to evapora- 
tion is equivalent to a pressure 10-55 times as great, say to a pres- 
sure of 637*75 lbs. per square inch of the piston area. The figure 
(Fig. 2) is drawn to scale for this case, except that A, being only 
•016 cubic foot, is for clearness set off on a much larger scale than 
By which represents 7 cubic feet, the volume of dry steam at the 
pressure 60 • 46 lbs. on the square inch. 

For any other pressure of evaporation, a corresponding intemal- 
work-pressure exists, usually denoted by P, which may be found 
from the tables already given by the method just indicated. But 
this pressure being frequently required, a special table has been 
calculated (by a different method) which gives it for any desired 
pressure. In Table V. the internal-work-pressure is given in lbs. 
per square foot, and in lbs. per square inch for pressures ranging 
from 4 lbs. per square inch to 250 lbs. per square inch, together with 
the differences necessary for interpolation. 

Since the heat expended is the equivalent of the internal work 
and the external work taken together, it appears that the heat 
expended may be represented as overcoming a pressure on the 
piston equal to {k + I) P : in the numerical example this pressure 
is 698 ■ 2 lbs. on the square inch ; it may be called the pressure 
equivalent to the expenditure of heat, or, more briefly, the heat- 
pressure. The last column of the table (Table V.) shows the heat- 
pressure. In the figure the heat expended is represented by the 
whole area C D^ of the two rectangles. When quantities of heat 
are represented by rectangles, the heights of which are pressures in 
lbs. per square inch and the bases volumes in cubic feet, the 
numerical value of the area is to be multiplied by 144, to express 
the quantity of heat in foot pounds, or divided by 772/144, that is 
to say, 5 • 36 to express it in thermal units. 
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Liternal Work done during Rise of Temperature, 

10. Hitherto we have considered exclusively the second stage of 
the process, namely, that in which water at a given temperature is 
converted into steam of the same temperature under the corre- 
sponding constant pressure ; but internal work is also done during 
the first stage, in which the temperature of the water is raised from 
some lower temperature to the temperature at which evaporation 
commences. This is shown by the heat expended, which must be 
expended in producing molecular change of some kind ; the nature 
of which it is needless for us to inquire into. Strictly speaking, 
indeed, external work is also done, for the water expands as its 
temperature rises and so raises the piston, but the amount of this 
is so small as to be quite insensible as compared with the heat 
expended, the value of which can be found in foot pounds or 
thermal units from Table II., as previously explained. Hence 
practically the whole heat expended is employed in producing 
molecular changes, or, as we express it, in doing internal work. 
(Comp. Art. 15.) Thus, in the numerical example given above, in 
which the steam is formed at 60*45 lbs. per square inch, the heat 
required to raise the water from 32° to 293" is 263*4 thermal units, 
or 203,300 foot pounds, all of which is spent in internal changes. 

The proportion which the internal work so done bears to the 
external work done during evaporation is obviously got by dividing 
one by the other : thus, in the example, the ratio is 

and hence we may represent this internal work also as equivalent to 
raising the piston through its whole height against a pressure equal 
to ^ times the actual piston load. In the example this pressure is 
3*351 X 60*45, or 202*57 lbs. on the square inch. 

To treat the questions graphically, we have only to prolong 
BD' (Fig. 2) to D", making D' D" equal to 202-57, and complete 
the rectangle A' D'\ then the area of that rectangle represents the 
internal work done during the rise of temperature of the water 
from 32". 

The height of the rectangle may, however, conveniently be 
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found thus, without the calculation of ^', for any initial temperature 
of the water. The heat requisite to raise a lb. of water from tQ to 
<i is h^ - ^o> calculated as previously explained, but may usually be 
taken as ti - (q thermal units. Let P' be the corresponding 
pressure in lbs. per square foot, which would do an equivalent 
amount of work upon the piston, then 

F.iv-s)^{t,-t,) 772; 

or if jjf be the same pressure in lbs. per square inch, 

772 

In Fig. 3 set oflF ^ j5 = 5-36 cubic feet and A F equal to ^i - t^ 
reckoned as lbs. per square inch, and complete the rectangle B F, 



Fig. 3. 




Now set oE A C = V - 8 cubic feet, complete the rectangle A E^ 
and join A E ; further complete the rectangle A D hj drawing a 
parallel through G, then the rectangles B F and A D are equal ; 
therefore CD represents y, the required pressure. This con- 
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struction will be found of great use in the graphic treatment of 
questions relating to the theory of the steam engine, as will be seen 
hereafter when we consider the expansion of steam. 



Total Interned Worh 

11. The total amount of internal work done is of course obtained 
by adding the two results together : hence 

Internal Work = A+p = A + i-P(v-s) 

thus in the numerical example for steam at 293° the internal work 
done during the rise of temperature is 263*4 thermal units, and 
during evaporation 829 * 3 thermal units ; hence the whole amount 
of internal work done in turning water at 32" into steam at 293* is 
1092-7 thermal units, a result which may also be obtained by 
subtracting the heat-equivalent of the external work (78 '6) from 
the total heat of evaporation (1171 -3). Table IVc shows the results 
of this simple calculation for the same range of temperatiu*e as in 
the previous tables: these results are given in foot pounds and 
thermal units, together with the differences, which facilitate inter- 
polation and serve other purposes. 

These results show that the whole heat expended in internal 
changes increases with the temperature, though at a rate which is 
still slower than that of the total heat of evaporation. 



Partial Evaporation. 

12. In the three preceding sections it has been supposed that 
the evaporation is complete, so that the result of the operation is 
dry satiu^ted steam. Let us now imagine the evaporation stopped 
when X lbs. of water have been evaporated, as in Art 6, Chapter I. 

In this case the specific volume is 

V = x{v - s) + » ; 
and by reasoning similar to that in Art. 8, it is clear that 

External Work = P {F - s) 
= xP(v - s); 
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thus the external work done is simply x times what it would have 
been had the evaporation been complete. The heat expended 
during evaporation is clearly xL^ and therefore bears the same 
proportion to the external work as if the evaporation had been 
complete : in the same way the internal work will be p jc during 
evaporation, but will be \ as before, during the rise of temperature. 
Thus the whole internal work from water at 32° is given by 

I = h + px. 

Or we may express our result in terms of the intemal-work- 
pressure P = kP, for just as the external work isP (F - s), so we 
shall have during evaporation 

Internal Work = T{F - s); 
.-. Total Internal Work = h + T(F - s). 

In graphically representing the process of evaporation, the 
rectangle representing the internal work during evaporation will 
be of the same height as before, but described on the base F instead 
of the base v; while the rectangle which refers to the rise of 
temperature is not of the same height, but of the same area as 
before : it is constructed as in the last article, except that the base 
is F instead of v. 

In the figure (Fig. 2, Art. 9) the construction is shown supposing 
the volume F three-fourths that of dry steam at the same pressure. 

Form<dim of Steam in a Closed Fessel. 

13. We have now thoroughly considered the whole process of 
evaporation, when conducted in a cylinder, beneath a loaded piston 
which rises as the evaporation proceeds, and we proceed to a 
different case, by supposing that the evaporation takes place not 
beneath a rising piston, but in a closed vessel of given capacity. 

Let a lb. of water at the temperature 32" be placed in a closed 
vessel of known capacity, and let heat be gradually applied, then 
the temperature of the water will gradually rise as before, but 
instead of the formation of steam commencing at some definite 
temperature, as in the previous case, steam will be formed at once, 
and the pressure will keep rising as more and more steam is formed. 
The pressure is still connected with the temperature by the same 
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invariable law as before, but the evaporation now takes place at a 
gradually rising temperature, instead of a certain fixed temperature. 
If sufficient heat be applied, every drop of the water will at length 
be evaporated, and we shall have nothing but steam : the pressure 
of that steam will depend on the volume of the vessel, which must 
be supposed large to avoid excessive pressure. The magnitude of 
the pressure is found by reference to the table of density (Table 
III.) : thus, for instance, suppose that the volume of the vessel is 
4 cubic feet, then the lb. of dry saturated steam occupies 4 cubic 
feet, therefore its pressure must be that corresponding to a volume 
of 4 cubic feet, which a reference to the table shows to be almost 
exactly 110 lbs. on the square inch. On reference to the tempera- 
ture table (Table la) the corresponding temperature is found to be 
about 334^°, which is the temperature to which the vessel has risen 
when every drop of the water is evaporated. If the application of 
heat be still continued, the steam will become superheated ; we, 
however, suppose it stopped before this takes place, and the question 
proposed for consideration is to find how much heat is spent in 
evaporating the water under these circumstances. 

Now the essential difference between the two cases is, that in 
the first case, work is done by raising the loaded piston, while, in 
the second case, no work is done, and hence, in the first case, we 
have done two things instead of one ; not only has the water been 
evaporated, but a certain amount of work has been done on external 
bodies : this amount of work cannot have been produced out of 
nothing, but must have been obtained at the expense of the energy 
applied to the water in the shape of heat. Hence, unless some 
difference be imagined in the amount of heat requisite to produce 
internal changes, we shall be obliged to conclude that the heat 
expended in the second case is less than the heat expended in the 
first case by the exact amount of the heat-equivalent of the external 
work, which is done in the first case, and is not done in the second. 
There is, however, no reason to believe that any such difference can 
exist ; the steam produced is the same in both cases, and the water 
from which the steam is formed is likewise the same, and con- 
sequently the amount of internal change must be precisely the same, 
and we are entitled to conclude that when water is evaporated in a 
closed vessel, the heat expended is the same as that expended in 
internal work, when the water is evaporated beneath a loaded piston. 
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It is therefore given by the table of internal work just calculated 
(Table IVc). 

The reader will now understand why, in defining the total heat 
of evaporation, it is necessary to specify that the evaporation is 
supposed conducted at a fixed temperature, and why it was 
necessary to examine the method in which Regnault carried out his 
experiments to see if the prescribed condition was satisfied. If that 
condition be not satisfied, it will be necessary, in order to find the 
heat expended in the production of steam, to consider how much 
external work has been done during its formation, and to add its 
heat-equivalent to the heat just found to be necessary to produce 
the steam itself. In fact, whenever external work is done in the 
formation of steam, heat flows out of the steam under the form of 
mechanical energy, just as really as when it escapes in the form of 
heat by the process called radiation. 

Similarly when steam is condensed, the heat which it gives out 
is not always the same, but depends upon the circumstances under 
which the steam is condensed : if it be condensed under constant 
pressure, the heat given out will be what we have previously defined 
as the total heat of evaporation, and will include not only the 
energy given out by the steam during its contraction into water, but 
likewise the mechanical energy exerted by the pressure of the piston, 
which will appear in the form of heat in the condenser. But if it be 
condensed under any other circumstances, the heat given out will 
be different, because a different amount of energy will be supplied 
from external sources. In the next chapter we shall have ample 
illustrations of this in the working of a steam engine. 

In Regnault's experiments we have a process of evaporation and 
a process of condensation carried on simultaneously under given 
pressure in vessels of constant volume. One of these processes is 
exactly the reverse of the other, and if we consider the two together, 
the final result is zero whether internal work or external work or 
heat expended. But the formation of steam takes place exactly as if 
that steam had been employed to drive a piston, the external work 
representing energy applied to condense the steam under constant 
pressure. It must be remembered that external work simply means 
work done in overcoming resistances external to the mass of matter 
which happens for the moment to be under consideration. 

Similarly, in the process of formation of steam under rising 
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pressure in a closed vessel ; on the whole, no external work is done, 
but if the evaporation of a small part of the liquid is considered, 
external work is done in compressing the steam already formed. 
We shall return to this question hereafter ; but it may be stated here, 
in anticipation, that the mixture of steam and water must be sup- 
posed so treated that the temperature throughout is sensibly uniform. 
If the experiment were tried without proper precautions, the steam 
would probably be found to be of higher temperature than the water, 
that is, it would be superheated. 



Internal Work in General, 

14. As in the case of steam, so in the most general case of the 
action of heat on any body whatever : we must always separate the 
external and visible work, done on external bodies, from the internal 
and invisible work, done in changing the state of the body. The 
second part, which we call the internal work, depends upon the 
change of state alone, and not upon the way in which the change of 
state is produced ; while the first part represents energy, which has 
passed out of the heated body into external bodies, and may have 
any value according to the way in which the change is accomplished. 
The heat expended is the sum of these two amounts of work as 
expressed by the equation : 

Heat Expended = Internal Work + External Work; 

which is the general statement of the principle of work as applied to 
such cases. 

In the case of a heat engine, it frequently happens that the 
change considered is of such a kind that heat is added to the steam 
or other fluid during one part of the process, and taken away during 
another part: the heat added is then usually called the "heat 
expended," and the heat taken away, the " heat rejected," and the 
statement of the principle takes the form : 

Heat Expended = Internal Work + External Work 
+ Heat Rejected. 

If, moreover, the change considered be such that the steam or 
other fluid, after going through any number of intermediate changes, 
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finally returns to its original state, then the internal work done is 
evidently zero, and we write simply : 

Heat Expended = External Work + Heat Rejected. 

Thus, for example, in the steam engine, if the feed water be taken 
from the condenser, forced by the feed pump into the boiler, there 
evaporated, and finally, after passing through the cylinder, be 
returned to the condenser in the shape of water of the same 
temperature as before, the internal work done in the whole operation 
is zero, and we shall have : 

Heat Expended = Useful Work done + Heat Rejected into the 
condensation water. 

A change of this latter kind is called a *' cycle of operations," 
because the fluid goes through a cycle of changes, returning to its 
original state. The conception of a cycle of operations is due to 
Camot) and, we shall find, was a most important step towards a true 
theory of heat engines. Besides, whenever, from deficiency of 
experimental information, we have no means of telling directly or 
indirectly the work spent in internal changes, we are obliged to 
resort to a cycle of operations as being the only case in which we 
can find the relation between heat expended and work done. For 
.instance, when superheated steam is in question, we cannot reason 
except in this way, because our experimental knowledge of super- 
heated steam is still very Scanty, so that we have no means of 
knowing with certainty the work done in internal changes. 

In the case of saturated steam and permanent gases, the internal 
work is known with tolerable certainty, and we are not obliged to 
confine ourselves to the consideration of cycles of operation. Thus, 
in a steam engine, it will sometimes happen that the condensed 
steam is not at the same temperature as the feed water from 
which it was originally produced; then the original state of 
the steam was water of temperature ^ say, and its final state is 
water of temperature t^^ so that the internal work done in changing 
from the original state to the final state is not zero but t^ - ti 
thermal units, whence we see that the principle of work takes the 
form: 

Heat Expended = /g - ^ + External Work + Heat Rejected ; 
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the external work being expressed by its heat-equivalent in thermal 
units. For an example the reader is referred to the discussion of 
various experiments in a subsequent chapter. 

15. When the temperature of a body remains constant during 
the application of heat, that heat is said to be " latent." So long 
as heat was supposed to be a material substance, such an expression 
as the " latent heat of steam " was strictly appropriate ; but, if used 
now, it must be distinctly understood that a part of the heat is 
latent, not in the steam, but in external bodies in the. form of 
mechanical energy. In this work the term will only be used in the 
phrase " latent heat of evaporation," which has the well-understood 
conventional meaning defined in Art. 4. 

In contradistinction to "latent," the word ^'sensible" was 
formerly applied to heat which is effective in raising the tempera- 
ture of the heated body : while the sum of the "sensible " and the 
" latent " heat was the total heat. It is now advisable to employ 
the expression " total heat " to signify the sum of the quantities of 
heat expended in internal and external work respectively; and 
when steam is formed in any way we shall call the whole heat ex- 
pended its TOTAL HEAT OF FORMATION, while the phrase "total 
heat of evaporation " will always be used, in accordance with the 
definition already given, for the particular case in which the steam 
is formed under constant pressure. 

The expression " internal work " has been employed throughout 
to signify energy expended in internal changes, without any dis- 
tinction between different kinds of internal change. Writers on 
thermodynamics, however, often distinguish between internal 
changes consequent on change of temperature and internal changes 
consequent on change of molecidar position, and confine the term 
"internal work" to the latter kind of changes only. It seems 
better, however, to use the term in a sense capable of exact ex- 
planation, without any hypothesis as to the nature of the changes 
considered. The whole of the reasoning in this chapter depends 
solely on the principle that heat and mechanical energy are merely 
different forms of the same thing, and are, therefore, completely 
interchangeable. No hypothesis is involved as to the ultimate 
nature of heat or the constitution of matter. Another very expres- 
sive term was introduced by Kankine, which is directly applicable 

D 2' 
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to the case in which a heated body is a source of energy. Every 
such body possesses, in virtue of the heat which has been applied 
to it^ a store of energy which is precisely equal to the internal 
work done during the heating, and which consequently depends 
upon the state of the heated body alone, and not upon the cir- 
cumstances under which the body was heated, or upon its relation 
to external bodies. This store of energy is therefore called the 
intrinsic energy of the body, and when the body returns to its 
original state it is always given out, either wholly as heat, or partly 
as heat And partly as external work done upon a piston during 
expansion. Thus, intrinsic energy and internal work are the same, 
diflfering only in sign. For example, the total internal work done 
in producing dry satiu*ated steam from water at 32* (given in 
Table IVc) may likewise be considered as the intrinsic energy of 
that steam. We shall occasionally use this term hereafter, but 
"internal" energy may also conveniently be used in the same 
sense. 
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CHAPTER m. 

THEORY OF THE STEAM ENGINE (PRELIMINARY). 

16. Thk principle of work is not» by itself, sufficient to answer 
many of the most important questions which arise respecting the 
operation of heat engines ; but we shall nevertheless go on at once 
to consider such parts of the theory of the steam engine as can be 
conveniently treated here, reserving other parts which are complex, 
or which require the application of a second equally important 
principle, tiU a later period. 

In studying a difficult problem of any kind it is necessary to 
commence with the most simple cases, and pass gradually on to the 
more complex, in order that we may be enabled to deal with the 
difficulties of the subject one at a time. These simple cases are 
ideal, being formed by abstracting, from cases actually occurring, a 
number of disturbing causes which complicate the problem in 
practice. When once such cases are thoroughly understood, it is 
comparatively easy to estimate the effect of each disturbing cause 
separately in modifying the result of the preliminary investigation. 

In dealing with the steam engine then, we, in the first instance, 
make certain suppositions, never exactly, and sometimes not nearly, 
realised in practice, as follows : 

(1) In the first place, the supply of steam is supposed uniform, 
which cannot be the case in practice on account of the varying 
speed with which the piston moves. At the beginning and end of 
the stroke no steam passes from the boiler to the cylinder, and in 
expansive engines this stoppage lasts during a considerable part of 
the stroke : hence the evaporation is necessarily irregular, and that 
the more so, the greater the expansion and the smaller the steam 
space in the boiler as compared with the capacity of the cylinder. 
No attempt has yet been made to estimate quantitatively the effect 
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of irregular ebullition, but there is no reason to think it important, 
except as a cause of the production of moist steam. 

(2) The effect of clearance is neglected and also that of wire 
drawing during the passage from the boiler to the cylinder. Both 
these disturbing causes always erist and exert considerable influence 
on the working of the engine : they will consequently be considered 
hereafter. 

(3) The exhaust is supposed to open suddenly, exactly at the 
end of the stroke, and the mean value of the "back pressure" 
always existing behind the piston is supposed given. In practice 
some lead is usually given to the exhaust, and the back pressure 
depends on various complicated circumstances not yet reduced to a 
complete theory. 

(4) The action of the sides of the cylinder is either neglected 
altogether, or some simple supposition is made respecting it. In 
practice this action has a most important prejudicial influence, and 
hence will form hereafter the subject of a special chapter. 

Subject to these observations, we proceed to discuss various cases, 
commencing with the simplest 

Norirexpansive Engines. 

17. When the steam port is open throughout the stroke the 
engine works without expansion, the pressure remaining constantly 
that of the boiler (Art. 16, [2]). In this case the process of 
evaporation is the same as in the simple case of cylinder and piston 
considered in the two preceding chapters ; the only difference being 
that the evaporation of the water takes place in a boiler connected 
with the cybnderby a pipe instead of in the cylinder itself, and that 
the piston, instead of moving continuously in one direction, moves 
backwards and forwards. Neither of these circumstances has any 
influence on the heat expended on, or the energy exerted by, each 
pound of steam, which are accordingly given by the preceding 
rules. 

The energy exerted in driving the piston is, however, somewhat 
greater, as is seen thus. Let x be the length in feet described by 
the piston in a given time, say Vy A the area of the piston in square 
feet, then ^ a; is the volume swept through by the piston per 1' in 
cubic feet. If P be the pressure in lbs. per square feet, P Ax will 
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be the work done per 1\ and sapposing the engine uses N lbs, of 
steam per 1', ihe volume of each of which is v, 

since for each cubic foot swept through by the piston a cubic foot of 
steam must pass from the boiler to the cylinder. Thus the work 
done per lb. of steam in driving the piston is Po instead of P (v - s) 
which is the true value of the energy exerted by 1 lb. of steam 
during evaporation. The reason of Uds is that part of the energy 
exerted in driving the piston is obtained by the action of the feed 
pump, which for each lb. of steam used forces 1 lb. of water into 
the boiler, and, in doing so, does an amount of work represented by 
Ps, Thus the true energy exerted by 1 lb. of steam is the differ- 
ence between the energy exerted in driving the steam piston and 
the piston of the feed pump. This distinction, though theoretically 
interesting, is unimportant in practice, so far as the steam engine ia 
concerned, on account of the smallness of 5, as compared with o, in 
consequence of which, except at very high pressures, P v is sensibly 
equal to P (t^ - a) as is shown in Table TVa by the values of these 
quantities there given. 

The energy exerted in driving the steam piston is, however, by 
no means the same as the useful work done by the engine ; this is 
always less, and often much less, on account of " back pressure." 
Back pressure consists of three parts : (1), the pressure corre- 
sponding to the temperature of the condenser, or the pressiu^ of 
the atmosphere if there be no condenser ; (2), the {U'essure of the 
air always contained in the water of the condenser or present 
through leakage; (3), the difference of pressure between the 
cylinder and condenser. The first may be taken on the average as 
1 lb. per square inch where there is a condenser, and 14*7 where 
there is none ; the other two depend on the speed of the piston, 
the state of the steam, the size of the ports, and other circumstances, 
but are probably seldom less than 1 or (under normal circumstances) 
more than say 3 lbs. on the square inch. Thus for non-condensing 
engines the back pressure may range from 16 to 18 lbs. on the 
square inch, and for condensing engines from 2 to 4 lbs. on the 
square inch, but these values may be much increased by improper 
construction and management. 

Let now Pj bo the back pressure, then the effective pressure is 
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P - Pi^ and the useful work done per lb. of steam is (P - Ph) % 
which is less than if there were no back pressure in the proportion 
P - Pi, : Py a fraction which is at most '9 in non-condensing 
engines and • 95 in condensing engines. The annexed table gives 
the effective work of 1 lb. of steam in an engine working without 
expansion at various boiler pressures. The results are given in 
thermal units and foot pounds in columns 2 and 3, while the fourth 
column shows the number of pounds of steam required per indicated 
horse-power per hour, which is readily obtained by dividing 1,980,000 
by the work done by 1 lb. of steam. 

The expenditure of heat per lb. of steam is simply the total heat 
of evaporation /rom the temperature of the feed water at the tempe- 
rature of the boiler ; it is given in column 5 in thermal units, while 
column 6 shows the heat expended, in thermal units per indicated 
horse-power per 1', a mode of stating the expenditure of heat, 
which is often convenient ; the circumstances chosen are described 
in the table. 



Performance of a Non-expansive Engine. 





Freaiure 

(abeolute) 

lbs. per 

square 

inch. 


EffeciiTe work 
per lb. 


Lbe. 
Steam 

hour. 


Heat expended 

in thermal 

units. 


Effl- 




Thermal 
units. 


Foot- 
lbs. 


Per lb. 

of 
Steam. 


Per 
I.H.P. 
perl'. 


denqr. 


Kon-oondensmg back 
pressure, 16 lbs. , 
Feed heated to 212<> 

Candensing back pres- 
sure, 2 lbs. 

Feed taken from ood- 
denser at 104'> 


160 
80 
56 
60 
30 
20 


75-3 

64- 

65-6 

76-2 

70-1 

66-2 


58,100 
49,400 
42,900 
58,800 
54,100 
51,100 


34-6 
40-1 
46-2 
33-7 
36-6 
38-8 


1012 
996 
989 
1099 
1086 
1079 


682 
668 
763 
620 
663 
701 


•074 
•064 
•056 
•069 
•064 
•061 



The ratio which the useful work done bears to the heat ex- 
pended is called the Efficiency of the Steamy and is given in the last 
column of the table, from which it appears that only from 5^ to 7^ 
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per cent, of ihe heat expended is converted into useful work, the 
remainder being dissipated in the atmosphere or condenser. Yet 
the performance indicated is better than will actually be realised in 
practice, on account of the disturbing causes mentioned above, 
which always have a more or less prejudicial influence, though to a 
less ertent in the present case than in cases where the engine 
works at a high rate of expansion. 

18. Since the useful work amounts to from bj^tol^ per cent., 
the remainder of the heat expended is from 94j^ to 92j^ per. cent, of 
the whole. This remainder is conveniently' called the "heat 
rejected," and appears in the condenser, where there is one, in the 
form of heat. When an injection condenser is used, this heat is 
employed in raising the temperature of the injection water up to 
the temperature of the condenser. Let $ be the rise of temperature, 
n the number of pounds of injection water per lb. of steam, then 
each n pounds of that water abstracts from 1 lb. of steam ne thermal' 
units nearly, whence 

_ Heat rejected 
^ ' 

which determines the amount of condensation water per lb. of steam, 
from which it is easy to deduce the amount per indicated horse- 
power per hour. The annexed table shows the result of such a 
calculation for the same pressures as before, assuming a rise of tem- 
perature of 40*. 

Condensation Water. 



PreflsuTB 


Heat rejected. 


Lbs. of condensation water 


(alwolute) 


Thermal unite 
per lb. 


Thennal units 
per I.H.P. per 1'. 


Per lb. of 
Steam. 


Per I.H.P. 
perl'. 


60 
30 
20 


1023 
1016 
1013 


577 
625 
658 


26-6 
25-4 
25-3 


U-4 
15-6 
16-4 



It is here supposed that the feed water is (as usual) taken from 
the condenser, which, in the numerical calculations, was supposed. 
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as before, to be at the temperature 104° ; if this be not the case, let 
A / be the difference of temperature, then A t must be subtracted 
from the heat rejected, when the temperature of the feed is lower 
than that of the condenser, and added if it be higher, as will be 
seen on referring to Art 14. Again, when a surface condenser is 
used, the temperature of the condensing steam is higher than that 
of the condensation water, and unless the feed be taken from the 
condensed steam a correction will, strictly speaking, be necessary. 
Minute accuracy here, however, is only useful for the sake of prac- 
tice in reasoning correctly on these questions, since, in practice, 
ample margin must be allowed for leakage and contingencies. 

Measurement of the quantity of heat given out in the condensa- 
tion water of an engine furnishes an excellent test, which has of late 
been practically introduced, of its efficiency. We shall return to this 
in a later chapter ; for the present it is sufficient to say that the 
difference between the heat expended, and the work done as shown 
by the indicator, a quantity which we have here called the heat re- 
jected, and tabulated in the table last given, is nearly the same as 
the heat discharged from the condenser, differing from it only on 
account of piston friction and radiation, and the difference of tem- 
perature (if any) of the feed water from that of the water eniering 
the condenser. 

The size of cylinder required for a given power is expressed by 
the number of cubic feet which the piston must sweep through per 
1' for each indicated horse-power : this is easily obtained from the 
consumption of steam per hour, or directly by the formula 

33000 229 



C = 



P -Pi, P-n 



varying inversely as the effective pressure of the steam. The actual 
dimensions of the cylinder will then be fixed by the piston speed 
and the stroke, llie capacity of the feed pump (when single- 
acting) will be to the capacity of the cylinder in the proportion 
which unity bears to half the relative volume of steam at the boiler 
pressure, but allowance of course has to be made for leakage and 
contingencies. 

19. The calculations made in Arts. 17, 18, presuppose that the 
boiler supplies dry steam ; if this be not the case, then the total heat 
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of evaporation, and the useful work done, must be calculated 
according to the method explained in Arts. 6 and 12. The general 
effect is that both the work done, and the heat expended, per lb. of 
steam, will be diminished, but the former in a greater proportion 
than the latter ; hence the number of pounds of steam per indicated 
horse-power per hour is increased, and the efficiency diminished, but 
the diminution of efficiency is but small, being occasioned solely by 
the fact that aU the feed water must be raised up to the temperature 
of the boiler, though only part of it is afterwards evaporated. If 
however, liquefaction takes place after admission to the cylinder, 
then the work is diminished, while the heat expended remains 
unaltered, and the efficiency is diminished in precise proportion to 
the liquefaction. 

Work done during Es^M/nsian. 

20. The calculations just made respecting the performance of an 
engine working without expansion show that some 40 lbs. of steam 
will be required per indicated horse-power per hour, and that in the 
most favourable circumstances hardly 7 per cent, of the heat 
expended will be utilised. An additional amount of work may, 
however, be obtained without increasing the heat expended in the 
same proportion, by cutting off the steam when a certain part of the 
stroke has been performed, and allovnng it to expand, thus obtaining 
from each pound of the steam, energy which would otherwise be 
uselessly dissipated in the condenser. 

In the figure (Fig. 4) OX is sl line on which are set off the 
volumes of the whole amount of steam shut up in the cylinder, 
the corresponding ordinates representing pressures which in the first 
instance are supposed expressed in pounds per square foot. A 
represents the volume, and PA the pressure at the beginning of the 
expansion, that is to say, at the instant when the steam is cut off ; 
while OB^ BQ represent the same quantities at the end of the 
stroke. The cut-off is supposed instantaneous, and the pressure then 
falls regularly from F to Q; the ratio OBiOA is the ratio of 
expansion. At any intermediate point of the stroke the volxune and 
pressure will have intermediate values Ny NS : the point S lying 
on the expansion curve PSQ^ a curve which is the same as that 
drawn by the pencil of a good ordinary indicator, when properly set, 
because the voliunes of the steam are proportional to the spaces 
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traversed by the piston. It has akeady been shown that, if the 
pressure be constant, the work done in driving a piston is F V^ 
where Vis the volume swept out by the piston (Art. 17) : take now 
two points NN* very near together, then NN' is the increase of 
volume of the steam, that is, the volume swept through by the piston 
as it advances through a small space, and therefore F,N N" ia the 
work done if P be supposed constant But P may be made as nearly 



Fig. 4. 




constant as we please by sufficiently diminishing NN*, and hence 
the area of the strip S N* represents the work done during the small 
advance of the piston considered. Whence, dividing the whole area 
into similar strips, it appears that that area represents the whole 
work done, during the expansion, by the whole mass of steam shut 
up in the cylinder. By similar reasoning the rectangle A K repre- 
sents the work done during admission, and the whole area KPQB 
consequently represents the total work done by the steam during 
admission and expansion. 

The work done in driving a piston is usually and very conveni- 
ently expressed by finding the mean pressure of the steam, that is, 
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the pressure 'which, if it remained constant throughout the stroke, 
would do the same amount of work as actually is done. In the 
figure set up £ Z so that 

Rectangle OZ = Area OKPQB, 

then B Z\a the mean pressure required ; it is usually denoted by 
-^m or pm^ according as it is given in pounds per square foot» or 
pounds per square inch, and called the " m&axi forward pressure," to 
distinguish it from the "mean effective pressure," P^, - Pj, found by 
subtracting the mean back pressure P^. If the horse-power of the 
engine be calculated by use of the mean forward pressure instead 
of the mean effective pressure, the result is what is sometimes 
called the total horse-power of the engine, as distinguished from the 
indicated horse-power. The term is a misleading one, and will not 
be used in this treatise. 

21. The reasoning of the last article is supposed to be already 
familiar to every reader of this work, and is here repeated for the 
sake of pointing out that the question is one of pure mechanics, and 
not at all respecting the nature of the fluid employed, or the circum- 
stances of the expansion. The result of the calculation depends 
solely on the form of the curve, and the total volume of the cylinder 
in which the expansion takes place. 

When, however, we wish to discuss questions relating to efficiency 
by comparing work done with heat expended, it is indispensably 
necessary to know directly or indirectly not merely the work done 
by a given volume of the fluid, but the work done by a given weighty 
for simplicity, 1 lb. For this purpose let N be the number of lbs. 
weight of steam contained in the cylinder : then the work done by 
1 lb. will be XjN^ the total amount^ and the volume occupied by 1 lb. 
will be IjN^ the total volume; hence if JV be known, a simple 
alteration of the scale on which volumes are measured will cause the 
diagram to represent the relation between volume and pressure, and 
the work done by 1 lb. of steam. It only remains to determine N^ 
and that is to be done either by direct measurement of the consump- 
tion of steam by the engine, or by an independent knowledge of the 
state of the steam at some one point of the stroke. Suppose, for 
instance, that we know that, at the end of the stroke, the steam 
contains a given percentage of suspended moisture, then by Art 6 
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the volume of 1 lb. of that steam can be calculated, and if the result 
be compared with the total volume of the cylinder, the value of N 
will manifestly be determined. 

For the purposes of this preliminary investigation it will be 
supposed, in the first instance, that the steam is dry at the end of the 
stroke, a condition which ought always to be aimed at, for reasons 
which will afterwards appear, but which cannot generally be realised 
in practice, especially at high rates of expansion. The value of iVis 
then found by dividing the whole volume of the cylinder by the 
specific volume (v) of dry steam at the known terminal pressure ; 
and we may now take the diagram as representing the changes of 
volume and pressure of, and the work done by, 1 lb. of steam. In 
the second place, it will be supposed that the steam contains a given 
percentage of moisture at the end of the stroke, determined by con- 
siderations to be explained presently. The sole effect of this is to 
alter the scale on which volumes are measured, so that when the 
diagram represents 1 lb. of steam, it is smaller in the proportion z : 1 
where x is the weight of pure steam in 1 lb. of the actual steam. The 
area of the diagram, and consequently the work done per lb. of steam, 
is then diminished in the same proportion. Experience tells us that 
the expansion curve does not differ widely from a common rectangular 
hyperbola, the product of the pressure and the volume remaining 
nearly constant. This implies (Art. 71) that the steam is initially 
moist and becomes drier and drier as it expands, an effect due 
mainly to the action of the sides of the cylinder, which condenses on 
its relatively cold surface a part of the steam admitted, which then 
forms a film of moisture on the sides of the cylinder, afterwards 
re-evaporated during the expansion. Without here entering on this 
question, we shall suppose that the curve is a common hyperbola, and 
leave other cases to be discussed in a later chapter. 

22. In the common hyperbola PQ (Fig. 4) the rectangles OP, 
OQ Bie equal, while the area PQBA is found by multiplying 
either rectangle by log^ r, where r is the ratio of expansion OB 
•^OA, and the logarithm is of the kind called hyperbolic, from 
this very property of the hyperbola, found either by multiplying 
the common logarithm by 2 * 3026, or by a special table such as is 
given at the end of this book. Hence, taking first the case of dry 
steam, since OBi& now v^^ the volume of dry steam at the known 
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terminal pressure p^ the area of the whole figure, or the energy 
exerted by each pound of steam in driving the piston is 

Energy Exerted = P, v^ {1 + log^r} . (1) 

The effective work is of course somewhat less, being found by 
subtracting from the foregoing result the quantity Pf, v^ where Pi, is 
as before Uie back pressure, and consequently, 

Effective Work = Pj^^a | ^ + ^^gt r - ^| . (2) 

Secondly, if the steam be moist at the end of the stroke, let 
1 - 0^2 be the weight of moisture in 1 lb. of the steam, as in Art 6, 
then neglecting 8 (*016) the specific volume is x^ v^ and hence the 
energy exerted on the piston is 

Energy Exerted = P^x^v^ (1 + log^ r), (3) 

while the effective work becomes 

Effective Work ^P^x^v^ll + log, r - ?-^\ (4) 

The greater the expansion, other things being equal, the greater 
the amount of work done by the steam, until it is carried so far 
that the terminal pressure has fallen to the back pressure ; in that 
case the expansion may be said to be compkte. Tlie effective work 
per lb. in complete expansion is evidently P^ a;^ v^ log, r where 
x^ is unity when the steam is dry. In practice, the prejudicial 
action of the sides of the cylinder, and other causes, render a 
moderate amount of expansion preferable, as will be seen here- 
after. 

The mean forward pressure in hyperbolic expansion is given 
(whatever be the state of the steam) by the formula 

1 + log^ r 
i'm-ft. ;r^, 

where p^ = rp^ is the initial pressure. 

The amount of steam passing through the cylinder per I.H.P. 
per hotu*, and the condensation water, can now be found, as in 
Arts. 17, 18. (See also Note in the Appendix.) 
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Eo^feiidUure of Heat in an Emypansive Engine. 

23. The heat expended in an engine is, of course, all primarily 
employed in the evaporation of water in the boiler, but it is never- 
theless not all used in the same way. When a steam jacket is used 
a part of the steam is condensed in the jacket, and the steam so 
used represents heat expended, although none of it passes through 
the engine and does work. Again, without anticipating what will 
be said in a subsequent chapter respecting the action of the sides of 
the cylinder, it is clear that heat will be transmitted to the exhaust 
steam as it leaves the cylinder, and that heat will be radiated 
continually to external bodies by the hot cylinder. Of these two 
causes of loss of heat the last is comparatively unimportant, when 
the cylinder is well clothed ; but the first, being chiefly due to 
evaporation of a film of moisture deposited on the internal surface 
of the cylinder, is frequently great. We shall therefore call the loss 
of heat occasioned in these ways the "exhaust waste." 

The cylinder, then, is continually being cooled by the exhaust 
waste, and heated by the steam jacket, if there is one; and the 
difierence between the two must be subtracted from or added 
to the steam, during its passage from the boiler to the end of the 
stroke, according as the exhaust waste, or the supply of heat by 
the jacket) is the greater. Hence it is not sufficient to consider the 
heat expended on the working steam during evaporation in the 
boiler, but we must also consider the heat added or subtracted from 
that steam during its passage from the boiler to the end of the 
stroke. Now if the state of the steam at the end of the stroke be 
known, it will be possible to find the heat so added or subtracted, 
and thus the heat supplied by the jacket over and above the exhaust 
waste will be known ; and, conversely, if the heat added or sub- 
tracted be known, it will be possible to find the state of the steam 
at the end of the stroke. 

24. In the first place, suppose that the steam is dry at the end 
of the stroke ; then if that steam were formed in a boiler by evapo- 
ration at constant pressure, the heat expended would be simply the 
total heat of evaporation (as defined in Chapter L)fram the tempera- 
ture of the feed water at the temperature corresponding to the given 
pressure. The external work then done would be P2V2, and the 
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heatrequivalent of that work is included in the total heat of 
evaporation. 

But now the steam is formed in a much more complicated way. 
It is generated in the boiler at a much higher pressure than that at 
which we find it at the end of Uie stroke ; it passes from the boiler 
to the cylinder and expands, while, as it does so, heat is added or 
subtracted. During this process external work is done by it, in 
driving the piston, represented by PmV2» ^^^ heat^quivalent ot 
which must form part of its total heat of formation. Hence (comp. 
Art. 13) its actual total heat of formation must be greater than the 
total heat of evaporation at P^ by the heat-equivalent of the differ- 
ence between Pm ^2 and Pj ^y ^^ ^^^ therefore have 

Total Heat of Formation = JS", - A^ + (P« - P^v^ 

where H^ - Aq ^^) ^ ^^ Chapter I., the total heat of evaporation of 
water /rwTi t^ at t^ and (Pm, - P^ v^ is expressed in thermal units. 
Or if Q be the total heat of formation, 



g = j,-A, + (^-i)p, 



where Pj v^ is given in thermal units by Table IVo. 

The same results may be reached by comparing this case with 
the case of a non-expansive engine, working with the same terminal 
pressure, when it will be seen that, although the circumstances 
under which the steam is formed are different, the circumstances 
under which it is condensed are identical. To fix our ideas, imagine 
an engine working at 60 lbs. pressure (absolute), and cutting off at 
one-tenth, assuming the common law of expansion, the terminal 
pressure is 6 lbs. per square inch, and the steam is dry by 
hypothesis ; therefore, the cylinder at the end of the stroke is full of 
dry steam, of pressiu'e 6 lbs. per square inch, which, when the 
exhaust is opened, rushes out into the condenser and is there 
condensed. 

Now compare this with the case of an engine, working without 
expansion, at the pressure 6 lbs. per square inch with the same back 
pressure, a case which, though not occurring in practice, we are 
entitled to assume for our purpose ; then at the end of the stroke, 
in this case also, we have a cylinder full of dry steam at pressure 
6 lbs. per square inch, which rushes into the condenser when the 

£ 
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exhauBt is opened, and is there condensed. Clearly it is impossible 
to distinguish the two cases. They are identical, and the reader 
who has carefully considered Chapter II. will perceive that we are 
entitled to conclude that the heat reeded is the same in the two 
cases ; there is, in fact, no possible reason for any difference. 

The heat expended, however, is not the same, because the steam 
is formed by a different process in the two cases ; in the first case it 
is generated in the boiler at 60 lbs., passes into the cylinder, and 
there expands till its pressure has fallen to 6 lbs., while in the 
second case it is generated in the boiler at 6 lbs. But since we 
know the heat rejected by the rule previously given for a non- 
expansive engine, we can find the heat expended in the expansive 
engine by simply adding to that rejected heat the useful work done, 
for the two together make up the whole heat expended. 

Using the same notation as before (comp. Art. 18), the heat 
rejected is given by 

jB = ffj - ^0 - (^2 - ^b) v^ 

while the useful work done is (P^ - Pb) ^2 : adding which two 
together we find as before, 

This general formula is applicable to any case in which the steam is 
dry at the end of the stroke, and from it we can find how much heat 
is to be supplied to the jacket, independently of the exhaust waste, 
which for dry steam is probably small. For H^ - h^ is the heat 
supplied in the boiler to each pound of the working steam, assuming 
the boiler to supply dry steam ; therefore if / be the jacket heat per 
lb. of working steam, 



/ = J, - ITi + (P« - P,) v^ 
^2^2(^- 0" *^^^(^-^2)- 



By division by JETj - Aq we find how much steam must be supplied 
to the steam jacket besides that required to provide for the exhaust 
waste, in which is included the waste heat of the liquefied steam dis- 
charged from the jacket. 

Whatever the form of the expansion curve, this must be true, 
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but if we suppose, as before, that curve to be an hyperbola, we 
get 

/=P,t'2.1og^r- -305 (/i-g, 

which will give the required results, in conjunction with formula (2), 
of Art 22, for any ratio of expansion r : taking P, v^ in thermal 
units from Table IVa, and remembering that ti - t^ is the difference 
of temperature at the beginning and end of the expansion found by 
Table la from the corresponding pressures. 

Performance of an Expansive Engine. Case I. 



EzpaDsioii. 


GfKKStlT6 

work per lb. 

in tb«rma! 

units. 


Lbs. of Steam per I.E. P. 
per hotiT. 


Heat 
expended 
per I.H.P. 

perl'. 


Efficiency. 




Working. 


Jacket. 


Total. 




None. 


79-0 


32-5 





32-5 


594 


-072 


r = 2 


126-3 


20-3 


•73 


21-0 


382 


-112 


r=5 


180-1 


U-2 


1-15 


16-3 


280 


•153 


r-9 


206-7 


12-4 


1-33 


13-7 


250 


•171 


r=13 


218 


11-8 


1-44 


13-2 


242 


-177 


Complete. 


228 


11-2 


1-77 


13-0 


236 


•181 



Memarks, — Condensixig engine, initial pressure 95 Ibe.. back pressure 3 lbs. 
absolute. Steam dry at the end of the stroke. Exhaust waste neglected. 
Temperature of feed 1X6^. 

The annexed table has been calculated to show the performance 
of a condensing engine of initial pressure 95 lbs. per square inch, 
working at various rates of expansion, with back pressure 3 lbs. 
The results show that the efficiency may be more than doubled by 
expanding the steam five times, and still further increased, though 
only to a small extent^ by a further increase in the expansion. Not 
all the gain here shown can be realised in practice, chiefly on account 
of the action of the sides of the cylinder, which occasions greater 
and greater loss as the ratio of expansion is increased ; till, at a 
certain limit, there is no longer any advantage, but a positive loss in 

E 2 
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expansion. The reason of this cannot be discussed here. (See 
Chapter X.) 

25. The amount of heat indicated by the table as necessary to be 
supplied to the steam, together with that required for the exhaust 
waste, is so considerable, that the steam jacket will, in most cases, 
be unable to supply it, and, in that case, the steam cannot be dry at 
the end of the stroke^ but must contain a certain portion of moisture, 
either distributed over the internal surface of the cylinder or 
suspended throughout the whole mass of steam. In the latter case 
it will rush out into the condenser with the exhausting steam, but in 
the former it will remain on the internal siuiace of the cylinder and 
piston during the exhaust, and will be evaporated by heat abstracted 
from the cylinder. Thus the. exhaust waste will in general be much 
increased when the steam is wet at the end of the stroke, and will 
increase the difficulty of supplying enough heat by the jacket. We 
shall now consider two cases in which the steam is wet. First, we 
shall imagine the cylinder jacketed, but that the jacket supplies only 
just enough heat to provide for the exhaust waste, so that the steam 
obtains none, and expands as in a non-conducting cylinder, except 
that the expansion curve is still supposed approximately an hyper- 
bola. This case sometimes occurs in practice. 

The steam is then moist at the end of the stroke ; let the dryness^ 
fraction be x^, then the total heat of evaporation of the steam in its 
terminal state, is by Chapter I., 

Total Heat of Evaporation = h^^ h^ + x^ L^ 

of which P2 3^2*^2 ^ ^^^ ^ external work : while during formation, in 
the present case, by Art. 21, the work done in driving the piston is 
PmX2 V2, hence the total heat of formation must be 

= A3 - Ao + x^L^ + {Pfn - Pa) ^3^2- 

Now in the present case the steam obtains no heat during its 
passage from the boiler to the end of the stroke, and consequently its 
total heat of formation must be equal to the heat supplied in the 
boiler, therefore 

ifl - Ao = ^2 + ^2^2 - ^0 + (^m - P2)^2^'2» 
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or remembering that the expansion curve is supposed an hyper- 
bola, 

an equation which enables us to find out how much steam is liquefied 
at the end of the stroke : for 



iCo = 



fll - ^2 



Having found x^ the useful work done can now be found by formula 
(4) Art 23, and the efficiency is deduced by dividing by H^ - h^ 

The annexed table shows the results of this calculation under the 
same circumstances as in the preceding example. 

Performance of an Expansive Engine. Case IL 





Wetness. 


Lbs. of Steam 

per I.H.P. per 

hour. 


Heat expended. 

per I.H.P. 

perl'. 


Efficiency. 


None. 





32-6 


594 


•072 


r=2 


•04 


21-2 


385 


•112 


r = 5 


•08 


15-5 


281 


•152 


r = 9 


•1 


13-8 


250 


•171 


r=13 


•12 


13-4 


243 


•176 


Complete. 


•16 


13-2 


240 


•178 



Itcmwrka. — CondenBing engmOi initial pressure 95 lbs., back pressure 3 lbs. 
absolute. Jacket just supplies the exhaust waste, which is not included. 
Temperature of feed 116°. 

It will be seen that the results are nearly the same as in the pre- 
ceding case : the loss by liquefaction being almost exactly compensated 
by the circumstance that the steam considered all passes through the 
cylinder instead of being partly used in the jacket, or we may express 
it roughly by saying that the liquefaction takes place in the cylinder 
instead of in the steam jacket. But no doubt in the second case 
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the exhaust waste is greater than in the first case, and this has to 
be provided for by jacket steam. 



26. Although the two preceding cases may possibly occur in 
practice, yet it can hardly be doubted that it is much more common . 
that the exhaust waste is greater than the jacket supply. In this 
case the difference is abstracted from the steam during the passage 
from the boiler to the end of the stroke, and it is obvious that, in 
non-jacketed cylinders, this must always be so. 

We shall now consider a particular case of this kind by supposing 
that the exhaust waste is greater than the jacket supply by 20 per 
cent, of the whole heat expended in the boiler. This proportion is 
far from unusual in practice, in non-jacketed cylinders. Then, all 
that heat is abstracted from the steam during its passage from the 
boiler to the end of the stroke : a circumstance which is expressed 
algebraically by the equation, 

i{H^ - ^,) = e » Ag - /i^ + x^L^ + (P« - P^x^v^ 

the notation being as in the preceding article. Whence we get an 
equation for x^ replacing as before (P»» - ^2)^2 '^y '^2^2^^g6 ^i 
namely, 

from which may be found the amount of water mixed with the 
steam at the end of stroke, and the useful work done may be 
calculated as before. The results are given in the annexed table for 
the same data as in the two preceding cases. The steam is now 
very wet at the end of the stroke, as is shown in column 2, and the 
performance is much inferior on account of the exhaust waste being 
included. 

The assumption of a waste of 20 per cent, is of course an 
arbitrary one introduced to fix our ideas. As a matter of fact, 
the waste is in general greater at high rates of expansion than at 
low ones, for reasons which will appear hereafter. So also the 
expansion ciure is not always an hyperbola ; but at low expansion, 
the pressure falls quicker, and at high expansion slower, than is 
indicated by a hyperbolic curve. 
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Pkrforicance of an Expii^sivE Engine. Case ni. 



Ezp«naion. 


Wetneu. 


T.Im. of Steam 

per I.H.P. per 

hour. 


He«t expended 

per I.H.P. 

perV. 


Efficiency. 


None. 


•243 


42-9 


782 


•055 


r=2 


•264 


21-6 


503 


•085 


r=6 


•286 


19-9 


362 


•118 


r=9 


•291 


17^4 


319 


•134 


r=13 


•312 


16^9 


308 


•139 


Complete. 


•323 


16-7 


303 


•141 



JKemoriv.— Condensing engine, initial preaBure 95 lbs., back prawure 8 lbs. 
absolute. Not jacketed : exhaust waste assumed 20 per cent. Temperature of 
feed 116°. 

In the present case, the consequence of a uniform curve and a 
uniform percentage of waste being supposed at all rates of expan- 
sion, has been that the consiunption of steam in Case IIL has been 
increased, in the fixed proportion of 25 per cent., approximately, 
as compared with Case II., the advantage of expansion remaining 
the same, but this will of course not hold good in practice. 



Graphical lU^esentoHon of the Heat Expefnded. 
Equivalent Pressure, 

27. The graphical method, explained in the last chapter, of 
representing the internal work done during the evaporation of 
water under constant pressure, may with great advantage be ex- 
tended to the present case. 

In the figure (Fig. 5), NABLO represents the expansion 
diagram, showing, as in Art 21, the energy exerted by the steam in 
driving the piston, during admission, and expansion according to 
any law from volume if to volume L, the pressure at the same 
time falling from A M to BL, Then it was shown that the internal 
work done during the formation of dry steam, at the terminal 
pressure p^, could be represented by the area of a pair of rectangles, 
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Fig. 5. 




/5-» P* 



r^ 



P'-Vpz 



the base of which is L, the volume of the steam, and the heights 
^l^a> ^19% respectively, h^Ji being numbers calculated for .any 
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pressure and temperature of feed by easy rules. (See Arts. 9 and 
10.) Or the heights of the rectangles themselves may be found 
without a previous determination of ky K^ as explained in detail in 
the same articles. In the figure these rectangles are B and R S 
respectively. 

Now, as has been sufficiently explained, the energy expended in 
internal changes in forming steam of given quality is always the 
same, and to find the total heat of formation we have only to add 
the energy exerted on external bodies during the process of forma- 
tion. But this energy is represented by the area of the expansion 
diagram, whatever the form of the curve may be, and thus it is clear 
that the heat expended must be represented by the area of the 
whole figure NABLS, made up by the rectangles and the curve. 

Moreover, it was shown that the internal work might be repre- 
sented to our minds as equivalent to overcoming an ideal pressure 
on the piston, which we called the " intemal-work-pressure," the 
said pressure being represented by (k + I^) p^ Now the energy 
exerted is equivalent to overcoming a mean pressure pm on the 
piston where pm as usual is the mean forward pressure, and con- 
sequently the heat expended must be represented by a pressure ph 
on the piston given by 

Ph=Pm + {k + k')p^ 

This pressure is what BanMne called the "pressure equivalent 
to the expenditure of heat," but for brevity it may be also called 
the " heat-pressure " ; it may always be calculated by the preceding 
formula whatever be the treatment of the steam on its way from the 
boiler to the cylinder, provided the steam be dry at the end of the 
stroke. If it be not dry, then the same formula serves with the 
same value of k, but a modified value of A;', as explained in Art. 12 
of the last chapter. Two examples will now be given of the 
calculation of p. 

First let us suppose 

i>, = 5 : fo = 90^ 

being data which might frequently occur in condensing engines. 

Here the temperature corresponding to |7 is found by Table la 
to be 162*", and we must calculate 
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taking the values of p and Pu from Table IVo, whence we have 

P = 933 PtA = 67-7 

,\k = 13-78. 

Next, to find Iff we take the formula 

Pu 67-7 67-7 

.•.A + ifc' = U-84. 
Again, let 

i?2 = 25 : <o - 62^ 

being data which might occur in a non-condensing engine in which 
no special provision was made for heating the feed. Then 

t^ = 240" : p = 871 : Pu =^ 74-6 : (^-1^ = 178, 

Hence 

k = 11-68 : Iif = 2-37, 
.-.ifc + ifc'« 14-05. 

These examples show that k + Iif does not vary very much 
under a great variety of circumstances; hence Bankine recom- 
mended the formul» 

i?A = jPm + 15;?2 (condensing), 
Ph = Pm + l^ P2{i^on-cond&nBiDg), 

and no formulae equally simple and general have in fact hitherto 
been given. It must always, however, be remembered that the 
exhaust waste is not included, and that hence the results obtained 
are too small unless in the (probably) exceptional cases in which the 
steam is dry at the end of the stroke : also it is better to calculate 
k + k\ or use the direct method of construction, than to trust to the 
average values given. 

If the steam be known to be wet at the end of the stroke, then 
k' is replaced by k'/x^ where ajg is the corresponding dr3mess-fraction, 
but the modification so introduced is not important The principal 
difficulty in the application lies in the determination of p^ which 
ought to be known with accuracy ; whereas in general it can only be 
determined to a rough degree of approximation. An example will 
now be given in which the data are taken from an experiment on 
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the Dexter^ a non- jacketed engine indicating about 200 horse-power 
with speed of piston of 366 feet per minute as follows : 

Terminal Pressure = 16'87, 

Temperature of Feed = 114", 
Mean EflFective Pressure = 37-54, 
Mean Back Pressure = 3-65. 

The value of ifc + kjx^ here is 14 * 2, the value of x^ being about 
-72, whence 

Ph = 41-2 + 14-2 X 16-87 = 281 nearly. 
Dividing the mean effective pressure by 281, we get for the 



Efficiency = - 134. 

The thermal equivalent of 1 horse-power is 42-75, whence 
dividing by -134 we get 319 thermal units per LH.P. per 1', 
approximately, as the expenditure of heat This result requires a 
small correction for clearance, but is enough to show a very con- 
siderable exhaust waste, the actual expenditure of heat being 
probably more than 400 thermal units per indicated horse-power 
per r. 

The method followed in the present article is capable of great 
extension, but we must postpone further consideration of the nume- 
rous and important questions relating to expansion till the chapter 
specially devoted to that purpose. 

The other calculations relating to an expansive engine are just 
the same as in a non-expansive engine working at the same terminal 
pressure. (See Art. 18.) 

Expansion in General. Elementary Compound Engine, 

27. The work done by steam during expansion has been already 
considered in Art. 20, so far as concerns the simple case of a single 
cylinder within which the mass of steam is wholly contained. It 
is, however, essential to consider the question from a more general 
point of view, in order to be able to deal with cases of a more 
complicated character. 

Instead of supposing the steam to be shut up in a cylinder behind 
a piston, the motion of which causes changes of volume, let us 
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imagine the steam or other elastic fluid to be contained in a bag of 
any size or shape which expands, retaining or not its original form 
as the case may be. Then considering, first of all, a very small 
increase of size and change of foi:m, it is clear that the surface of the 
bag may be supposed divided into an indefinite number of small 
portions, each of which may be conceived to be the base of a small 
. cylinder, in which the corresponding portion of the surface moves as 
a piston when the bag becomes a little larger. Hence, whatever the 
size or shape of the bag, if P be the pressure, Fthe volume through 
which the surface sweeps, or in other words the increase of volume 
of the bag, P V will be the work done in overcoming a constant 
pressure P. If P be variable, then if we set off on a horizontal line 
abscissffi to represent volumes, and ordinates to represent the 
corresponding pressures, it appears by reasoning similar to that of 
Art 20, that the area of the expansion curve represents the work 
done by the expanding fluid, just as in the particular example of a 
cylinder and piston. Accordingly that work depends solely on the 
changes of volume and pressure, and not at all on the changes of 
shape which the bag may have undergone. Again, when a fluid 
expands, the internal changes it undergoes are sometimes a source 
of energy, by means of which the whole or a part of the external 
work is done, and sometimes require a supply of energy in order to 
produce them. In the first case, the difference between the energy 
and the work is abstracted from, or supplied to, the expanding fluid 
in the shape of heat, according ad the energy or the work is the 
greater ; while, in the second case, heat enough must be supplied 
from without to do both the internal and the external work In 
neither case is there any reason to believe that change of shape 
(unless made with very extreme rapidity) can have any sensible 
influence on the internal work done or the intrinsic energy exerted 
during a given change of pressure and volume, and consequently it 
follows that the form of the expansion curve depends solely on the 
nature of the fluid and the amount of heat (if any) which it receives 
during expansion. This will be illustrated fully in the case of air 
and steam in a later chapter ] for the present I content myself with 
the very important conclusion that — 

The toork done hy a given quantity of eog^anding fluid does not depend 
in any loay on the particular machinery by means of which the expansive 
Mergy is utiiised. 
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Thus when 1 lb. of water is forced into the boiler and evaporated, 
the resulting steam, expanded, exhausted, and finally condensed, 
the work done by it does not depend on the number of cylinders 
through which it passes during the series of changes ifi undergoes, 
but simply upon the pressure of admission, the ratio of expansion, 
and the amount of heat it receives during the process. 

In a compound engine it frequently happens, that the series of 
changes undergone is very complex ; the steam is admitted to the 
high-pressure cylinder during a part of the stroke, is then cut off, 
and expands till the stroke is completed; on release, instead of 
passing at once to the condenser, it is exhausted into a second 
cylinder, either at once or through an intermediate reservoir, and 
only reaches the condenser after a complicated series of changes of 
pressure. Nevertheless, if our object is merely to find the power 
of the engine, we have no occasion to consider these changes at all : 
we have merely to discover how much steam is used and how many 
times it expands. 

Let the large cylinder or cylinders, if there be more than one, be 
n times the small cylinder, and let the steam be cut off in the small 
cylinder at 1/r*^ part of the stroke, then it is clear that the volume 
finally occupied by the steam, immediately before exhaust, is to the 
original volume, in the ratio n r : 1 ; therefore if jB be the number of 
times the steam expands, 

B= nr, 

and all the calculations for work done, and heat expended, per lb. 
of steam, are to be conducted just as if it were used in a simple 
engine with ratio of expansion B, 

The weight of steam used depends upon the size of the large 
cylinder or cylinders alone, because at every stroke the volume of 
steam discharged is that of the large cylinder, and hence the power 
and efficiency of a compound engine are (other things being equal) the 
same as if the steam were used in the large cylinder alone with the same 
total eapansion. 

The addition of a high pressure cylinder, then, has, in itself, no 
influence on the power or the efficiency of the engine ; it is merely 
a device for partially overcoming some of the difficulties which 
attend the use of high grades of expansion. 

The foregoing statements, however, must be understood with 
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certain qualifications as expressed by the saving clause, "other 
things being equal." When steam is " wire-drawn," or when com- 
munication is opened between vessels containing steam of different 
pressures, a part of the expansive energy of the steam is employed 
in generating violent motions in the particles of. the steam itself ; 
which motions are ultimately destroyed by fluid friction, and the 
corresponding kinetic energy transformed into heat This energy is 
near^ all lost, so far as any useful purpose is concerned, and con- 
sequently the steam does not do all the work which it might have 
been made to do by a different arrangement Since unbalanced 
expansion occurs to a greater extent in a compound engine than in 
a simple engine, the compound engine is at a disadvantage in this 
respect; the actual increase of efficiency generally produced by 
compounding being chiefly due to a diminution in the prejudicial 
influence of the sides of the cylinder, so that the exhaust waste is 
greatly diminished. 

28. The type of compound engine which it is most useful to 
consider in a preliminary investigation, is that in which an inter- 
mediate reservoir exists, through which the steam passes on its way 
from the high pressure to the low pressure cylinder. In practice 
the reservoir is of moderate dimensions as compared with the 
cylinders, in consequence of which the pressure within it varies in 
a complicated way ; but for the purpose in question, it is sup- 
posed so large that the addition or subtraction of a cylinder full of 
steam makes no sensible difference in the pressure, which accordingly 
remains constant, so long as the weight of steam supplied by the 
high-pressure cylinder in one revolution of the engine is equal to 
that drawn out of it by the low-pressure cylinder. Variation of 
pressure in the reservoir makes all the calculations relating to the 
engine much more complicated without making any important 
change in the conditions on which efficiency depends. We describe 
the engine in this case as an Elementary Compound Engine. 

Assuming then that the pressure in the reservoir has a constant 
value (ps) to be determined presently, and neglecting the resistance 
of the passages connecting it with the cylinders, the back pressure in 
the high-pressure cylinder will have the constant value p^ while the 
low-pressure cylinder will be supplied with steam at pressure p^, just 
as it might be from a boiler. In each cylinder the steam is admitted, 
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cat off, and expanded, just as if there were two independent engines ; 
the only connection between them is, that they each use the same 
weight of steam per minute. 

Fig. 6 shows the indicator diagram of such an engine, in which 
B represents the pressure at which steam is admitted to the high- 
pressure cylinder from the boiler, while A represents the pressure 




in the reservoir. The line 3 3 3 passing through it, is at once the 
back pressure line in the high-pressure cylinder, and the admission 
line in the low-pressure cylinder, so that j& 1 2 3 ^ is the diagram 
which would be drawn by an indicator applied to the high-power 
cylinder. The line 5 5 near the base of the diagram, is the back 
pressure line of the low-pressiu-e cylinder due to the pressure {jp^ 
in the condenser into which it exhausts its steam, and ^ 3 3 4 5 5 is 
the diagram which would be drawn by an indicator applied to it. The 
two diagrams are here combined into one, which shows the pressure 
and volume of a given weight (1 lb.) of steam as it passes through 
the cylinders in succession, by enlarging the low-pressure diagram, 
so that its base may be greater than that of the high-pressure 
diagram in the ratio of the cylinders. In Fig. 6 the ratio of 
cylinders is 2 J, so that 9 cubic feet of steam filling the high-pressure 
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cylinder becomes 22 '5 cubic feet at release from the low-pressure 
cylinder. 

The expansion curve in each cylinder may, as in previous 
examples, be taken as a common hyperbola, and in the first instance 
we suppose that the two hyperbolae form part of one and the same 
curve, a case represented in Fig. 6 by the ftill curve 1 2 3 4, of 
which 1 2 is the high-pressure part, and 3 4 the low-pressure. The 
pressure in the reservoir can on this hypothesis be at once deter- 
mined, for supposing 'p the pressure at a point in the diagram 
indicated by the suffix attached, m the ratio of expansion in the 
low-pressure cylinder, and the other notation as in the last article. 

m 

The work done in each cylinder is now determined by the same 
rules as before, from the area of its indicator diagram, and it will be 
observed that the sum is less than the area of the complete diagram 
j& 1 2 3 4 5 5, by the small triangular portion 2 3 3 shaded in the 
figure. This triangle represents a loss due to the " sudden drop " of 
pressure on exhaust of the high-pressure cylinder into the reservoir 
given by 

Loss by sudden drop = ^— ^ ^')^ ^ ^ — ^Z nearly 

2 

where the symbol V is used as usual for volumes at points on the 
diagram indicated by the suffix. 

Remembering that the product P F is the same at all points this 
equation is easily seen to be equivalent to 

Loss by sudden drop = Ip rA - ^V^ - iV 

In addition to this, the resistance of the passages will cause a loss 
indicated by the shaded rectangle on the base 3 3, for the actual 
pressure in the reservoir will be greater than the admission pressure 
in the low-pressure cylinder, and less than the back pressure in the 
high-pressure cylinder. But for these losses, as already pointed out, 
the total work done in the compound engine would be the same as 
in a simple engine unth the same total expansion, and the same 
liquefaction. 
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It should earefully be noticed that the total expansion, and 
therefore, the total work done (neglecting losses) is not dependent 
on the cut-off in the low-pressure cylinder. The only effect of altering 
this, is to change the reservoir pressure and the distribution of power 
between the cylinders. The earlier the cut-off in the low-pressure 
cylinder, the higher the reservoir pressure, and the less the work 
done in the high-pressure cylinder. But the relative liquefaction in 
the two cylinders has also a great influence on the reservoir pressure 
and distribution of power, as will be seen immediately. 

29. When diagrams taken from the cylinder of an actual com- 
pound engine of this type are combined in the manner described, 
due account being taken of the effect of clearance, it will seldom be 
found that the expansion curves of the high-pressure and low- 
pressure cylinders agree ; the high-pressure curve either intersects 
the low-pressure diagram or passes completely over. The reason of 
this is that agreement is only possible when the liquefactions in the 
two cylinders bear a certain proportion to each other. Hence the 
value of P V, though approximately constant in each cylinder, changes 
on passing from one cylinder to the other. When a compound 
engine is working to best advantage the high-pressure curve generally 
passes over the low-pressure, so that the value oi P V\& greatest in 
the high-pressure cylinder. 

In Fig. 6 (p. 63) this case is represented by dotted lines ; V 2' 3' 3' 
being the high-pressure diagram now much enlarged because the 
steam is much drier. In constructing such diagrams the horizontal 
ordinates represent the volume of a lb. of steam at pressures shown 
by the corresponding vertical ordinate. Thus, for example, in 
Fig. 6 at the end of the stroke in the high-pressure cylinder, the 
pressure in both cases is one-third the pressure of admission because 
the cut-off is supposed one-third, but the volume, which before was 
9 cubic feet, is now 12 cubic feet, in consequence of the smaller 
amount of water contained in the steam. 

The low-pressure diagram is represented by the dotted lines 
3' 3' 4' 5' 5 in which 3' 4' the expansion curve is supposed part of the 
same hyperbola as before, a supposition which implies that the 
steam in the low-pressure cylinder is a little, though a very little, 
drier than before. The terminal volume in the low-pressure cylinder 
must be 2j^ times that in the high-pressure, because the ratio of 

F 
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cylinders is 2J, and is therefore 30 cubic feet instead of 22J. From 
the hyperbola 12 3 4 4' the terminal pressure is now immediately 
found, and thence the pressure in the reservoir. If the low-pressure 
curve had not been part of the same hyperbola, it would have been 
necessary to know the dryness fraction from which the volume of 
dry steam can be found corresponding to 30 cubic feet of wet steam, 
and the pressure deduced by the usual formula. 

Performance of an Elementary Compound Engine. 





PreBsure 

in 
Reservoir. 


Percentage 

of Water 

at End of 

Stroke. 


Percentage of 

Power 

developed 

in each Cylinder. 


Pounds of 
Steam 

through 
Cylinders 

per I.H.P. 

per Hour. 


Loss 

per cent. 

by sudden 

drop. 




H.P. LJ>. 


H.P. 


L.P. 


Case I. .. 
Cose II. . . 


22i 
16f 


27 
2 


22 
21 


52-6 
63-7 


47-4 
36-3 


16-9 
13-7 


3 
6 



Jtemarks. — Compound engine working with admission pressure of 100 lbs. 
(absolute). Ratio of cylinders 2}. Steam cut off in h.p. cylinder at one-third, 
in l.p. cylinder at three-fifths the stroke. In Case I. the percentage of water at 
the end of the stroke in h.p. cylinder is supposed 27, while in Case II. the steam 
is nearly dry. In the l.p. cylinder the percentage is about 20 per cent, in both 
cases. (Compare Fig. 6, p. 63.) Back pressure in l.p. cylinder 3 lbs. The steam 
liquefied in the jackets (if any) is not included in the calculation. 

The areas of the diagrams can now be found by the usual rules, 
BO that the work done in each cylinder is known, and it will be seen 
that the percentage of work done in each cylinder is very different, 
and the total amount much greater, points which are illustrated by 
the annexed table of numerical results. 

29a. The foregoing example is ideal, but it will serve the 
piupose of conveying a general idea of the working of a compound 
engine, of the conditions on which its eflSciency depends, and the 
reason why it is more economical than a simple engine. In a simple 
engine working with ratio of expansion 7 • 5, as experience shows, the 
consumption of steam, even after allowing for losses, would not be 
less than in Case I. of the table above. The expansion curve would 
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probably not be hyperbolic, but an hyperbola coinciding with the 
curve at its lower part, would fall cutside it at the upper, so that less 
work per lb, of steam would be done notwithstanding the " loss by 
sudden drop" in the compound engine. Now, without anticipating 
what will be said in a subsequent chapter, it may here be stated that 
a principal factor in the production of liquefaction in a steam 
cylinder, is the range of temperature in that cylinder. In the high- 
pressure cylinder of a compound engine working as represented by 
Fig. 6, the range of temperature is less than one-half that of the 
simple engine, and unless there be some special cause, the liquefaction 
would be much less considerable, though it probably would be greater 
than in the ideal Case II. Hence the working of a compound engine 
as com}>ared with a simple engine, is approximately represented by 
Case 11. as compared with Case I., the simple engine consuming 
25 per cent, more steam, the cause of the superior economy of the 
compound being the greatly diminished liquefaction in the first 
stage of the expansion. This advantage, however, may be, and 
often is, thrown away by cutting off the steam too early in the high- 
pressure cylinder, or in some other way occasioning an unnecessary 
amount of liquefaction there. 

The principle of compounding may be carried still further by the 
use of triple instead of double expansion ; and if the full advantage 
of steam of 150 lbs. pressure or upwards is to be realised in a 
condensing engine, triple expansion is a necessity. 

In making the calculations the expenditure of heat has not been 
found. This, however, can always be done by the methods described 
in preceding articles which may be applied to each cylinder 
separately, or to the two combined. 

Cyde of Operations in a Steam Engine, Diagram of Energy, 

30. The construction of an indicator, and the general nature of 
the diagram obtained by its use, are supposed to be already familiar 
to every reader of this work. Suffice it to say that, when properly 
set, the motion of the drum precisely corresponds with the motion 
of the piston, so that the diagram drawn on the card shows the 
pressure of the steam at any point of the stroke : during the forward 
stroke in front of the piston, and during the backward stroke at the 
back of the piston. In practice, the diagram is generally considered 

F 2 
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as showing the total effective pressure urging the piston forwards at 
each point of the stroke ; it being usual to take a diagram from each 
end of the cylinder and combine the upper half of each with the 
lower half of the other ; thus obtaining figures often called " true " 
indicator diagrams, which show the true driving force on the piston. 

No doubt^ if the object is to draw a true curve of crank effort 
when studying the variation of the twisting moment on the crank 
shaft, or the fluctuation of energy of the engine, this course must be 
adopted; but for the purposes of a theory of the steam engine, 
the indicator diagram may be looked at from an entirely different 
point of view ; it may, or rather must, be regarded as the graphic 
representation of the series of changes undergone by the feed 
water in the course of its transformation into steam, passage through 
the engine, and subsequent condensation. 

In the figure (Fig. 6a), suppose N to represent the volume 
of a small quantity of water contained in a bag according to the 

Fig. 6a. 




conception of the preceding article, and let P N represent the boiler 
pressure : then the vertical line P iV represents the rise of pressure 
which takes place as the water is forced into the boiler by the action 
of the feed pump. Next^ neglecting wire-drawing, the horizontal 
line P Q represents the gradual increase of volume of the bag as 
the water within it gradually evaporates and finally becomes all 
steam. Imagine the steam suddenly cut off when the bag is wholly 
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within the cylinder, then the bag gradually expands, as represented 
by the curve Q 7, till precisely at the end of the stroke (suppose) 
the exhaust opens. 

When the exhaust is opened, the bag undergoes a sudden expan- 
sion as the steam rushes into the condenser, followed by an almost 
coincident contraction as the steam within it is condensed. The 
process is not exactly the same for all particles of steam, but may 
be sufficiently nearly represented by the dotted expansion curve T By 
and the horizontal line of condenser pressure L S B, During thiS' 
expansion the only work the bag does is in overcoming the condenser 
pressure, the excess of expansive energy being employed in gene- 
rating kinetic energy, ultimately reappearing as heat in the 
condenser. During condensation, energy is exerted by the steam 
piston in compressing the bag, which energy, after allowing for the 
work done by it in the sudden expansion, is represented by the 
rectangle S N. Hence, referring to Art 21, the effective energy 
exerted by the bag, which has now returned to. its original state, is 
represented by the area P Q T S L, being the difference between 
P QT M Ny the energy exerted on the piston, and S Ny the energy 
exerted hy the piston. 

The figure thus drawn, representing the changes of volume and 
pressure of the bag, may be called the Diagram of Energy of a lb. 
of steam. If clearance and wire-drawing be neglected, the figure is 
identical with that drawn by an actual indicator, except that the 
actual indicator diagram includes the very small rectangle Py 
representing, as previously shown, the work done by the feed 
pump (Art. 17). The changes themselves are described as a Cycle 
of Operations or briefly a Cycle. In all heat engines the working 
fluid goes through a cycle of changes and the nature of the engine 
depends chiefly on the nature of the cycle, which is represented 
graphically by its indicator diagram. 

The effect of clearance and wire-drawing is that all particles oi 
steam do not go through the same series of changes ; some are never 
condensed at all ; some are more and some less wire-drawn ; there are, 
therefore, many distinct diagrams, each representing its own particle 
of steam. The figure drawn by the indicator may be regarded as 
representing the average changes undergone by the steam, as will 
be seen more clearly from the chapter (Chapter IX.) devoted to this 
part of the subject In a compound engine the figures drawn by 
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the indicator, when combined by a well-known process, employed in 
Fig. 6, p. 63, show the changes of state of the steam, care being taken 
that the figures combined are taken from corresponding ends of the 
two cylinders, so as to show the changes of the same mass of steam ; 
but while the steam is passing into the low-pressure cylinder, before 
it is cut off in that cylinder, it must be remembered that the weight 
of steam in the low-pressure cylinder does not remain constant, nor 
does it usually vary in proportion to the volume swept out, as during 
admission to a simple cylinder. 

Returning to the supposition that clearance is neglected, and, 
further, assuming the expansion complete, observe that the diagram 
may be separated into parts in two distinct ways. 

(1) The useful work (U) done by the steam, as represented by 
the area FQ EL of the diagram of energy, is the difference of the 
effective energy (JF) exerted in the working cylinder, as shown by the 
indicator card ZQRVy and the work {F) done in driving the feed- 
pump, represented by the rectangle Z L, which may be regarded as 
the card of the pump. This is expressed by the equation 

U=fF-F, 

where the quantities W, F, have the same meaning as in the case of 
the Joule air engine described in the next chapter. 

(2) Again, the useful work is the difference of the total energy 
(E) exerted in the working cylinder, represented by the area Z QRV^ 
and the work (C) done in overcoming back-pressure, as represented 
by the rectangle VK. That is, 

U^E - a 

In this case, E is the whole energy exerted by the fluid during 
enlargement of volume, and C the whole work done during con- 
traction of volume, as on page 128. These symbols are also used in 
the next chapter with the same meaning. 
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CHAPTER lY. 

AIR AND GAS ENGINES. 

It has been shown in the last chapter that, in a steam engine, 
even when working under very favourable conditions, less than 
one-fifth of the whole heat expended is transformed into 
mechanical energy, and it is natural to inquire into the causes of 
this unfavourable result to discover, if possible, whether those 
causes are removable, either in the case of a steam engine or by 
the employment of some other kind of heat engine. A full answer 
to this question will be given in the next chapter, but a preliminary 
study is necessary of engines of a much simpler character, which 
employ air or some other permanent gas as a working agent. The 
present chapter will, therefore, be devoted to an outline of the theory 
of air and gas engines. The chapter is divided into four parts, 
commencing with — 

Part I. — Physical Properties of the Permanent Gases. 

31. The simplicity of air engines, from a theoretical point of view, 
lies in the fact that the constitution of air and other permanent 
gases is incomparably simpler than that of any other body in 
nature ; all permanent gases (that is, gases which cannot easily be 
liquefied by cold and pressure) being subject approximately to 
certain very simple laws of which it will be necessary, before 
proceeding farther, to give a brief summary, referring for fuller 
information to Clerk Maxwell's * Theory of Heat,' 

1. Boyle's Law. — The product P Vofthe pressure P and volume V 
is a constant quantity when the temperature remains constant. 

The value of this constant is known with great accuracy for 
different gases by the experiments of Regnault, for certain stan- 
dard temperatures, and more especially at 32" Fahr., being the 
temperature of melting ice. For, air, if P^ be the standard pres- 
sure of the atmosphere, here taken as 14*7 lb3. per square inch. 
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or 2116*8 lbs. on the square foot^ FJ, the volume of 1 lb., found by 
direct experiment, 

Po ^0= 26,214 footrlbs. 

For any other value of P the same value of P F should be 

preserved, according to the first law, so long as the temperature 

remains that of melting ice, and in fact, though 

the deviations are perceptible, they are very 

small except at extreme pressures. 

If the temperature be altered, however, the 
value of this product will alter ; two cases of 
which, amongst others, may be specially 
noticed. 

(1) Let the air be enclosed in a cylinder 

A B (Fig. 7a), beneath a loaded piston which 

originally, when the air is at 32°, stands at a 

height y^ above the bottom. Now let heat be 

applied, the load on the piston remaining 

equivalent to a given constant pressure P, then 

the temperatiu*e of the air rises, and at the 

same time the air expands, causing the piston 

to rise. Suppose heat to be continually applied 

till the temperature is that at which water 

boils under the standard atmospheric pressure, and let the piston 

then have risen to the height y^ Then clearly, since the pressure 

is the same, that is P^ = Pq, 










(2) Let the air be enclosed in a vessel of invariable volnme and 
let heat be applied to it, then the pressure increases, as heat is 
applied, and the temperature rises from 32* to 212°. Since the 
volume is constant we shall have in this case 

P V P ' 

80 that if Pj be determined by experiment the ratio of products 
will be known. 

Hence the ratio of products may be determined by observing 
either the ratio Pj / Pq or the ratio y^ / y^ and if the first law were 
strictly true the result of the two experiments ought to be identical. 
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This is, in fact, very nearly the case, and, moreover, the result is 
found to be very approximately the same if any other permanent 
gas be used in place of atmospheric air — a fact included in 

2. Charles's Law. — Under constani pressure all gases ex/pand alike. 

That is to say, in the first operation supposed above, if the 
temperatures, initially and finally, be any whatever, instead of 32*" 
and 212°, the ratio Vily^t or, by the first law, the ratio of the 
products P Vy will be the same for all gases. 

It must be repeated that these two laws are only approximations 
for actual gases, but the deviations are so small that we are justified 
in regarding them as essential characteristics of a perfecUy gaseous 
body, and the deviations may be considered as caused by actual 
gases being more or less imperfect. In an absolutely perfect gas, 
between the temperatures 32° and 212°, the ratio is about 1*3654, 
a value which is exceeded in actual gases by quantities, which in 
permanent gases are very minute, but are more considerable in 
liquefiable gases. 

Since at different temperatures the product P V has different 
values, it evidently may be taken as a measure of temperature. 
Temperature is ordinarily measured by a mercurial thermometer, that 
is, by the expansion of mercury in a glass tube, but there is no reason, 
except that of mere convenience, why this should be so ; a bar of iron 
might also be used by observing the changes of length which take 
place when heat is applied. Now the choice of the product P Fhas 
this advantage, which is at once obvious — ^namely, that the measure- 
ment is (by the second law) independent of the kind of gas em- 
ployed ; while in other thermometers — ^unless specially graduated by 
reference to a standard instrument — ^the indications are different for 
each different thermometer ; hence, when measured by the expansion 
of a perfect gas, temperature is said to be " absolute," an expression 
which hereafter will be justified by much more cogent reasons (see 
Art. 60). Assuming temperature to be measured in this way, let t 
be a temperature reckoned on Fahrenheit's scale, then manifestly 

PV^P,V,+ ^{t^Z2).P,V, 

180+'3654(<-32) 
180 



=a p r 



Pof'o 



- 4^2^ (460-6 + 0. 
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We can now make this simpler by measuring temperature, 
not from the purely arbitrary zero used by Fahrenheit, but 
from a zero 460-6° lower, so that if T be the absolute temperature, 

r=460-6-f/ 

" ^'^■"492-6 

The zero in question is called the " absolute zero," and according 
to certain experiments by Joule and Thomson, some account of 
which will be found in the Appendix, is 460*66 below the zero 
of Fahrenheit's scale; in all our subsequent work we shall adopt 
the nearest whole number — viz. 461, and write 

P F= °o^o . T. 
493 

where T is measured from a zero 461* below the zero of Fahrenheit's 
scale. Eankine adopted 461*2, corresponding to 274° Centigrade, 
while writers on thermodynamics now usually adopt 273** Centigrade. 

A thermometer of this kind gives results not differing materially 
at ordinary temperatures from those of a mercurial thermometer, a 
fact usually included, by implication, in statements of the second 
law. When great accuracy is required in the measurement of 
temperature, an air thermometer is actually used imder one of the 
two forms mentioned above. 

A perfect gas, then, is represented by the formula 

PF=cT, 

where c is a number depending on the density of the gas at 32** ; 
for atmospheric air the value of c is about 53 ' 2, 

.-. pr=53-2.r 

represents the properties of a perfect gas, the density of which at 
32° is the same as that of air, and when in the course of the present 
and succeeding chapters " air " is mentioned, it is to be understood 
that such a perfect gas is intended, unless otherwise expressly 
mentioned. Actual air when perfectly dry differs from such a gas 
by very small quantities, but when containing moisture, as it always 
does in practice, the differences are more considerable. 
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3. Regnault's Law. — The specific heat at constant pressure of a 
gas is the same at all temperatures. 

By " specific heat " is to be understood the amount of heat neces- 
sary to raise 1 lb. of the substance through 1* — temperature being 
measured by the expansion of the gas itself as explained above — a 
quantity which has different values according to the way the change 
of temperature is accomplished, depending on the amount of external 
work done. When the gas expands at constant pressure, as in the 
first process mentioned above, the value has been determined by 
Regnault with great accuracy for various gases, and the result agrees 
so closely with this third law, that it also may be regarded as an 
essential characteristic of a perfect gas ; the numerical value for air 
is • 2375 thermal tmits, or 183-4 foot-lbs. 

The heat expended in raising the temperature of air at constant 
pressure is partly expended in doing external work ; for, let the 
original volume of the air be F\y and the final volume Fg, then the 
work done in raising the piston is given by 

Work done = P (Fg - F^) = c (T^-T^). 

Hence, since the heat expended is Kp (^g - T^) where Kp is the 
specific heat at constant pressure, 

Litemal Work = (Kp - c) (T^ - T^), 

Thus the internal work is proportional to the change of temperature 
whenever the change takes place at constant pressure, and for air is 
183-4 -53-2 = 130- 2 for each degree Fahrenheit. This result is, 
of course, in foot-lbs. ; when changed into thermal units it becomes 
•1686. 

The process may very conveniently be represented graphically. 
Let N (Fig. 76) represent the volume before, and M the volume 
after, heat has been applied, while P N represents the constant pres- 
sure : then the rectangle P M represents the external work done. 
Now set downwards N Q, such that 

NQ _ Internal Work 
PN " External Work 

= ^^^ = 2-451 (for air), 

then the rectangle NS represents the internal work, and the 
rectangle P S the whole heat expended. As in previous cases, we 
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may regard the heat expended in internal work as overcoming a 
pressure on the piston represented by JVC, while NQ and PN 
together represent the heat-pressure, hence 

^A = 3-451^. 



Fig. 76. 




4. Joule's Law. — If a gas enypand ivithoui doing external vjork its 
iemperatv/re is tmaUered. 

When air expands, overcoming the resistance of a piston, its 
temperature falls, as appears by experience ; the kind of expansion 
indicated here is, however, different Let two vessels be provided, 
one of which is empty, and the other contains air of any pressure : 
let the vessels be connected by a pipe provided with a stop-cock 
which, when opened, allows the air to flow from one vessel to the 
other ; then, at first, the expansive energy of the air is employed in 
generating violent motions in the air, which, however, quickly sub- 
side from fluid friction when equilibrium of pressure has been 
attained, after which, if the temperature be observed before any 
heat is lost by radiation, it will be found sensibly the same as before 
the cock was opened. 

Now the difference between this case and the first case supposed 
is, that no external work of any kind is done, so that the air has 
lost no energy, and the result therefore shows that the intrinsic 
energy (Art. 15) possessed by the air is always the same at the same 
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temperature, whatever be its pressure, a fact which enables us at 
once to show that however air changes its state, the internal work 
done must be proportional to the change of temperature. 

For let 1 lb. of air expand in the way supposed from pressiu^ 
Pj volume Fj, till its volume is F^ ; its temperature by hypothesis 

remains the same (r,, say) and its pressure is therefore t^ • A = -^2- 

Let it now expand at this constant pressure until it reaches any 
other volume, and its l^mperature has risen to Tg ? ^^^^ must be 
added to render this possible, and the internal work done has been 
shown to be (Kp-c) (T^-T^), but during the free expansion no 
internal work is done, therefore the air has been changed from pres- 
sure Pj, temperature Tj, to pressure Pj, temperature T^, with an 
expenditure of heat in internal work of (Kp-c) (T^-T^) which 
depends solely on the difference of temperatiu^. Hence, by Art. 14, 
the internal work done in changing the temperature of air is always 
given by 

Internal Work = (Kp - c) {T^ - Tj). 

This reasoning applies directly to the case where P^ is less than P^, 
and by a slight modification also when P^ is less than P^ 

Now, in the second method of changing the product P ^men- 
tioned above (p. 72), the volume of the air remains constant, so that 
no external work is done ; and we learn that when air is heated at 
constant volume the expenditure of heat for 1** rise of temperatiu^ 
is £p - c, a constant quantity. Hence the specific heat at constant 
volume is, like the specific heat at constant pressure, a constant 
quantity, and moreover, if it be Kv, we have 

a relation which is a necessary consequence of the fourth experi- 
mental result. In the case of air, from the values given above, 
we find 

Z„ = 183 • 4 - 53 • 2 == 130 • 2 fooUbs. « • 1686 thermal units. 

Now, if we could make experiments on the specific heat of air at 
constant volume, we should be able to verify this result. This has 
not yet been done directly, but we can obtain a value indirectly by 
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means of the knowledge we possess of the ratio Kp / Kv, n number 
on which the velocity of sound depends, irrespectively of any special 
theory of heat, and which for air and some other simple gases has 
been shown to be about 1 '408, whence 

183-4 ,„^ ^^ 

agreeing closely with the previous calculation. Thus we might have 
assimied as our fourth experimental result the equation 

from whence can be shown without difficulty that the temperature 
is unaltered by free expansion. The ratio just mentioned is com- 
monly denoted by y, and this equation shows that, for gases which 
have the same value of y, the specific heat at constant pressure is 
inversely proportional to the density ; a result which has been 
experimentally verified. 

The fourth experimental result is not to be regarded as exact for 
actual gases any more than the three others, but merely as an 
approximation so close that we are justified in regarding it as 
another essential characteristic of a perfectly gaseous body. 

The value of y for air is believed to be slightly greater than 1 • 4, 
and is frequently assumed, as above, to be 1 • 408, but it is not known 
with minute accuracy, and in calculations may be taken as 1 • 4. As 
stated before, air in practice always contains moisture, and this 
circumstance alone renders absolute accuracy impossible. 

Completely Superheated Steam, 

32. Saturated steam is not a perfect gas, as is sufficiently shown 
by the fifth column of Table lYa, which shows the dififerences A Ptt 
which are roughly approximately the same as AFv. These 
differences would be constant if the steam followed the perfectly 
gaseous laws, whereas they actually diminish very considerably as 
the temperature rises. There is, however, little doubt that> when 
sufficiently superheated, steam becomes sensibly a perfect gas, and it 
may then conveniently be said to be " completely " superheated. It 
then follows the law expressed by 

P r = c r. 
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like atmoBplieric air, but with a different value of the constant c. 
As to the amount of superheating necessary, much uncertainty 
exists ; but there can be no doubt that the higher the temperature 
of saturated steam the greater is the rise of temperature needful to 
produce from it completely superheated steam. In the intermediate 
state, in which steam is neither saturated nor a perfect gas, its 
properties are not fully known, but such experiments as exist show 
that its rate of expansion is much greater than that of a perfect gas 
near the saturation point, but quickly diminishes as the superheating 
progresses. In order to deal with the steam in this state, hypotheses 
not fully warranted by experiment are necessary. 

The density of steam as calculated from its chemical composition 
is • 622, nearly, that is, a cubic foot of steam should weigh thi& 
fraction of the weight of a cubic foot of air at the same pressure and 
temperature (see Dixon's Treatise on Heat, p. 187), whence 

80 that the theoretical equation for completely superheated steam is 

pr=85-5r. 

The density of dry saturated steam at low temperatures has 
not hitherto been determined in a satisfactory way, but the results 
usually given indicate that, below 104°, saturated steam is sensibly a 
perfect gas of density ('63) rather greater than the theoretical value. 
The theoretical values of P F are given for every 27° from 104° to 
431° in Table IVa, for the sake of comparison with the same values 
for saturated steam, which, it will be seen, are smaller, and at high 
temperatures considerably smaller. 

The value of Kp is generally taken at • 48 in thermal units, or in 
foot-lbs. 370-66 whence Kt, = 285-03 and y = 1-3. 

Thermodynamics of a Perfect Gas, 

33. From the four experimental results expressing the physical 
properties of a perfect gas, it is possible to give a complete theory of 
the action of heat in such a body. For in the most general case 
of the action of heat in a body we found in Chapter II. that 
Heat Expended = Internal Work + External Work ; 
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and further it was sbown above that the internal work done is always 
Kv (^2 ~ ^i) '^^ere Ti T^ are the temperatures at the beginning and 
end of the operation. 

•. Heat Expended = Kv {T^ - T^ + External Work. 

= -^ (Pj Tg - Pi Fi) + External Work, 

an equation from which all questions can be answered about the 
action of heat in a perfect gas. 

First. Suppose the temperature constant, then the air expands, 
when heat is added, according to the hyperbolic law, and the 
internal work done is zero, so that the whole of the heat expended 
is employed in doing external work, and flows out of the air in this 
shape as fast as it enters. If the ratio of expansion be r, it was 
shown in Chapter III. that the work done during hyperbolic expan- 
sion is P ^ . log« r ; hence if be the heat expended 

0= Pr.log.r =cTlog,r, 

where T is the constant absolute temperature of the air, and the 
same equation serves for any gas by substitution of the proper value 
of c. For air, c ■= 53*2 also loge r = 2*302 log^^j r. 

.-. Q = 122 • 5 . r log r foot-lbs. 

= • 1584 . T log r thermal units, 

where the logarithm is now common. 

Expansion at constant temperature is called "isothermal" 
expansion, and the curve is the isothermal curve which for perfect 
gases is therefore an hyperbola. 

Secondly, Let the expansion of the air take place according to 
the law expressed by the equation 

P T" = const. 

Curves of this kind occur constantly in the theory of the steam 
engine ; thus the relation between the pressure and volume of 
saturated steam is expressed very approximately by such an equation 
in which w = 1 '0646, and we shall have numerous instances hereafter 
of such cmres, with various values of n. Their general appearance 
is that of an hyperbola, which is indeed a particular case in which 
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n ^ I. In the Appendix it is shown that the area included between 
two ordinates (Fig. 8, page 84), AN, BM, the curve APB and the 
base N M, is given by the equation, 



Area = ?iLlZ^^Il^ 

71-1 



a rule which fails when » = 1, when we must resort to that 
previously given for the case of the hyperbola. In any other case 
then we have 

P V ^ P V r 

External Work = tlljLjL%lj = ^ {T _ tX 

80 that in this law of expansion the external work done is propor- 
tional to the change of temperature, which is a rise when n is less 
than unity, and a fall when n is greater than unity. Placing this 
value in the equation for Q the heat expended, 

which shows that the heat expended is also proportional to the 
change of temperature, or, in other words, that the specific heat {K) 
is a constant, given by 

A = = A,, . , 

n- 1 n-1 ' 

When n = y we have a very important case, for then the heat 
expended is zero, showing that when a gas expands without either 
gaining heat or losing heat the expansion curve is given by 

PV'^ = const, 

a curve which is called the adiahcUie curve, and the expansion is said 
to be adiabatic expansion. In this case the external work is done at 
the expense of the internal energy stored up in the gas, therefore 

G 
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the temperature falls from T^ to T^, say, where the ratio T^ : T^ is 
readily found from the equations 

V 
whence if r = -^^ be the ratio of expansion, 



-.© 



1\7-1. 



The accompanjdng table shows how the pressure and temperature 
fall during an expansion to double its volume of air, the initial 
pressure of which is 100 lbs. per square inch, and temperature 539** 
Fahr. ; the corresponding pressures during hyperbolic expansion 
being given for comparison : 

Adiabatic Expansion of Dry Air, 



Temperature. 


Preesure. 


Katioof 


Ordinary. 


Abeolute. 


Adiabatic. 


laothemuL 


Expansioii. 


539 


1000 


100-0 


100-0 


1- 


501 


962 


87-5 


90-9 


11 


467 


928 


77-3 


83-3 


1-2 


437 


898 


69-1 


76-9 


1-3 


410 


871 


62-2 


71-4 


1-4 


386 


847 


56-5 


66-7 


1-5 


363 


824 


51-5 


62-5 


1-6 


343 


804 


47-3 


58-8 


1-7 


326 


787 


43-7 


55-6 


1-8 


307 


768 


40-4 


52-6 


1-9 


293 


754 


37-7 


50- 


2-0 



Remark, — ^In calculatmg this table the value of 7 has been supposed 1*408. 

The table applies to any other initial temperature and pressure 
by multiplication by the initial absolute temperature, and dividing 
by 1000 for the absolute temperature and by multiplying by the 
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initial pressure and dividing by 100 for the pressure. To become 
familiar witb the curve the reader should construct it to scale for 
some convenient initial pressure and temperature, obtaining the 
initial volume from the formula 

The table shows in a striking manner the rapid rate at which the 
temperature falls ; the fall being as much as 246** in the moderate 
expansion of 2 : 1. 

It must, however, be understood that the air is supposed abso- 
lutely dry, a case which only occurs when it is artificially dried by 
heat or by the use of chloride of calcium or other substance with a 
strong affinity for moisture. When air in its ordinary condition 
expands, first the dew-point and then the snow-point is speedily 
reached, and the heat given out prevents the temperature from 
falling to anything like the same extent 

The work done during the expansion is found by multiplying 
the fall of temperature by K^ By use of a table of squares the 
results given can be extended to higher rates of expansion. The 
curve can also be constructed graphically, by a modification of the 
process employed further on (Art 35). 

34. Returning to the general case where n has any value, we 
have 

ExternalWork = ^j.(r,-r,)=^^^^-(r3-r,), 

Internal Work = K,, (T^ - T^\ 

therefore we see that the internal work always bears a fixed pro- 
portion to the external work, namely, 1 - « ; y - 1, a result which is 
represented graphically in Figs. 8a and 8b (see next page). 

In Figs. 8a, 8ft, A B represents the expansion curve, which when 
w>l (Fig. 86) falls below, and when w<l (Fig. 8a) falls above, the 
hyperbola through A^ represented in both figures by the dotted line 
AB^', PP^ OTQ two points close together, the ordinates of which 
are PS, P^S^ ; then, as has been previously shown, the external 
work done during expansion from S to S^ ia represented by the area 
of the strip P/S*. 

Taking first the case (Fig. 8a) in which the curve falls above the 
hyperbola, it is clear that in this case the temperature rises as the 

G 2 
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expansion proceeds, and internal work must be done in order to 
produce this rise of temperature. Set, therefore, downwards SQ 
such that 

SQ _ Internal Work _ 1-n 

SP~ External Work "" y - 1 ' 

and carry out the same construction at every step of the expansion ; 
a curve CQD is thus obtained, the area of a strip S Q^ of which 



Fig.8a(n<l). 




s>f- 





represents the internal work done during expansion from 5 to 5^ on 
the same scale that the strip SP^ of the expansion curve represents 
the external work, and the internal work done may be represented 
as overcoming at every instant a pressure on the piston, represented 
by S 0, which may be called the Internal- Work-Pressure. The heat 
expended is the sum of the internal work and the external work, 
and is represented by the area of both curves shaded in the figures ; 
the pressure (ph) equivalent to it is clearly represented hy SQ + SP, 
and we have, if the external pressure be^, 



Ph 






In the second case when n>l (Fig. 8J) the temperature falls and 
part of the external work is done at the expense of the intrinsic 
energy of the expanding air ; we must then set off SQ upwards 
instead of downwards, and the heat expended is shown by the 
difference of area of the cmres shaded in the figure. If n ^ y the 
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two curves coincide, no beat being added or taken away ; if n>y, 
tbe expansion curve falls below tbe adiabatic curve, in whicb case 
beat must be taken away from the air as it expands, and this would 
be shown on the figure by the curve of internal work CQD lying 
above the expansion curve A B, 

When a gas is compressed, its pressure increases, and the relation 
between volume and pressure, represented graphically by a com* 
pression curve, depends, as in the case of expansion, solely on the 
mode in which heat is added or subtracted. If the circumstances of 
the compression are the same as those of the expansion, the com- 
pression curve will be identical with the expansion curve, but 
otherwise not. Thus, when a gas is compressed without the addi- 
tion or subtraction of heat, the pressure and temperature rise 
according to the law expressed by the table given above for adiabatic 
expansion. The work done in compressing the gas is then pro- 
portional to the rise of temperature. But if the rise of temperature 
be prevented by the continual abstraction of heat as the compression 
progresses, the compression curve will be an hyperbola, and the 
energy exerted in compressing the gas will be equivalent to the heat 
abstracted, and will be given by the same 
formulae as in isothermal expansion. 



Fig. 9. 



35. Another method of exhibiting graphi- 
cally the relation between internal work, 
external work, and heat supply, is shown in 
Fig. 9, which applies in any case whatever. 

The points 1, 2 in this diagram show the 
pressure and volume of a lb. of air at the 
beginning and end of any change of state. 
On the base ON^ construct a rectangle OZj 
below the volume axis, the height of which 
is 2 * 45 times the pressure at 1 ; then the area 
of that rectangle is equal to 2-45 Pi F^, ^* 

and therefore to Kv Tj, that is to /j, the internal energy of the air 
at 1 reckoned from the absolute zero. A similar rectangle OZ^ 
represents I^ the internal energy at Z. Now complete the rectangle 
ZjZ, and draw the other diagonal S Ly producing it to meet the 
pressure axis, and through the intersection draw the horizontal //. 
Then it is easily proved that the rectangle NI represents the differ- 



\; 1 


';♦ - ■'"y^yt, 


1 


\ 


N, 


N» 


L 


\ 

\ 


i 
i 
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ence /j - /g of the rectangles OZ^, Z^ and whatever the form of 
the expansion curve, the area (shaded in the diagram) between 
it and the horizontal line 77 must represent the heat supply. 
We shall have occasion to use this construction hereafter in the 
case of steam. 

In the construction of diagrams exhibiting graphically the 
changes of volume and pressure of an elastic fluid, the method of 
logarithmic plotting may also sometimes be adopted with advantage. 
On this system, instead of setting off the volumes and pressures 
themselves as horizontal and vertical ordinates, the logarithms of 
these quantities are employed, and consequently all curves of the 
form P F' = constant become straight lines the tangent of the 
inclination of which to the axis is the index ». Moreover, in 
permanent gases subject to the law PF= cT the sum of the 
logarithms of the pressure and volume, after subtracting a constant, 
is equal to the logarithm of the absolute temperature, so that the 
temperature at any point is at once found by adding the ordi- 
nates of the point. In particular a line inclined at 45' to the axis 
is an isothermal, and at the angle tan" ^ 1 * 4, is an adiabatic, line. 

Fig. 10. 




Fig. 10 shows the diagram of an elementary perfect engine 
(Art. 36) plotted on this system. The lines charade' represent the 
isothermals corresponding to the temperatures T^ T^ of the hot and 
cold bodies respectively while the lines ab, cd represent the 
adiabatic expansion and compression of the air. The indicator 
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diagram is simply the paraUelogram abed^ia which the difference 
of the horizontal ordinates of b and c, or of a and d, gives the 
logarithm of the ratio of isothermal expansion, and similarly 
the logarithm of the ratio of adiabatic expansion may be found. 
The intercepts a a' or c c' give the logarithm of the temperature-ratio 
of the corresponding isothermals. 

In logarithmic diagrams the area of the diagram has no physical 
meaning, and the work done by the fluid is not therefore directly 
represented. This work done can, however, always be derived from 
quantities given by the diagram, and this is especially easy in the 
permanent gases, because in all cases where the expansion foUows 
the law P F" = constant it depends directly on the temperatures of 
the fluid at the beginning and end of the expansion. 

It is further of importance to remark that in all cases of the 
expansion of a gas, the internal work, external work, and heat-supply 
depend on the volume, not on the weight of fluid considered. This 
is evident from the graphical construction given above and so far as 
regards external work has already been pointed out on page 45. 
Thus in the formula 

External Work = ^^ ^ 

employed in the last article the volumes V-^ V^ are supposed in the 
first instance the volumes of 1 lb. of gas ; but this restriction is un- 
necessary, they may be the volumes of any other quantity. Let, for 
example, a cubic foot of gas expand adiabatically to an indefinite 
extent, the work done is 2 • 5 Py This is also the absolute intrinsic 
energy per cubic foot of a quantity of air. At the atmospheric 
pressure the amount is about 2 J foot-tons. 

Part II.— Air Engines. 

We now proceed to consider some simple thermodynamic 
machines which employ air or some other approxiipately perfect gas 
as their working agent. Such machines may be heat-engines the 
object of which is to convert heat-energy into mechanical energy, 
but are also used for the converse purpose, as will be seen in the 
fourth division of this chapter. The term " thermo-dynamic " 
machine is a general one, employed when it is unnecessary or incon- 
venient to specify the purpose for which it is employed. 



Digitized by VjOOQIC 



88 



AIR ENGINES. 



[Oh. IV. 



36. The simplest form of heat-engine is constructed as 'follows : 
A B (Fig. 11) is a working cylinder containing a given quantity, 
say 1 lb., of air or some other perfect gas, always included between 
the cylinder cover A A' and a piston, successive positions of which 
are represented in the figure by 1 1, 2 2, 3 3, 4 4, and which may be 
supposed connected in the usual way with a crank, corresponding 
positions of which are 0^ 0^ 0^ 0^, The right hand portion of the 
cylinder between the cover BB' and the piston is empty. 



Fio. 11. 



n Hn<P- 





A and B are two bodies of temperatures (absolute) T^ and T^, 
capable of communicating to, or abstracting from, any body placed 
in contact with them, indefinite amounts of heat. 

Suppose the crank moving in the direction of the arrow, and, 
initially, let it be in the position Oj, and let the pressure volume 
and temperature of the air be P^, F^, Tj, respectively. Then as the 
crank rotates the volume of the air increases, and if no heat were 
applied to it the temperature would fall ; but this is prevented by 
placing the body A in contact with the cylinder, which is to be 
supposed a perfect conductor, so that the slightest depression of the 
temperature of the air below Tj causes heat to flow from A into the 
air so as to keep the temperature of the air constantly at T^ so long 
as -4 is in contact. During this first operation, then, the air 
expands at constant temperature, and the expansion curve 1 2 in 
the indicator diagram below is a common hyperbola. 

The expansion having reached some convenient point, 2, the body 
A is to be removed from the cylinder, so that no more heat is 
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received by the air ; the temperature then falls instead of remaining 
constant, and the expansion curve 2 3 of the indicator diagram is now 
an adiabatic curve given by P V^ = constant. This goes on until 
the piston has reached the end of its stroke and begins to return, so 
as to compress the air again and raise its temperature at the same 
rate at which it fell during expansion. 

In order to prevent this rise the body B is applied, the tempera- 
ture of which is Tg, the temperature of the air at the end of the 
stroke, and which abstracts heat from the air the instant its tem- 
perature rises above T^, The effect of this is that the air is com- 
pressed at constant temperature Tg, and the compression curve 3 4 
on the diagram is consequently a common hyperbola. 

This compression goes on till the piston reaches the position 4, 
depending on 2 in a manner to be explained presently, when the 
body B is removed and the temperature allowed to rise. The air is 
then compressed without gain or loss of heat, and the compression 
curve 4 1 on the diagram is consequently an adiabatic curve. If the 
point 4 has been properly chosen the air at the end of the return 
stroke of the piston will have the pressure (P^) the volume {V^ and 
the temperature T^ with which the operations commenced. The 
same cycle may now be repeated as often as we please. 

The ' position of the point 4 is readily determined thus, let 
■^2 ^2» A ^8» "^4 ^4» ^ *^® pressure and volume of the air at the 
points 2, 3, 4 then since 1 2, 3 4 are common hyperbolas, 

:?1 - fj and ^ - ^ 

and since 2 3, 1 4 are adiabatics. 



k-m-^'t-m 



Hence multiplying all four equations together 

from which we find 

^ = ^ and ^ = ^ 

The first of these equations shows that the ratio of adiabatic 
compression is equal to the ratio of adiabatic expansion. This 



Digitized by VjOOQIC 



90 AIR ENGINES. [Oh. IV. 

common ratio of expansion and compression will be denoted by r', 
it depends solely on the temperatures of A and B being given, as is 
easily seen by l 

The second equation shows that the ratios of expansion and com- 
pression at constant temperature are also equal. This common ratio 
of isothermal expansion and compression will be denoted by r, it is 
given by 



^3 



\tJ f, \t,J 



This ratio therefore depends on the ratio of greatest and least 
pressures in the cylinder, or on the total expansion employed. 
Unless one of these quantities be given it is arbitrary. 

Let us now examine the manner in which this engine does work 
and the amount of heat it expends. 

(I) During the operation 1 2 the air is expanding at constant 
temperature and is exerting energy on the working piston. The 
amount of energy exerted according to the last article is c T^ log€ r. 
During the operation 2 3 the air is expanding adiabatically and the 
energy exerted is (page 83) equal to Kv (T^ - T^) the loss of intrinsic 
energy consequent on the fall of temperature. Thus the whole 
energy exerted during the forward stroke of the piston is 

During the backward stroke the piston compresses the air by 
means of energy supplied by a fly-wheel or other external agency. 
Reasoning as before, the whole work done is 

C=cT^log,r + K,(T^- T,) 

The diflference between E and C represents an excess of energy which 
may be employed to do useful work given by 

U=E-C = c(T,-T,)log,r, 
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Graphically the area 1 2 3 n n in the diagram represents E and 
the area 1 4 3 nn represents C, while the difference, namely the 
area of the diagram 12 34, represents Z7, the useful work done. 

(2) Again, during the operation 1 2, the air receives heat from A 
at constant temperature T^ of amount equal to the energy exerted 
(page 80), but during the operation 2 3 receives no heat. Hence the 
whole heat received in the forward stroke is 

Q = cT^\og,r. 

During the operation 3 4 heat is abstracted by the body B at 
constant temperature T^ but during the operation 4 1 no heat is 
abstracted. Hence the whole heat rejected by the air during the 
backward stroke is 

R = cT^\og,r. 

The difference between these two quantities is the heat which 
disappears during the cycle of operations represented by the double 
stroke of the working piston. This is given by 

being equal to the useful work done as found above. Evidently this 
ought to be the case according to the principles explained in a pre- 
ceding chapter. (See page 34). 

The eflficiency of the engine is now, as before (page 40), found 
by comparing the useful work and heat expended, that is 



Efficiency = 



Q T. ' 



This simple rule, moreover, must be true not only for the ideal 
engine which we have chosen for consideration precisely on accoimt 
of its simplicity, but also for any engine, however complex, working 
with air or any other perfect gas, which receives and rejects heat in 
the same way. For it was shown in Art 28 that the work done by 
a given quantity of expanding fluid is not dependent on the par- 
ticular machinery by which its expansive energy is utilised, but solely 
on the law of expansion and the degree of expansion, which again 
depend only on the way in which the fluid receives heat In the 
present case, the fluid expands partly at constant temperature, and 
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partly adiabatically, the ratios of expansion being fixed by the total 
expansion admissible, and by the ratio of absolute temperatures. If 
these be given, the power and eflSciency of the engine will be the same 
whatever its construction, if no part of the expansion takes place 
according to any other law. But, as in the article cited, this state- 
ment is subject to some qualification when a part of the expansion 
is partly or wholly unbalanced. 

We are here introduced for the first time to a conception which 
it is the principal object of the present and next following chapters 
to explain and illustrate, namely, the conception that the power and 
efficiency of heat engines depend on the temperature of a hot body 
or source of heat from which heat is derived, and a cold body or 
refrigerator into which it passes; the efficiency being greater the 
greater the difference of these temperatures. 

As an example, let us suppose that the temperature of the source 
of heat is 660° Fahr. and that of the refrigerator 32 Fahr., then 

660 - 32 
Efficiency = ^^^^^^^ = >56. 

It is then ideally possible to transform 56 per cent, of the heat 
expended into mechanical energy, and if a greater range of tempera^ 
ture were available the efficiency might be still greater. We shall 
show that no engine whatever can have a greater efficiency if the 
temperatures remain the same, and in anticipation of this conclusion 
we describe an air engine receiving and rejecting heat in this way as 
a Perfecjt Air Engine. 

37. Returning now to the first method of calculating the useful 
work by taking the difference between the energy exerted in the 
forward stroke and the work done in the backward, we observe that 
the first of these quantities given by 

is the sum of two parts, the first of which is the heat expended. 
The whole, therefore, is greater, and generally much gieater, than the 
heat expended ; the excess being derived from a store of energy 
Kf,(T-i^ - T^) accumulated in the air by compression at the end 
of the return stroke. Hence the useful work is the difference of 
two large quantities and forms, but a small fraction of the energy 
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originally exerted on the working piston. An air engine of this 
type is consequently a very bulky machine unless the pressures 
employed are exceedingly great, much greater than are at all 
convenient in practice. It is easy to verify this assertion by calcu- 
lating the mayinmiTn value which the mean effective pressure could 
bear to the maYiniiim pressure when the temperatures are given, 
but it will be sufficient to refer to the annexed diagram (Fig. 12), 



Fig. 12. 




and to a table of numerical results to be given presently. In 
Fig. 12 the indicator diagram is drawn to scale for the very moderate 
temperature-ratio 1-333 and isothermal ratio of expansion 2*7. 
The numbers on the diagram give the volumes and pressures at 
different positions of the piston. The mean effective pressure will 
be found to be 6 lbs. per square inch, and the maximum pressure 
108 lbs. per square inch absolute, when the minimum pressure is 
that of the atmosphere. The efficiency in this case is only • 25, and 
if a wider range of temperature be used to obtain a greater value 
the maximum increases much faster than the mean effective, so that 
their ratio is much smaller. 

Let us now alter the working of the engine by supposing that 
when the piston reaches the point 4 in the return stroke and is 
just about to commence adiabatic compression that it is there 
stopped, and the hot body A at once applied. The temperature 
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then rises immediately from T^ to Ti while the volume of the air 
remains constant. This operation is represented by the vertical 
line 41' in Fig. 12. The crank radius having been previously 
altered so as to shorten the stroke, let the piston now make its 
working stroke, starting from V instead of 1, and let the hot body ^ 
be in contact throughout the whole stroke instead of being taken 
away at 2. The expansion curve is now the hyperbola 1' 2 2' and 
the energy exerted on the piston is 

E = crilog«r. 

At the end of the stroke the cold body B is applied and the tem- 
perature falls suddenly from Ti to T^, while the volume of the air 
remains constant. This operation is represented by the vertical 
line 2' 3 in the diagram. The piston next makes its return stroke, 
the cold body B remaining in contact throughout. The hyperbolic 
compression curve 3 4 is then described and the work done is 

C^cTglogcr. 

The piston has now reached the point 4 at which the cycle com- 
menced.* 

The indicator diagram is T 2' 3 4, and its area, shaded in the 
figure, is 

U = E - C=c{T^ -r3)log.r. 

This quantity is the useful work done by the engine, which remains 
the same notwithstanding a great reduction in the maximum 
pressure and an increase in the mean effective. The ratio 

E T, 

is the same as the efficiency in the previous arrangement. For 
given limits of pressure the engine is much less bulky. 

38. Next, considering the heat expended, it is clear that the 
heat drawn from A in changing the temperature of the air at 4 from 
Tq to Ti is Kv (T^ - fg) while the heat expended during expansion 
remains the same as before, we therefore have 

Q^cT^log, T + K^iT^-T^) 

♦ In Pig. 12 the pressure at 4 is inadvertently stated as 36' 7 ; it should be 
39 '7j being veiy slightly less than that at 2. 
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And the heat passing to ^ at 2' when the temperature falls from 
Ti to Tg is Kt, (T^ - Tg) while the heat rejected during compression 
remains unaltered. We have then 

Thus the heat changed into work is 

agreeing with the result found above, but the heat expended is 
increased by the quantity K, (T^ - T^) which passes into B when 
the temperature is lowered and has to be replaced from A when the 
temperature is raised. The efficiency is in this way greatly reduced, 
becoming 

U c(T,-Ts)\og.r 

which is the same as the value of U/E in the original arrangement. 

These points are illustrated by the table (p. 96) of numerical 
results, showing the performance of the two engines, with two 
different temperature-ratios. The ratio of isothermal expansion 
chosen is that which gives the greatest mean effective pressure 
(referred to the total volume of cylinder) for a given temperature- 
ratio and maximum pressure. The two engines may be described as 
" elementary," and for brevity are referred to in what follows . 
as Type P and Type S. 

It will be seen that in Type S, the maximum pressure is reduced 
from 450 to 80 in the first case, and from 108 to 53 in the second 
case, while the mean effective pressure is considerably increased. 
But this advantage is only obtained at the sacrifice of efficiency, 
which is reduced from '5 to '222 or from '25 to '154. The next 
article will show how this loss is in a great measure avoided. 

39. In the primitive form of heat engine we have been studying, 
the changes of temperature of the air are supposed produced by 
external application of bodies of different temperatures to the whole 
cylinder containing the air. This operation could hardly be carrieki 
out in practice, and if it were, the process would be very wasteful. 
The necessary changes, can, however, be carried out as follows : — 

In Fig. IS, A ABB is Vk closed cylindrical chamber within which 
a piston D moves, fitting easily in a cylinder of smaller diameter. 
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The annular space between the two cylinders is fitted with a large 
number of layers of wire gauze, near each other but not in contact, 
while the piston is of considerable depth, and filled internally with 
non-conducting material. The effect of this is that the end A of the 

Performance of an Elementary Air Engine. 



Temperatures. 


1 


Preesuree. 


I 


Expenditure of 

Heat, Therm. 

Units per I. H.P. 

perl'. 


Percentage 
exerted in 


Ratios o{ 
Ezpanaioii. 


1 


^1 


1^ 




il 


ij 


Highest = 525° F. 
Lowest = 32° F. 


P 


450 


15-6 


•5 


85-5 


22-2 


77-85^66 

1 


2-7 


T, = 986 
Tg = 493 
Batio = 2 


S 


80 


23-3 


•222 


193 


50 


50 




2-7 


Highest = 287° F. 
Lowest = 100° F. 


P 


108 


6 


•25 


171 


15-3 


84^7 


2-05 


l-l 


Ti = 748 

Tj = 561 

Batio = 1-333 


s 


53 


8 


•154 


277 


25 


75 




2-7 



Remarks, — ^Type P receives and rejects heat at constant temperature only. 
Type 8 changes temperature of air at constant volume, as in a Stirling engine, 
but without regenerator. Minimum pressure in cylinder 14*7 lbs. per square inch. 

cylinder may be kept hot by a furnace or other source of heat, while 
the end B is kept cold by a coil of piping through which a stream of 
cold water flows, or otherwise. Heat will flow by conduction from 
AtoB, but the rate of flow will be very small, and may be neglected 
for the present. In the figure, the piston D is shown at the middle 
of its stroke ; if it now be moved to the end A, air will pass through 
the gratings to the end B. The air in A has the temperature T^, of 
A, but as it passes each grating in succession it parts with some 
of its heat, till it reaches the end B, when its temperature has 
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fallen to Tg the temperature of B, The successive gratings will 
have temperatures gradually diminishing by equal decrements from 
T\ to I'g. Next move D back from A to B ; nearly all the air in 
B will pass into A, and in passing each grating will take up heat, 

Fig. 13. 




80 that its temperature will rise from T^ to T^. The gratings of 
gauze are called a Eegenerator, and they play the part (1) of a 
heat valve or trap, obstructing the passage of heat from A to B, 
while permitting air to pass freely ; and (2) of a store of heat 
which supplies heat to the air when the piston D is moved one way, 
and is replenished when it returns. Since the volume of air remains 
the same, its pressure increases and diminishes in proportion to the 
temperature, so that when the air is in B the pressiu*e is low, and 
when in A the pressure is high. The piston D requires little or no 
force to move it, because the pressure in the chamber is everywhere 
nearly the same if the motion is not too rapid, and the only effect of 
moving it is to transfer a certain amount of energy from the regene- 
rator to the air and back again. This process cannot of course be 
carried out entirely without loss by friction and leakage of heat, 
but the loss is very small when the apparatus is properly con- 
structed. 

We have now only to connect the end B of this chamber by a 
pipe with the working cylinder, and we are enabled to produce the 
necessary changes of temperature and pressure at the ends of the 
stroke in the engine, Type S, without drawing any heat from the 
source, and the efficiency of the engine at once becomes nearly equal 
to that of Type P, Not only so, but the working cylinder always 
remains cool, being constantly at the temperature of the refrigerator. 
Thus we obtain the advantages of Type Sy in reduction of bulk and 
maximum pressure, without sacrifice of efficiency. 

The whole of the air contained in the regenerator chamber and 



Digitized by VjOOQIC 



98 AIR ENGINES. [Oh. IV. 

cylinder does not in this case undergo the necessary changes of tem- 
perature : a small part at the hot end, and a larger part at the cold 
end of the chamber and in the cylinder, never enters the regenerator, 
and therefore expands and contracts without doing useful work 
There is a certain diminution of eflSciency in this, for the changes of 
pressure and volume cannot be produced without some loss, but the 
principal effect is to reduce the ratio of expansion of the working 
air. The efficiency is not reduced by this, for it is not at all depen- 
dent on the ratio of expansion, but the work done is reduced, an 
evil which can be counteracted by using the air at a sufficiently high 
pressure. 

The arrangement here described is in all essential respects that 
of the Stirling engine, first patented in 1827, and subsequently 
improved in 1840, by R. & J. Stirling. The details of construction 
of this celebrated machine need not be considered here ; it is suffi- 
cient to say that an engine of this kind, of about 20 horse-power 
(average), and occasionally worked at a much higher power, was in 
use for some years at Dundee about 1843. It proved economical in 
fuel when the working pressure was sufficiently high, and was only 
abandoned from the difficulty of constructing a heating chamber 
which would withstand for any length of time the heat of the 
furnace. For an account of various small engines now in use which 
are modifications of the original design, the reader is referred to a 
lecture by the late Prof. Jenkin.* The original patent of the 
Stirling engine is reprinted in an appendix to this lecture. 

The regenerator is an apparatus of great theoretical interest, and 
we shall frequently recur to it as we proceed. 

40. In order to heat or cool, with sufficient rapidity for the pur- 
poses of a heat engine, air contained in a receiver of any kind, by the 
external application of a body of different temperature, an extensive 
surface is required over which the air may circulate in thin sheets 
BO as to come into direct contact with the surface ; and it is far 
from easy to avoid overheating. To meet this difficulty, which is 
the most serious obstacle to the employment of air engines in 
practice, internal combustion may be resorted to ; the furnace being 
placed within the receiver containing the hot air supplied to the 
engine. The fuel must be smokeless, so that the products of com- 
* Lectures on Heat in its Mechanioal ApplioationSj Inst. C.E., 1885. 
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bustion, largely diluted with air, may pass through the working 
cylinder without inconvenience. As the air is necessarily supplied 
under pressure, the furnace is fed through a small chamber on the top 
of the receiver provided with two doors, one above opening out- 
wards, the other below opening inwards. In feeding the furnace 
the upper door is opened and the charge placed in the chamber, 
after which it is closed. The inner door is then opened by levers 
from without, and the charge drops into the furnace placed verti- 
cally below. 

The principal parts of the engine are a feed pump drawing air 
from the atmosphere and supplying it to the receiver at a pressure 
which in actual engines is generally from 1 to 2 atmospheres, and 
a worlqng cylinder which simultaneously draws air from the 
receiver and discharges it into the atmosphere. The working of 
such an engine is highly instructive, both in itself and in comparison 
with a steam engine, which in some respects it closely resembles, 
while in others it is entirely different. 

In Pig. HON represents the volume Fq of 1 lb. of air at the 
atmospheric pressure P^, which is drawn into the feed pump and 
compressed as shown by the adiabatic curve 4, till it reaches the 

Fig. 14. 




pressure P^ in the receiver containing the heated air. A valve then 
opens, and (neglecting clearance) as the pump piston moves up to 
its cylinder cover, the whole of the air, the volume of which is 
iS^ = ^ is driven into the receiver. At the same time the 
working cylinder is drawing air from the receiver, so that the 
pressure in it remains approximately constant. The air supplied 
by the feed pump is, therefore, heated at constant pressure to a 

H 2 
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temperature T^ by mixture with the products of combustion of the 
fuel. By this mixture the volume at a given pressure and tempera- 
ture is very slightly altered. When the working cylinder has drawn 
at constant pressure Pj a volume of air represented by 1 -Jf on the 
diagram, admission is stopped, and the air expands adiabatically, as 
represented by the curve 1 2, when the end of the stroke is reached 
and exhaust takes place into the atmosphere. If arranged to work 
to best advantage, the expansion will be complete^ that is the air will 
be discharged at the atmospheric pressure Pg = Fq, 

Let us now calculate the useful work and heat expended : 
(1) The work done per lb. of air in driving the feed pump is 
represented by the area M 4tO Min the diagram, which is the figure 
which would be drawn by an indicator. If P be this area 

F=NOiS + P,F,-P,Fo 

where T^ is the temperature to which the air is raised during com- 
pression in the pump from pressure Pq to pressure P^ = P^. 

Similarly when the air is admitted to the working cylinder, cut 
off, and expanded as just described, the energy exerted in driving a 
crank shaft, with which the working piston may be supposed con- 
nected is graphically represented by the area -Jf 1 2 JItf of the indicator 
card of this cylinder drawn on the same scale of volumes as the card 
of the pump. If this area be ^, then, reasoning as before, 

where T^ is the temperature of the air on exhaust into the 
atmosphere. 

The temperatures T^ T^ are found as follows, observing that 
p^ = P^ and P^ =Pi, and reasoning as on page 90, 

From the adiabatic curves 1 2 and 4 

y- 1 

and 



-^0 -* M) 



-m 



Digitized by VjOOQIC 



Abt. 40.] AIR ENGINES. 101 

The temperatures Tq 7\ are the absolute temperatures of the 
atmosphere and the receiver, and may be supposed known. Com- 
paring the equations and referring to the diagram, it is easily seen 
that if m be the ratio of the volumes of the working cylinder and 
feed pump, 

To ^4 ^4-n 

The working cylinder and the feed pump must be supposed con- 
nected with the same crank shafts and the useful work done by the 
engine must therefore be represented by the shaded area 4 12 0, 
which is the difference of the two cards. In symbols, if Z7 be the 
useful work, 

which may also be written 

(2) The heat expended in the receiver is applied in raising the 
temperature of the air at constant pressure from T^ to 3\, that is 

and the heat rejected is given out as the air cools after exhaust into 
the atmosphere from T^ to Tq that is 

The difference gives the same value as before for U the useful work 
done by the engine, and the efficiency from the result previously 
given is 

Since the air is always discharged at a temperature T^ greater 
than Tq this result shows that the efficiency is less than of the 
engines previously considered when supposed working between the 
temperatures Tq and Ty It only approaches equality when the size 
of the pump is nearly equal to that of the working cylinder ; but 
this reduces the work done by a lb. of air and increases the bulk of 
the engine, an evil so great that it would probably be preferable to 
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take m the ratio of cylinders bo as to make U greatest, which from 
the formula just given appears to be when 

which gives 

78 = 74 = VI\To 
and reduces the efficiency to 

Efficiency == ^^ 7^ ^^ . 

It should be observed that JF^ the eflTective energy exerted on 
the working piston, is less than the total energy exerted by the air 
upon it by the amount necessary to overcome the pressure of the 
atmosphere at the back. And similarly F, the work done by the 
crank shaft in driving the feed pump, is less than the total work 
done in forcing the air into the receiver by the energy exerted by 
the atmosphere pressing against the feed pump piston. The 
difference between work done upon, and energy exerted by, the 
atmosphere is graphically represented by the rectangle N 2 N. 
Hence, besides the useful work, waste work is done upon the atmo- 
sphere given by 

Waste Work = c{T^- Tq), 

which reappears as heat when the exhaust air cools under constant 
pressure from Tg ^ ^o* 

In any case, when working with complete expansion, the efficiency 
is found to be 

Efficiency =^-^«-^!t^«, 

the second value showing that it depends only on the temperature 
to which the air is raised by compression in the feed pump, that is 
on the pressure to which the air is compressed, being greater the 
higher the pressure in the receiver. 

The various points considered are illustrated by the annexed 
table of numerical results, in which it will be observed that unless 
the air is compressed to a greater extent than is at all convenient in 
practice, the best efficiency is 30 per cent, and the mean effective 
pressure, representing the useful work when referred to the working 
cylinder, hardly exceeds 6 lbs. per square inch. 
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Temperatures Fahr. 


Mean eSecUve pTeasores 

referred to working 

cylinder. 




yATJTniiTn 

Preasure 

above 


Working Cylinder 


Feed Pump. 


Working 
cylinder. 


Feed 
pump. 


Useful 
work. 


Efficiency. 


AtmoBphere. 






1 


^ 


1 




U-7 


539° . 


359° 


39° 


149° 


11-3 


6-9 


4-4 


•18 


35 


539° 


246" 


39° 


246° 


21 


14-8 


6-2 


•293 



Bemaris.'-^Air drawn from atmosphere at temperature 39° F., and admitted to 
working cylinder at temperature 539° F. The table also refers to an internal 
combustion (Brown) engine. 

It should also be understood that the ideal efficiency in this case 
includes the efficiency of the process of heating the air as well as the 
efficiency of the working of the engine, whereas in external 
combustion engines the calculated efficiency refers to the working 
alone. Unfortunately this is an advantage very difficult to realise in 
practice : the temperature is difficult to regulate, and unless the air 
is cooled beforehand, a process involving loss, it will generally be 
exhausted from the working cylinder at a much higher temperature 
than that given in the table. 

The idea of constructing an internal combustion air engine is an 
old one, and several inventors have endeavoured to carry it out 
The best known example is an air engine employed in several cases 
by the Trinity House for working the machinery of lighthouses, 
where an absence of water and other reasons render the use of steam 
inconvenient. For the details of construction of one of these engines 
described as a " Brown engine," the reader is referred to a paper * 
by Sir J. Douglass. It appears to be the same as the engine 

* Froceedings of the Institution of OtvU EngineerSj vol. 67. 
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described by the late Prof. Jenkin as a "Buckett engine" in his 
lecture cited elsewhere in this chapter. 

The mechanical difficulties attending internal combustion engines 
appear to have been very successfully overcome in the Brown 
engine, and if the consumption of fuel be considered without 
reference to friction, they are fairly economical. The friction, how- 
ever, is necessarily excessive, because the useful work is the difference 
of the energy exerted in the working cylinder and the work done in 
the feed pump^ This point is well illustrated by reference to the 
experiments on a Brown engine made by Dr. Hopkinson.* 

Diagrams from the working cylinder and feed pump showed a 
horse-power of 33 1 and 17 '7 respectively. The difference of these, 
namely 15 '4, is the true indicated power of the engine, but of this 
6*3 horse-power, being more than 40 per cent., was wasted by 
friction, the brake power being found by experiment to be only 9' 1. 
The consumption of coke per horse-power per hour is stated as 4 lbs., 
the brake horse-power apparently being meant, showing that the 
efficiency of the engine as a thermodynamic machine must have 
been considerable. 

An engine of this class was proposed by Dr. Joule, as an ex- 
ternal combustion engine, and is often consequently described as a 
" Joule Engine." It will be referred to under this title in what 
follows. 

41. When the working fluid in a heat engine is permanently 
enclosed within the cylinder, so that the same mass of fluid goes 
the same cycle of changes indefinitely, the heat engine is described 
as Closed. The Stirling engine is closed, for the working cylinder 
communicates with a closed chamber to which the atmosphere has 
no access. In such an engine any pressure consistent with safety 
may be used, and in the example of a Stirling engine, referred to in 
the last article, the engine was worked at different powers by pump- 
ing in air or allowing it to escape. In most heat engines, however, 
the atmosphere is admitted at some point of its action, and the 
engine is then described as Open. Thus, in the engine we have 
just considered, the air is exhausted from the working cylinder into 
the atmosphere, alid a fresh supply drawn in through the feed- 
pump. 

* Proceedings of the Institution of CivU Engineers, vol. 87, p. 258. 
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On examination of the working of an open engine, it is, however, 
found that the fluid goes through a cycle of changes just as much as 
if it were closed, the difference being that part of the cycle takes 
place outside the engine, and that the particular mass of fluid 
operated on in one cycle is replaced by an exactly similar mass in 
the next. In the case we are now considering the air is drawn from 
the atmosphere into the feed pump, passes into the receiver, is 
heated, admitted to the working cylinder, expanded, and finally 
exhausted into the atmosphere, where it is cooled. Now all these 
operations might, ideally, have been performed within the working 
cylinder. For instead of exhausting the air, suppose it gradually 
cooled in the cylinder, while at the same time the piston returns 
so as to maintain the pressure constant. As soon as the tempera- 
ture has fallen to Tq, which will happen when the piston has reached 
a point in the return stroke given by the ratio of compression, 

let the cooling be stopped and the temperature allowed to rise by 
compression of the air behind the piston till the pressure has risen 
to P^ just as it does in the feed pump. These two operations are 
represented by 2 and 4 on the diagram. Next, let the piston 
make its working stroke, which now will be shorter than before, the 
temperature of the air rising by application of heat so as to keep 
the pressure constant till the temperature T^ is reached, when the 
source of heat is removed and the air expands adiabatically to the 
temperature Tg and pressure Pg ^^^ which we commenced. We 
have now a closed engine the indicator diagram of which is 4 1 2 
and the cycle of which is the same as in the actual engine except 
that the part represented by 2 is performed within the cylinder 
instead of in the atmosphere. The area of the diagram representing 
the cycle, or as we may describe it, the Diagram of Energy of the 
cycle, always represents the useful work. This diagram is the 
indicator diagram of the Equivalent Closed Engine, and in an engine 
which is open, is not the figure drawn by an indicator applied to 
the working cylinder, but is a combination of two or more such 
figures taken from all the working cylinders, if there be more than 
one, and all the pumps playing the part of a feed pump. 

In a non-condensing steam engine the mechanical action of the 
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fluid closely resembles that of the air in the type of engine we have 
just dealt with, and to obtain the true diagram of energy of the steam 
we have to combine not only diagrams from the seveml working 
cylinders if it be a double or triple expansion engine, but also strictly 
speaking a diagram from the feed pump, as will be seen on reference 
to Art. 30, page 69. This article should here be carefully consi- 
dered, and it should especiaUy be noticed that the compression 
which occurs in steam cylinders after the exhaust is closed forms 
no part of the cycle of the working steam, but only of the steam 
shut up in the clearance space. 

In a condensing steam engine with surface condensation, if leakage 
of air into the condenser, and of steam from the cylinder and passages, 
could be avoided, the ^^ air pump " draining the condenser would be 
simply a feed pump, which by proper arrangements might be used 
to force the condensed steam back into the boilers. The engine 
would then be closed. In the actual engine the air pump must be 
enlarged, being required for other purposes, but it also plays the 
part of a feed pump in combination with the actual feed pump, 
which performs the final part of the process. Any part of the feed 
pump diagram ZLin Fig. 6a, page 68, below the atmospheric line 
must be supposed obtained from the air pump. 

To avoid misapprehension it may here be added that though the 
mechanical action is the same the thermal action is different, so that 
the air engine in question is not thermodynamically similar to the 
steam engine. This will be fully considered hereafter. 

42. The largest air engine hitherto constructed is probably that 
designed by the famous engineer Ericsspn, and employed by him for 
the propulsion of a vessel over 2000 tons burden which made the 
voyage from New York to Alexandria. 

This engine, like the Stirling, receives and rejects heat at con- 
stant temperature, but the changes of temperature of the air are 
produced at constant pressure instead of constant volume. Its indi- 
cator diagram, therefore, consists of two hyperbolic curves 1 2, 3 4 
(Fig. 15) connected by horizontal lines 41, 2 3, whereas in the 
Stirling engine the connecting lines are the verticals 1 4', 3 2'. A 
regenerator is added which, as in the Stirling engine, raises the ideal 
efficiency to that of the " perfect " engine. 
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The form of the diagram is such that more work is done by each 
lb. of air than is possible in any other engine working between the 
same limits of pressure and temperature, but it does not follow that 
the engine is less bulky than the Stirling, because the miiTiTiniim 
volume of a lb. of air is so much greater 
as shown in the figure. Practically it is ^^' ^^• 

more bulky, especially when it is considered 
that high pressure cannot be used. For the 
purposes of this work it is not necessary to 
describe this type of air engine, as no fresh 
point in the theory of heat engines is illus- 
trated by it It has never found favour on this side of the Atlantic, 
but small engines of the class are still in use in America for the 
special purposes to which air engines can properly be applied 

43. On comparing the performance of the air engines considered 
in the present Chapter with that of the steam engine as found in 
Chapter III., we find that, ideally, the air engine has the advantage. 
If we make some allowance for the higher pressure at which steam 
can be, and often is, used than is supposed in the cases discussed, we 
may estimate the best ideal e£Sciency of steam engines at 20 per 
cent., losses connected with the boiler being excluded. In air engines 
we have just found it to be 30 per cent, though, for various reasons 
already sdluded to, it is difficult to approach the ideal efficiency in 
an air engine, and the losses in the process of heating the fluid are 
much greater in air than steam. 

Taking, however, the ideal value of the efficiency, we see that at 
least 70 per cent of the heat used is wasted by an air engine, and 
80 per cent, in a steam engine. The cause of the waste is indeed 
very different in the two cases, being in the steam engine due to an 
enormous amount of heat-energy being required to effect the internal 
changes involved in turning water into steam, while in the air engine 
it is mainly due to the power required to work a large feed pump 
forming an indispensable part of the apparatus, or to overcome a 
back pressure on the working piston. To discover whether the 
waste of more than two-thirds the heat employed is necessary, or if 
it can be avoided by the adoption of some other form of heat engine, 
will be the principal object of the next chapter; but it is first 
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advisable to consider some other examples of thermodynamic 
machines which may assist us in forming a correct judgment on 
this very important question. 

A description of the EricBson and Stirling engines, with calculations and com- 
parison with ezperimentj will be found in Rankine's Steam Engine and other Prime 
Movers. With this should be read four articles on Air Engines contained in 
Engineering^ vol. ziz., which fonn a valuable commentary. 



Part III. — Explosive Gas Engines. 

44. Gas engines form a class of thermodynamic machines of 
constantly increasing importance. The best known type of gas 
engine will now be briefly noticed for the sake of the illustration of 
thermodynamical principles which it affords. The fluid employed is 
coal gas, such as is used for lighting purposes, mixed with air. 

The composition of coal gas varies considerably according to the 
quality of coal from which it is manufactured. For the present 
purpose its density may be taken as '44, so that 1 lb. of it at 
temperature 59° F. occupies about 30 cubic feet instead of 13, as it 
would do if its density were the same as that of air. The value of 
c therefore in the formula P F = cT ia about 121. For complete 
combustion a cubic foot of gas requires about 6 cubic feet of air, and 
heat is developed, which in gas of this quality amounts to about 
650 thermal units. 

If a cubic foot of gas is mixed with not more than 14 cubic 
feet of air a mixture is obtained which on ignition explodes 
with considerable violence. The explosive force is not due to 
increase of volume at a given temperature — on the contrary a small 
contraction occurs of about 2 or 3 per cent. — ^but to a rise of 
temperature consequent on the development of heat. If we 
assume that the mixture is subject to the ordinary gaseous laws, 
we can calculate the pressure and temperature produced when 
fired in a close chamber. For let N cubic feet of air be mixed with 
1 cubic foot of gas, then, remembering that the weight of a cubic foot 
of air at the atmospheric pressure is ^O/Tq where Tq is the absolute 
temperature of the atmosphere, we have 
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Hence, since the Yoluine of the mixture is constant, if P be the 
pressure obtained, Pq that of the atmosphere, 



P,- T, 4(i\r+ -U)K. 

The yalue of the specific heat, at constant Yolume at moderate 
temperatures, can be very little greater than that of air, and may be 
assumed as * 18 in thermal units. Supposing it the same at high tem- 
peratures, we are enabled to calculate P and T. On making the 
calculation for N = 7 for example, we find that a pressure of about 
14 atmospheres (absolute) should be developed. 

The question has been thoroughly studied experimentally by 
Mr. Clerk, by means of an indicator applied to the closed chamber, 
the drum of this indicator rotating uniformly by clockwork, so that 
the curve drawn on the card shows the pressure at any time after 
the explosion. The general character of this curve is similar to the 
curve shown in Fig. 17 further on, which applies to a different 
purpose. A certain maximum pressure is developed in a small but 
measurable fraction of a second, which afterwards drops rapidly by 
cooling. The maximum pressure by experiment, however, when 
there is no initial compression, never exceeds 100 lbs. per square 
inch above the atmosphere, or say 8 atmospheres (absolute), and 
is generally less than one-half that found by the calculation just 
made. This difference may be due in part to the failure of the 
gaseous laws at such excessive temperatures, and is certainly partially 
due to cooling, but neither of these causes is sufficient ; it can hardly 
be doubted that the principal reason is that the combustion is not 
complete. It may plausibly be conjectured that beyond a certain 
limit of temperature, combustion cannot take place. 

45. The first gas engine in all respects efficient was the Otto 
engine, and this is still the type which is most widely used. It 
consists of a working cylinder of length iVj = (1 + k) s, Fig. 16, in 
which moves a piston, the stroke of which is N^ iVj = ^> so that 
when the piston is at one end of its stroke a space of length 
ONi<= ksiB left between the piston and cylinder cover. 

The engine goes through its cycle in the course of two revolutions 
or four strokes. During the first outward stroke, commencing from 
the position just named, a mixture of gas and air at atmospheric 
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pressure is drawn into the cylinder and completely fills it, always at 
the same pressure, when the end of the stroke is reached. The 
piston now returns, making the first inward stroke, compressing the 
charge behind it as represented by the compression curve 4 on the 



Fig. 16. 



ZM 




diagram. At the end of this stroke the clearance space ksiB filled 
with the compressed charge, which is now fired, so that the pressure 
suddenly rises from P^ to Pj as represented by the vertical 4 1. 
The pressure ratio is found to be about the same as if the gaseous 
mixture had been initially at the atmospheric pressure, being from 
4 to 5. The piston now makes its second outward stroke, during 
which the gaseous mixture expands as shown by the curve 1 2 on 
the diagram. At the end of this stroke the pressure Pj is still 
much greater than the atmospheric pressure Pq. Exhaust now 
takes place, and the burnt gases are expelled during the second 
inward stroke, at the end of which the cycle recommences. 

Though communicating with the atmosphere at the end of every 
cycle, this engine is almost completely closed, the operations all 
taking place within the same cylinder, and the figure drawn by the 
indicator is the diagram of energy of the cycle as in a closed engine 
with the addition of the horizontal line 05 representing the 
operations of exhaust and renewal of the charge. The area 12 4, 
therefore represents the useful work done in the cycle. The object 
of compressing the charge before ignition is to obtain a higher 
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initial pressure, which enables a greater ratio of expansion to be 
used: if this is not done the pressure falls below that of the 
atmosphere with a very low grade of expansion, and the engine is 
much less economical. To effect this compression, however, an 
additional double stroke is required by the Otto type of engine, so 
that there is only one working stroke in two revolutions. By use 
of a heavy fly-wheel sufficient uniformity is obtained for most 
purposes, and the engine is regulated by a centrifugal governor 
acting on the supply of gas so that an explosion is omitted when 
more power is developed than is required. 

This brief sketch may serve to give some idea of the working of 
this engine, but for details the reader is referred to the works cited 
at the end of this chapter. 

The expansion curve 1 2 and compression curve 4 are found 
by experience to be approximately adiabatic curves, a matter to be 
further considered presently. Assuming this, the useful work is 
calculated thus : — 

(1) From the diagram the energy exerted upon the piston 
during expansion is graphically represented by the area of the 
adiabatic curve 12 N^N^ and is, therefore, as in previous cases, 

and the work done by the piston during compression is graphically 
represented by the area iON^N^ given by 

The useful work is therefore 

U^K^ (T, -T,-T, + To). 

(2) The expenditure of heat, so far as accounted for by the 
diagram, is 

being the heat necessary to produce the rise of temperature from 
T^ to Ti on ignition of the charge, as represented by the vertical 
line 41. As the gas is discharged at a pressure greater than that 
of the atmosphere, as in the case of the steam engine (Chap. III.), 
the heat rejected cannot be directly calculated, but only found from 
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the value just obtained of the useful work. The eflSciency is, 
considering only the heat accounted for by the diagram, 



Efficiency = -- = 1 - 



U _, T,-T, 







The relation between the several temperatures is found by the 
equations 

T, T^ T^ - n' 

where r is the ratio of expansion, which is clearly the same as 
the ratio of compression. Hence 



Efficiency = ?*^=l-(l) 






results quite analogous to those obtained for the type of air engine 
last considered (p. 101), showing that the efficiency depends on the 
temperature of compression T^ irrespective of the temperature 
developed by explosion; and that it must be less than in a 
" perfect " air engine working between the limits Tj and Tq. In the 
Otto engine as actually used, the value of k is about • 6, giving a 
ratio of expansion 1 • 6/ • 6 or about 2 • 7, hence by numerical work we 
find that the apparent efficiency is * 33. 

The expenditure of heat here considered is only about one-half 
that actually required, on account of the large escape of heat by 
conduction through the metal of the cylinder. Careful experiments 
by Professor Thurston on a 6 horse-power Otto engine showed that 
the indicated work of the engine accounted for 17 per cent, of the 
total heat of combustion of the gas used, and that 52 per cent, 
passed through the metal into the water-jacket which in all gas 
engines is necessary to keep the cylinder sufficiently cool. The 
results obtained by Dr. Slaby were nearly the same. In addition 
to this, the gas exhausted from the cylinder had a temperature 
between 700° and 800° Fahr., and must have carried away a large 
amount of heat. These facts appear to show conclusively that 
combustion, which, as above stated, is not nearly complete in the 
first instance, goes on during expansion, an explanation which 
appears to account for the fact that the expansion curve is nearly 
adiabatic ; the outflow of heat during expansion, to the metal of the 
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cylinder, being balanced approximately by additional heat generated 
by combustion. It has not as yet been determined by experiment 
whether combustion be complete before discharge of the burnt gases, 
but if this be assumed to be the case the actual efficiency may be 
taken as about one-sixth, being about one-half the ideal value found 
above. 

To obtain a horse-power of 42*75 thermal units per minute 
about 4 cubic feet of gas per hour of the quality considered in thia 
article would be required, if the heat of combustion could be fully 
utilised : this gives an actual consumption of 24 cubic feet per indi- 
cated horse-power per hour. In the most recent types of engine 
the consumption has been reduced to 20 cubic feet, or even lower. 

The necessity of a water-jacket to keep the cylinder cool is easily 
understood on calculating the temperature equivalent to the actual 
pressure produced by explosion of the gaseous mixture, which will 
be found to be over 3000" Fahr. Any such temperature as this 
would be immediately destructive of the internal surface of the 
cylinder, and as the surface remains uninjured we conclude that it is 
protected by a comparatively cool layer of gas which exchanges 
heat with the central mass by intense convection currents. This 
fact we may have occasion to refer to hereafter. 

The history of the gas engine and the endeavours made to 
improve on the Otto type are very interesting, but the special 
purpose of this treatise renders it impossible to dwell on the 
subject* 

Action of Gunpouoder in a Gun. 

46. When gunpowder is exploded the products of combustion 
may be separated into two distinct parts — ^a gaseous part consisting 
of a mixture of certain approximately permanent gases, and a non- 
gaseous part which at moderate temperatures is solid. This latter 
part is in a very finely divided state intimately mixed with the 
gases, so that the whole has the appearance of smoke. 

The physical properties of these products have been exhaustively 
studied by Captain Noble and Sir F. Abel, from whose results,! 

• Some notice will be found in the Appendix of the Atkinson type of gaa 
engine. 

t rhiL Trans., Tart I., 1880. 

I 
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changing thermal units into foot^lbs., we have for the specific 
heats of gases and solid : 

Kp = -2324 X 772 = 179*4 
Zt, = -1762 X 772 = 136 
^ = -45 X 772 = 347-4. 

The ratio {p) of the weight of the solid matter to the weight 
of the gases, they found to be 1 • 2957, showing that about 43 per 
cent, of the whole weight of powder becomes gaseous, while 57 per 
cent, remains solid. 

When such an intimate mixture of gas and solid matter expands 
while doing work, the temperature of the solid matter must fall at 
the same rate as that of the gas, and assuming the specific heat {K) 
of the solid matter constant, we have a case of expansion such as 
was considered on page 81, in which the gas receives heat at a 
uniform rate as the temperature falls. Considering a fall of tem- 
perature of r,^the heat given out by the non-gaseous products per 
lb. of gas will be ^ K^ and referring to the page cited we shall have 

71-1 

where n is the index of the expansion curve, from which by numeri- 
cal calculation with the values just given for the constants we find 

n = 1-074. 

The expansion, then, of the products of explosion, while exerting 
energy upon the shot which it propels, is represented by Fig. 86, 
page 84, with this value of n, from which we conclude that 77 per 
cent, of the energy exerted is due to heat stored up in the non- 
gaseous products. 

In such a mixture as we are considering, the internal energy 
depends solely on the temperature, just as it does in a permanent 
gas taken by itself, and hence, when expansion takes place without 
doing work, the temperature remains constant. So also when a given 
weight of powder is exploded in a closed vessel, the same temperar 
ture is reached whatever the size of the vessel. Let F be the volume 
of 1 lb. of powder-gas at the temperature of explosion, Vq the 
volume of the charge of powder which produces the gas, av^ the 
volume of the non-gaseous products at the temperature of explosion. 
The value of a is believed to be about - 57, being approximately the 
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same as would be obtained if the density of the non-gaseous products 
were the same at this temperature as that of the powder. The 
temperature being, as just remarked, always the same, p V must be 
the same where 'p is the pressure, so that 

in which formula the sujfix refers to the case where the powder 
completely fills the closed vessel in which it is exploded. But 
evidently 

r= V - av^ r<, = (1 - a)?'^, 



so that the formula 



r - a t'ft 



gives the pressure on firing in a closed vessel of volume v a charge of 
powder of volume Vq, in terms of p^ the pressure found by experi- 
ment when the vessel is completely full. It is unnecessary to say 
that no instrument of the nature of an indicator can be employed in 
the present case ; in its place a " crusher gauge '* is used, consisting 
of a small cylinder of copper in which a known permanent set is 
produced by a known crushing stress. In this way the value of p^ 
is found to be 43 tons per square inch, from which the value of p can 
be calculated in any given case. For example, let the charge half 
fill the vessel, then t? = 2 Vq, and taking a = • 57 we find the pressure 
produced to be 1 3 tons per square inch. The actual value of p is shown 
by experiment to be slightly less, say about 11*7, a difference 
probably due to the cooling influence of the sides of the vessel. 

When the explosive products expand while doing work, the 
energy exerted is 

^ " -074 

where V^ is the specific volume of the gaseous portion of the charge 
at the initial pressure Pq expressed in tons per square foot, while 
^2 = r Vq\& the volume, and F^\}clq pressure after expanding r times. 
The value of r, the ratio of expansion of the gases, is connected with 
r\ the ratio of expansion of the total charge, by an equation derived 
from the equations just now given 

r' - a 






1 - a' 

I 2 
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and the final pressure Pg ^^ connected with Pq by the equation 

P, = Po*— 

in which, as before, ti = 1 '074. 

The density of dry powder closely packed is about the same as 
that of water, and using the above equations the value of U can now 
be calculated. The result is the work done by a lb. of powder-gas, 
and since the gases are 43 per cent, of the whole, the work done by 
1 lb. of powder is immediately determined. 

It is in this way that tables of the theoretic effect of gunpowder 
are calculated. If the expansion be supposed to be carried on till 
the atmospheric pressure is reached, and the work done in over- 
coming the atmospheric pressure is deducted, the total ideal effect of 
a lb. of powder is found to be about 250 foot-tons. In actual guns 
expansion is not carried on far enough to realise more than a fraction 
of this, the calculated effect being from 60 to 90 foot-tons per lb. of 
powder. Of this about 80 or 90 per cent, is usefully employed upon 
the shot, the rest being dissipated by friction and other causes. 
The effect of the inertia of the products of combustion will be 
noticed in a later chapter. 

47. A gun, when fired, becomes a thermodynamic machine, 
deriving its energy from the heat generated during the explosion of 
the powder, and its peculiarities will now be briefly noticed. 

Fig. 17. 
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Fig. 17, taken from a lecture by Captain Noble, relates to a gun 
of modem type in which slow burning powder is used. The pres- 
sure curve shown is an indicator diagram similar to that of other 
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heat engines, though the pressures are far too great to be determined 
by an indicator. They are actually obtained by " crusher gauges " 
placed at different parts of the bore, and this tentative process is 
checked by comparison with the velocities of the shot at the same 
points, as found by an instrument called a Chronoscope, and graphi- 
cally exhibited by the velocity curve shown on the diagram. The 
maximum pressure is shown by the diagram to be reached after the 
shot has moved a short distance^ its value being about 17 tons on the 
square inch, being little more than half that obtained with the quick 
burning powder formerly used. Expansion then takes place nearly 
according to the theoretical curve, and as the shot leaves the gun the 
pressure falls to 5 * 2 tons per square inch. 

The total heat of combustion of powder is found by experiment 
to be about 1300 thermal imits per lb., the mechanical equivalent 
of which is about 450 foot-tons. Comparing this with the results 
previously given, we see that the best efficiency is somewhat less 
than 20 per cent., the loss being partly due to the discharge of the 
products from the gun at a pressure which is still very high, but 
mainly to the high temperature which they retain even when dis- 
charged at atmospheric pressure. 

As a thermodynamic machine a gun is peculiar in that its cycle 
is not completely closed. In the internal combustion air engine and 
in the gas engines, the gases employed return very nearly to their 
original volume, pressure, and temperature ; the only change which 
has occurred is in the re-arrangement of the ultimate atoms by the 
chemical combustion which generates the heat. But in the gun, the 
products of combustion on returning to their original pressure and 
temperature do not return to their original volume, and in conse- 
quence a permanent displacement of the atmosphere occurs, involving 
the expenditure of energy in producing it. The amount is probably 
about 7 foot-tons per lb. of powder. 

For further information on gas engines and on the action of gunpowder, the 
reader is referred to a treatise on the Oas Engine, by Mr. Dugald Clerk, and a 
lecture by Captain Noble, forming one of the series of lectures on Hecat in its 
Mechanical Application, already cited on p. 98. 
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Part IV. — Reversed Air Engines. 

48. Returning to the elementary air engine with which we com- 
menced, and referring to Fig. 11, p. 88, suppose the piston to be 
in the position marked 3, and to be commencing its return stroke ; 
in the original arrangement the cold body B was here applied to 
maintain the temperature at T^ : but now let the air be compressed 
behind the returning piston without abstraction of heat, so that the 
compression curve is the original expansion curve 2 3. As soon as 
the position 2 is reached let the body A be applied to prevent the 
temperature rising above 7\ ; the isothermal curve 3 1 will now be 
traced, while a quantity of heat Q passes into the body A. When 
the piston has reached the position 1, and is about to commence the 
forward stroke, remove A so that the expansion of the air takes 
place without addition of heat, then the same curve 1 4 will be 
traced, which originally was a compression curve. Finally, when 
4 is reached, let a fall of temperature below T^ be prevented by 
application of the body B, from which a quantity of heat B is drawn 
as the piston completes its stroke. The cycle then recommences. 

The whole action of the engine is now exactly reversed : by 
application of a certain amount U of mechanical energy to the crank 
shaft a quantity of heat B is drawn from the cold body 5, and the 
quantity B + U = Q passes into the hot body A, so that here 
mechanical energy is converted into heat, and, consequent on the 
conversion, a certain quantity of heat is made to flow into a body 
hotter than itself. The relation between U, B, and Q remains the 
same, whether the engine works forwards or backwards, the same 
formulae being applicable to either case. 

49. Every heat engine is capable of being thus reversed, though 
the reversal is not exact as in the preceding example, unless certain 
conditions are satisfied, to be considered hereafter. Such reversed 
heat engines may be employed either to supply heat by a mechanical 
process, replacing the ordinary chemical process of combustion, or 
for the purpose of cooling bodies below the temperature of sur- 
rounding objects. In the second case they form a class of machines 
known as Refrigerating Machines, used for making ice or maintaining 
a low temperature in a chamber for the preservation of articles of 
food. 
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Fig. 18. 



Two examples of refrigerating machines which employ dry air 
as the working agent will now be described. The first is especially 
interesting to the student of applied thermodynamics, as having 
been expressly designed by Mr. Kirk as a reversed Stirling engine, 
the correspondence being so close that almost the same description 
would apply to both.* 

In Fig. 18, 5 is the piston of an air compressing pump, corre- 
sponding to the working cylinder of a Stirling engine, which forces 
air into the regenerator chamber till its 
pressure is about double the atmospheric, 
and allows it to expand to its original 
pressure. The chamber is made with conical 
ends projecting inwards. The upper cone 
B contains the fluid to be cooled, which 
corresponds to the cold body of the heat 
engine, while the lower one A is closed at 
the bottom and filled with water, circulating 
through it from without by pipes not shown 
in the figure. The circulating water has 
the atmospheric temperature, and plays the 
part of the hot body in the heat engine. 
The displacing piston B D h made with 
hollow conical ends, which fit the corre- 
sponding cones of the chamber. Like the 
chamber, it is constructed of very thin tin plate, and its interior 
is filled with sawdust or other non-conducting material. The 
regenerator in this instance occupies the central part of the dis- 
placing piston and moves with it. The displacing piston is moved 
by a rod K, its stroke is short, and in the figure it is shown in its 
highest position ; the air pump piston is then about the middle of 
its stroke, and is compressing air through a central pipe into the 
space below D surrounding A A in b, thin sheet. The large surface 
exposed hy A A now enables the circulating water within to 
abstract heat from the air and keep its temperature down. The 
displacer D D is connected with a shaft, not shown in the figure, by 
an eccentric and rod, and when the air pump piston S is near the 

♦ Mechanical Production of Cold^ by A. C. Kirk, Minutes of Proceedings of the 
Institution of Civil Engineers, vol. xxxvii., 1874. This valuable paper will be 
frequently referred to further on. 
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bottom of its stroke it moves rapidly downwards, causing the air to 
flow through the regenerator at its centre to the upper end B of the 
chamber, being cooled on its way through the successive gratings as 
previously described. At the same time S moves upwards and 
allows expansion to take place, while the cold fluid in B supplies the 
air with heat. Thus by the action of the air pump the brine or 
other fluid in B is cooled, it may be as much as 100* below the tem- 
perature of the atmosphere. The only limit to the fall of temperature 
which can be produced in this way is the degree in which conduction 
can be prevented, which in practice causes a leakage of heat from 
A to B. In a model apparatus constructed as here described mer- 
cury has been frozen into a solid mass which could be worked by 
a wooden mallet. 

In this machine, if the regenerator worked perfectly, every step 
of the process in the heat engine would be exactly reversed, just as 
in the elementary engine previously considered, and the same rela- 
tions would exist between U, Q, and R. In Mr. Kirk's paper a 
great number of experiments on regenerators are described, from 
which it appears that when properly designed the loss by imperfect 
action is very small. From these experiments the important conclu- 
sion is drawn that the efficiency of surfaces employed for the heating 
or cooling of air increases in direct proportion to the density of the 
air. This conclusion appears to be borne out by common experience 
with air engines, and will be referred to hereafter. 

There are two serious difficulties in working this machine on 
a large scale ; first, the air must be artificially dried by the use of 
chloride of calcium or some other means, otherwise much snow is 
produced, which chokes the regenerator. Secondly, it is not easy to 
obtain surface enough exposed to the air to enable the exchange of 
heat to be carried out with sufficient rapidity. The cooling action 
is then greatly diminished. This will be again referred to presently. 

50. Let us next return to the second type of elementary heat 
engine, described as Tijpe S (p. 95), being a Stirling engine with 
the regenerator omitted, and attempt to reverse its action. 

Commencing at the point 4 and supposing the piston to return 
while the cold body B remains in contact, the isothermal 4 3 will be 
described, and the quantity of heat r T.^ log« r vnW be abstracted 
from B. So far the cycle of the he^it engine is exactly reversed, but 
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on attempting to reverse the operation represented by the vertical 
line 3 2 we find that to raise the temperature of the air it will be 
necessary to apply the hot body Ay and draw from it the quantity 
of heat K„ {T^ - T^, whereas in the heat engine the body B was 
applied, and the quantity of heat in question abstracted by it. The 
next operation represented by 2 1 is exactly reversed, but the last 
represented by the vertical 1 4. is performed with B in contact 
instead of A, so that the quantity of heat Kv {T^ - T^) is supplied to 
B instead of being abstracted from A, If then the whole heat 
abstracted from B be R, and the whole heat supplied to A he Q, we 
shall have 

Q = cT,Aog,r- K,{T^ - T^) 

E = cT,Aog,r- K,iT, - T,\ 

whereas in the heat engine the sign of the second term is in both 
cases positive. On comparing these results with those already found 
for the first type it will be seen that with a given amount of mecha- 
nical energy U, when worked forwards the flow of heat from 
^ to ^ is greater in Ti/pe S, but when worked backwards the flow 
of heat from ^ to y^ is less. In both directions the machine is less 
efficient, and we thus learn to connect the efficiency of an engine 
with its reversibility. An engine which is perfectly reversible is 
also an engine of maximum efficiency. The performance of such an 
engine will be considered in detail in the next chapter. 

If, moreover, we consider the difierence between those parts of 
the cycle which are reversible and those which are not, we shall find 
that in the first there is no sensible difierence of temperature between 
the air and bodies with which it exchanges heat, whereas in the 
second the air receives heat from or rejects heat into a body of 
different temperature from itself, so that one condition of reversibility 
and, presumably, of maximum efficiency is that the air must receive 
all its heat at the temperature of the source of heat, and reject all 
its heat at the temperature of the body into which it passes. 

51. When a Joule engine (page 103) is reversed, the working 
cylinder becomes a compressing pump which draws air from the 
atmosphere and compresses it to a certain pressure, while the 
original feed pump becomes an expansion cylinder in which the air 
exerts energy. The excess of work done in the working cylinder 
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over energy exerted in the expansion cylinder is supplied from with- 
out by a motor of some kind applied to the crank shaft which is 
common to the two cylinders. 

Referring to Fig. 14, and commencing at the point 2, at which 
the air has its greatest volume and lowest pressure, at the end of the 
stroke of the working piston, let this piston return without applica- 
tion of any cold body (B) to draw heat from the air, the compres- 
sion curve 2 1 is described identical with the original expansion 
curve. On application of the hot body A, which in the heat engine 
has the temperature Tj, we, however, find that it cannot draw heat 
from the air as it should if the process were reversible, unless its 
temperature be less than before ; and if the flow of heat into y^ is to 
last to the end of the stroke at 4 the temperature of A must not be 
greater than T^. If this condition be satisfied the same quantity of 
heat Q flows into A as originally flowed out. Having reached 4, 
A is now removed, and adiabatic expansion takes place in the 
expansion cylinder according to the curve 4 0, which is identical with 
the original compression curve. When the piston completes its 
stroke, starting from we find that the temperature of B cannot be 
Tq as it was in the heat engine, but must not be less than T^ in order 
that it may be possible for heat to flow out of B into the air as 
the horizontal line 2 is described. If, however, B has the tem- 
perature T2 the same amount of heat E will flow into the air from 
B as originally flowed out of the air into B. When therefore this 
engine is reversed the indicator diagram and the quantities U, Qy R 
may be the same, but in order that this may be so it is necessary to 
suppose that the hot body is cooler and the cold body hotter than in 
the original heat engine. If they retain their original temperatures 
the indicator diagram will be diflferent, the engine then is not exactly 
reversible. 

It has hitherto been supposed that the bodies A and B have 
uniform temperatures throughout, but this need not be the case ; let 
us, instead, suppose that each is split up into a number of gratings 
placed as in a regenerator, so that the air may pass through them in 
succession. The gratings of A have temperatiu-es commencing at T^ 
and gradually descending till T^ is reached by infinitely small steps. 
In the same way the gratings of B commence at the lowest tempera- 
ture Tq, and gradually rise till the last, which has the temperature 
Tj- Each grating must be supposed capable of abstracting or giving 



Digitized by VjOOQIC 



Art. 52.] REVERSED AIR ENGINES. 123 

out indefinite quantities of heat. The process of receiving and 
rejecting heat at constant pressure represented by the horizontal 
lines 1 4 and 2 may now be carried out by passing the air through 
the gratings, the same quantities of heat Q and R will pass as before, 
but the process will be exactly reversible. Comparing this reversible 
engine with the original non-reversible one we see that the flow of 
heat is the same for the same amount of mechanical energy U, but 
that in the non-reversible engine the flow of heat is through a wider 
range of temperature when worked forwards, and through a narrower 
range when worked backwards. In other words, the non-reversible 
engine is in both cases less efiicient. 

The two examples which have been considered in the present 
and the next preceding articles may be considered as typical, and 
the conclusions drawn are applicable in all cases. 

52. A reversed Joule engine is much used as a refrigerating 
machine. Though not nearly so economical in power as some other 
types, as will be seen clearly as we proceed, it possesses certain 
advantages for use on board ship and other similar cases. The 
working of this machine is highly instructive and will now be 
further considered. It occurs in two forms, one employing dry air 
and the other wet air, but otherwise substantially alike. The calcu- 
lations which follow apply directly to a dry air machine, the formulae 
for which are the same as for the heat engine (p. 100) if we suppose 

Ti = Temperature of air after compression, 

^2 = „ of atmosphere, 

T^ = „ of air on entering expansion cylinder, 

Tq = „ of air on discharge from expansion cylinder, 

the temperatures are absolute, and refer to the four corners 0, 1, 2, 4 
of the indicator diagram, as shown in Fig. 14, p. 99. 

The relations between Z7, (?, B, are given by the formulae of the 
heat engine, from which we readily find 
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The quantity R here is the amount of heat which the cold air 
discharged from the expansion cylinder abstracts from the body 
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' which it is employed to cool, or from the atmosphere into which it 
escapes. Its value is 

The machine is employed to maintain a low temperature {T^ in a 
cold chamber or " chill room," in which meat and other perishable 
objects are stored, notwithstanding a constant leakage of heat from 
the warm air outside. In bringing carcases from Australia the 
temperature of the chill room must be about 25° F., in order that 
the meat may be frozen hard. On shorter voyages a higher tempera- 
ture is admissible. The expansion cylinder discharges its air into 
the chamber at a far lower temperature T^ and the quantity of heat 



is consequently abstracted. 
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though generally greater than unity, may properly be described as 
the efficiency of the refrigerating machine. We have now two cases 
to consider. 

First, let the air be allowed to escape from the cold chamber 
into the atmosphere, and let the cooling of the air from Ti to 
T^ before entering the expansion cylinder be produced by water 
of the atmospheric temperature surrounding the pipes through 
which the compressed air passes, then T^ = T^ and T^ . Tq = T^ 
(page 101), using which values, the efficiency can be found by 
substitution. 

Secondly, instead of allowing the air to escape from the cold 
chamber into the atmosphere, it may be caused to flow along the out-, 
side of tubes through which the compressed air passes in the opposite 
direction, after having undergone a preliminary cooling as before to T^ 
This apparatus, invented by the late Dr. Siemens, is called an " inter- 
changer," its action is identical with that of the regenerator of a heat 
engine, and it might be described as such. Its action is no doubt 
much less perfect than that of a regenerator, but assuming it perfect 
the effect is to lower the temperature of entering the expansion 
cylinder from T^ to Tg, the temperature of the cold chamber, and the 
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temperature Tq is consequently greatly lowered. Putting T^ = T^ the 
efficiency now becomes 

^ To 

depending solely on the lowest temperature of the air. The lower 
this temperature the less the efficiency. 

The temperature T^ actually produced by these machines is very 
low, it is said that it occasionally reaches 100* below zero (Fahren- 
heit). With a perfect interchanger and no losses, such a temperature 
by calctQation would be produced in absolutely dry air by initial 
compression to about 30 lbs, above the atmosphere, with atmo^ 
spheric temperature of 90**. In the actual machine a compression to 
45 lbs. or more is required. 

Assuming the temperature of the atmosphere 90° and the value 
of jTq to be 367, being 94° below zero, we find that the efficiency is 2. 
Taking the latent heat of fusion of ice as 140 thermal units and 
remembering that 1 horse-power is equivalent to 2565 thermal units 
per hour, we find that about 36 J lbs. of ice from and at 32° should 
be produced per horse-power per hour. This result, though small 
compared with the performance of an ideally perfect machine, is more 
than double that of the actual machine, owing to the various losses 
omitted in the calculation. 

The low temperature is due (1) to the employment of a gl'eat 
compression, (2) to the action of the interchanger. As regards the 
first cause, the thermal efficiency by the above formula would be 
much greater if a smaller compression were used so as to make 
Tq nearly equal to T^ the temperature of the cold chamber, but the 
quantity of air required would then become so great that the bulk 
and friction of the machine become excessive. In a machine of this 
class by Mr. Coleman the friction was found to be 20 per cent, of 
• the indicated power of the steam engine employed to drive it. With 
a low compression it would be much greater as in the corresponding 
heat engine (page 104). 

The action of the interchanger lowers the temperature and 
diminishes the bulk of the machine without diminishing its efficiency, 
but it has a still greater advantage, the moisture contained in the 
compressed air being nearly all deposited before entering the 
expansion cylinder, so that the diminution of the cooling of the air 
due to the production of snow is much diminished. So great is this 
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advantage that in the absence of an interchanger the air before 
expansion may be cooled by passing it through pipes contained in 
the cold chamber, a process which with perfectly dry air would be 
wasteful. 

The difficulty of obtaining sufficient surface for heating and 
cooling air has been already alluded to. With large quantities of 
air it is so great as to render it often advisable to employ a damp 
air machine in which the air is heated or cooled by injection. In 
the Kirk machine * water at the atmospheric temperature is injected 
into the hot part of the machine, and brine, which is the liquid to be 
cooled, into the cold part. The regenerator in this case has to be 
made of much larger size, and its action appears to be much less 
perfect. Much power is spent in forcing the damp air through the 
gratings, so that the internal friction of the machine is great. 

In the machine described in this article, water is injected into 
the compressing cylinder and receiver of compressed air, to absorb 
the heat produced by compression. Less power is required for 
compression without any loss, for no use is made of the high 
temperature generated in the dry air machine. The machine in this 
form is due to Mr. Coleman, f 

* See Mr. Kirk's paper already cited. A recent example of this machine is 
described and illustrated in Engineering for Dec. 7th, 1888. 

t For details of design, arrangement, and working of this machine the reader 
is referred to a paper by Mr. Coleman in the Minutet of the Proceedingt of the 
InttittUion of Civil EngineerSy vol. Ixviii., 1882. 
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CHAPTER V. 
PERFECT THERMODYNAMIC MACHINES. 

53. Mechanical power is produced from heat through the 
agency of an elastic fluid, such as steam or air, capable of assuming 
different volumes under the action of heat and cold, and exerting 
mechanical energy on external bodies during such changes of 
volume. 

Observation of the action of heat engines, combined with 
reasoning of the same character as that already given in the case 
of steam and air, leads us to certain general conclusions as follows : 

(1) The changes consist in a continual repetition of operations of 
the same kind, whether on the same mass of fluid or on a continual 
succession of exactly similar masses. 

(2) Each repetition inchidea, first, a period during which the fluid 
on the whole increases in volume, and receives heat while exerting 
energy on a working piston; secondly, a period during which the 
fluid, on the whole, contracts in volume and rejects heat, while work 
is done upon it either by the working piston overcoming a back 
pressure, or by some special compressing apparatus, or by both these 
causes combined. The final result is that the fluid returns to the 
same state as before ; that is to say, the changes in question con- 
stitute a Cycle of Operations. 

(3) The energy exerted on the working piston, and the work- 
done during contraction, do not at all depend on the particular 
mechanism by means of which the changes of volume of the fluid 
are carried out, but solely on the quantity of fluid, and the nature 
of the changes it undergoes. 

Hence a heat engine implies, (1) a source or sources from which 
the fluid is supplied with heat ; (2) a working piston or other means 
of utilising the expansive energy of the fluid ; (3) a refrigerator 
capable of abstracting heat from the fluid ; and (4) a compressing 
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apparatus, in consequence of which the fluid returns to its original 
state ; and it is to be especially remarked that the contraction of 
volume and rejection of heat is just as indispensable as the enlarge- 
ment of volume and reception of heat. 

The useful work done by the engine is the difibrence between 
the energy exerted by the fluid during enlargement of volume and 
the work done upon it during contraction ; in some engines, as for 
instance the ideal air engines of Chapter IV., the work done during 
contraction is large, so that the useful work is a small fraction of 
the energy exerted ; in others, as for instance the steam engine, the 
work done during contraction is comparatively small ; in all cases, 
ii U he the useful work done, E the energy exerted, C the work 
done during contraction, 

U^ E - C, 

where the ratio E : C may have any value according to the natiu-e 
of the fluid. 

But, fiuther, the useful work done is also the work-equivalent 
of heat which disappears diuing the process; that is to say, the 
heat supplied by the source or sources is greater than the heat 
abstracted by the refrigerator exactly by the equivalent of the 
useful work done, so that, if C be the heat expended, E the heat 
rejected, we have necessarily, 

U^Q - B, 

The ratio Q : 7?, however, is not capable of variation in the way 
that the ratio ^ : C is, according to the nature of the fluid ; on the 
contrary, it will be shown that, whatever the fluid be, that ratio will 
always have the same value provided the changes of state of the 
fluid follow a certain prescribed law. Hence the efficiency U : Q oi 
the engine is to a great extent independent of the nature of the 
fluid, just as much as of the mechanism of the engine (see Art. 27), 
being chiefly dependent on the way in which the fluid is supplied 
with heat ; and whatever the engine be, a large amount of heat 
always passes into the refrigerator, being merely conveyed there 
from the source by the agency of the fluid. 

In the present chapter we shall suppose that the supply of heat 
proceeds from a single external source at a given fixed tempera- 
ture. 
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54. Again, bodies may be cooled by mechanical agency, and 
when a machine employed for this purpose is examined it is found 
to consist of the same essential parts as a heat engine. In both 
cases there is a working fluid which goes through a cycle of changes 
as it alternately receives and rejects heat : the difference is that, in 
the refrigerating machine, the fluid instead of supplying energy, is 
constrained, by energy received from without, to go through its cycle 
in a reverse direction, drawing heat from a cold body, and supplying 
it to a comparatively hot body. In other words, a refrigerating 
machine is simply a heat engine which works backwards. 

The cycle in the heat engine may be completely reversible, and 
when it is so, the engine will be of maximum efficiency, as has been 
already shown in air engines. To secure this important character- 
istic, two conditions are necessary, and, if the fluid oflers no sensible 
resistance to change of shape (page 60), will also be sufficient. 

In the first place, the reception of heat from the source, and the 
rejection of heat into the refrigerator, must take place at tempera- 
tures not sensibly difibrent from those of the bodies themselves. 
This point has already been fully considered in the case of air 
engines, and we shall return to it again presently. 

In the second place, in order to secure reversibility, it is neces- 
sary that the expansive force of the fluid should be exactly balanced 
by the resistance which is being overcome. If it should be greater 
than the resistance, then the excess takes effect by generating kinetic 
energy in the particles of the fluid, which are thrown into violent 
motion. In order exactly to reverse such a process, it would be 
needful to direct the motion of the particles so as to compress the 
fluid again without the application of any other external force than 
that originally overcome when the fluid expanded. Such direction 
is obviously impossible, nor is it less impossible to set the particles 
of fluid in motion by the direct action of heat reversing the process 
by which kinetic energy is transformed into heat by fluid friction ; 
hence unbalanced expansion is necessarily irreversible. When, for 
instance, the exhaust is opened at the end of the stroke in a steam 
cylinder, the steam rushes violently into the condenser, and the 
greater part of its expansive energy is employed in generating kinetic 
energy, which is afterwards changed into heat by fluid friction ; to 
take hold of the particles of steam, and direct their motions so as to 
cause them to enter the cylinder again without the application of 

K 
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pressure, is impracticable, even were it possible to set them in 
motion by the direct action of heat^ and the ordinary steam engine 
in which the expansion is incomplete is consequently irreversible. 

65. Whether completely reversible or not, however, a heat engine 
may be conceived to work backwards, and, when it does so, the 
original source .of heat plays the part of a receiver of heat, and the 
original refrigerator becomes a source from which heat is derived. 
Hence, by a proper application of mechanical energy, heat can be 
taken away from a body of low temperature, and supplied to a body 
of high temperature. The refrigerating machines, of which 
examples have already been given, actually perform the operation. 

Now this is essentially an artificial or non-natural effect ; when 
we speak of one body as hot, and another as cold, no other meaning 
can be ascribed to these words than that heat tends to flow from the 
hot body to the cold one, and will certainly do so if no external 
cause prevent ; much more then are we justified in saying that in 
the natiuul order of things heat will not pass from a cold body to a 
hot one, but only imder the influence of some external agency. 
This is expressed in formal terms by the annexed statement of the 
Second Law of Thermodynamics. 

Heat cannot pass from a cold body to a hot one by a purely self-acting 
process. (Clausius' Statement.) (See Appendix.) 

It is easy to see what enormous consequences the denial of the 
principle would involve in the theory of the steam engine, for all the 
heat expended in the boiler which is not transformed into mechani- 
cal energy — ^that is to say, at least five-sixths of the whole amotmt — 
appears in the condenser, being employed in heating the condensa- 
tion water, and if it were possible by some self-acting contrivance to 
cauBe that heat to flow from the condenser into the boiler, it is 
manifest that the said five-sixths of the consumption of heat might 
be saved. It is certain, however, that this is impossible, but that to 
cause the heat to flow from the condenser into the boiler we must 
have recourse to some artificial process which, like working a heat 
engine backwards, involves in some way or other, directly or 
indirectly, the expenditure of energy to as great or greater amount 
than we can recover by utilising that heat in the boiler ; and the 
second law of thermodynamics merely amounts to a statement of 
this impossibility. 
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By aid of this law we are able to prove an extremely important 
theorem, due to Camot, which may be thus enunciated : 

Carnot's Principle. — The efficiency of aU reveraibh engines^ work- 
ing between given limits of temperature^ is the same. 

For, let us imagine two engines, A and By of which in the first 
instance we suppose B reversible in the sense explained above, and 
let the power of these two engines be the same, then the engine A 
may be employed to drive the engine B backwards, and the com- 
bination of the two engines will be self-acting, requiring no energy 
derived from without to drive them, but continuing in motion 
(neglecting friction) for ever when once set going. Let Q^ 5^ be 
the heat expended and rejected respectively by the engine A^ and 
let Qb Rb be corresponding quantities for the engine B, so that by 
A the heat Q^ is taken from the hot body, and the heat R^ added 
to the cold body, while by B the heat Qb is added to the hot body, 
and the heat Rb taken away from the cold body. Then the final 
result of the working of the combination is that Q^ ~ Qb has been 
taken away from the hot body, and R^^ - Rb has been added to the 
cold body. But since the power of the engines is the same, 

Qj' Rj^Qb- Rb, 
•. Qa-Qb-^Ra' Rb', 
80 that the result of the working of the combination is that an 
amount of heat Q^ - Qb has passed from the hot body to the cold 
one. Now, since the combination is self-acting, the second law of 
thermodynamics tells us that Q^ cannot in any case be less than Qr^ 
but must be either equal or greater, for if Qb were the greater the 
heat Qb - Qa would pass from a cold body to a hot one through the 
agency of a self-acting machine. But, the efficiencies of the engines 

are ^ ^ — ^ and -^--^r — ?, of which fractions the numerators are 
Qa Qb 

equal, and hence we learn that the efficiency of the engine B cannot 

be less, though it may be greater, than that of the engine A, 

Next imagine not only the engine J?, but also the engine ^ to be 

reversible, and suppose the direction of the combination reversed, so 

that B works forward and A works backward, then manifestly the 

same reasoning shows that the efficiency of A cannot be less but 

may be equal to that of jB, and consequently when both A and B 

are reversible we must conclude that their efficiencies must be equal. 

K 2 
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Moreover, we conclude that the efficiency of an irreversible engine 
cannot be greater, so that an engine which is reversible is also an 
engine of maximum efficiency. In fact, an engine which is not 
reversible has probably always a lower efficiency, as is illustrated by 
the example of the last chapter, and shown more fully presently. 

56. The foregoing reasoning may be put in a somewhat different 
form. Instead of supposing the two engines to be of the same 
power, let the refrigerating machine (say B) supply, at the higher 
limit of temperature, an amount of heat which is just enough to 
supply the heat engine A, or in other words let Q^ = Q^. Then if 
the efficiencies of the two engines are not the same, suppose that of 
A the greater, so that Q^ - E^ is greater than Qb - Rb- Evidently 
B^ must be less than Bb, so that the amotmt of heat Bg - B^ is 
<irawn from the cold body by the combined action of the two 
engines and converted into work, without any heat being taken 
from the source of heat. If the efficiency of A is less instead of 
greater than B, the same conclusion is arrived at by reversing the 
whole arrangement Unless therefore Camot's Principle be true, we 
must admit that a machine can be constructed which not only will 
draw heat from a cold body, however low its temperature, but 
will actually convert the whole of that heat into mechanical energy. 
A refrigerating machine on this hypothesis would be capable, not 
only of working without motive power, but might even serve as a 
source of motive power. The impossibility of this is expressed by 
an alternative statement of the second law. 

Mechanical Energy cannot he obtained from heat by cooling a body 
below the temperature of surrounding objects, (Thomson's Statement.) 

Whichever statement we adopt, the law merely expresses the 
fact that the value of a quantity of heat for mechanical purposes 
entirely depends upon its temperature. If its temperature is low, 
the heat-energy, though existing in its full amount^ will be un- 
available for mechanical purposes. That energy may exist in a 
form which is useless to us, is a matter of common experience. For 
example, each cubic foot of the air in a room, if it were allowed to 
expand while driving a piston till its pressure falls to zero, would 
exert energy amounting to about 2J foot tons. Tie whole room, 
therefore contains an enormous amount of en^gy, none of which is 
available for any useful purpose. 
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57. We can now state certain general conclusions respecting the 
action of heat engines of maximum efficiency, or, as we may express 
it^ of Perfect heat engines, when supplied with heat from a single 
external source. 

Each repetition of the sefies of changes which the fluid under- 
goes includes four periods. 

(1) Expansion at constant temperature accompanied by recep- 

tion of heat from the source. 

(2) Expansion at falling temperature without gain or loss of 

heat 

(3) Compression at constant temperature accompanied by re- 

jection of heat 

(4) Compression at rising temperature without gain or loss of 

heat 
But we have already considered a reversible air engine in which 
the cycle is of this kind, and we found that the efficiency was 
(page 91)— 

U __ Q-R ^ T,-T, 
Q^ Q T, 

where T^, T^ are the absolute temperatures of the hot and cold body. 
We therefore conclude that every engine in which the working fluid 
goes through this cycle must have an efficiency expressed by this 
formula, whatever the fluid be ; and, moreover, that no non-re- 
versible engine can have a greater efficiency. 

In the steam engine, as will be explained farther on more fully, 
the first period is that of the evaporation of the water in the boiler, 
the second is that of expansion in the cylinder, the third that of 
condensation in the condenser, while the fourth is that of forcing the 
water into the boiler ; but inasmuch as the ordinary steam engine is 
not a perfect engine, but can only be made so by certain ideal 
arrangements to be explained farther on, none but the first satisfy 
the needful conditions for maximum efficiency, and even the first is 
usually imperfect in practical cases. 

Let now /j be the internal work done during the first period, 
and E^ the energy exerted on the working piston, then 

= /i + ^, ; 
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so, if /g be the internal energy given out during compression in the 
third period, and C3 the corresponding work done upon the fluid, 

i? = /3 + C8. 

In the second period, a portion of the internal energy stored up in 
the fluid is utilised in performing external work by expansion : 
while, in the fourth period, energy derived from external sources 
is employed in compressing the fluid and increasing its store of 
internal energy. 

The equation just given connecting £/, Q, and E may be written 
thus: 



T, - 1\ 



8 



that is to say, although the internal and external work may vary 
greatly according to the nature of the fluid, yet they are not alto- 
gether independent of each other, but must satisfy the above 
equation, which furnishes a restriction on the possible variation of 
constitution of fluids. 

In the case of air, the quantities /^ I^ are zero, since no change of 
internal energy takes place when perfect gases expand or contract 
at constant temperature, all the heat received or rejected being 
represented by the energy exerted or work done ; hence, 

that is to say, in fluids so constituted, although all the heat ex- 
pended is transformed into mechanical energy in the first instance, 
yet the power required to work the indispensable compressing 
apparatus is so great as to absorb the greater part of it, leaving only 
a fraction available for useful purposes. On the other hand, if 
instead of air we employ steam, then the power required to work 
the compressing apparatus, that is to say, to overcome back pressure, 
is comparatively small ; but then the quantities /j /g, representing 
heat expended in internal changes, so far from being zero, are very 
large, so that in this case also but a small fraction of the heat 
expended is available for useful purposes. 

Our general reasoning shows that this difliculty can never be 
overcome, and that if the heat be used in any other way than that 
just described, the result will be still more unfavourable. 
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Analogy between a Heat Engine and a Water-power Engine. 
AuxUiary Heai Engines. 

58. A reader who for the first time is introduced to the reason- 
ing just now given, will complain, and not altogether without 
reason, of its abstract and difficult character. This is in part due to 
its great generality, for all reasoning is more difficult to grasp the 
greater number of cases it covers ; but it is also due to the novelty 
of the ideas involved, which are in many respects different from 
anything to be found in any other branch of science. It may be 
then of some service, if we draw a parallel between the case of a heat 
engine and that of an engine driven by falling water, which although 
far from perfect, is nevertheless so far true as to be some help in the 
comprehension of the ideas in question. 

In order to produce mechanical energy by means of heat, we 
must, in the first place, have bodies of different temperatures, 
since all changes produced by heat are due to the passage of 
heat from one body to another, for which passage difference 
of temperature is an indispensable condition. In the second place, 
in addition to the hot body or source of heat, and the cold body or 
receiver of heat, we must have a third intermediate body, by the 
agency of which heat is transferred from the hot body to the cold 
body, and through the changes of volume of which mechanical 
energy is exerted. If no such third body exist, the heat simply 
passes from the hot to the cold body without doing any work, and, 
when once it has done so, the second law just enunciated tells us 
that the opportunity of doing work, which might have been utilised, 
has been irretrievably lost. 

Now, when work is done by means (A falling water, it is in the 
first place necessary to have a fall, that is, a passage of water from a 
high to a low level, and in the second, a suitable machine to receive 
the falling water, and transfer it mechanically from the high level 
to the low level ; if no such intermediate agency exists, the water 
descends indeed, just as the heat flows from the hot body to the 
cold one, but none of the energy of the falling water is changed into 
useful work. 

Hence heat may be described as descending from a high tempe- 
rature to a low one and doing work by the agency of steam or air in 



Digitized by VjOOQIC 



136 PERFECT THERMODYNAMIC MACHINES. [Ch.V. 

the course of its descent, whUe the power of doing work by such 
descent, if not properly utilised, is lost in the water-power engine, 
just as in the heat engine. Hence also the conditions of perfect 
efficiency may be described in terms to a great extent identical. 
For, in the water-power engine, in order that every particle of 
the energy of the falling water may be employed in useful work, 
the transfer of the water from" a high level to a low level must 
be wholly produced by the artificial agency of the water wheel ; 
if the water pours from a certain height on to the wheel, or pours off 
the wheel on to the lower level, the difference of level thus repre- 
sented is wholly or partially wasted. So in the heat engine, if the 
heat descends from the source to the steam or air, or from the steam 
or air to the cold body, through a sensible interval of temperature, 
then the difference of temperature in question, which might have 
been utilised, is wasted, or, in other words, for maximum efficiency 
the steam or air must receive heat at the constant temperature of 
the source of heat, and reject it at the constant temperature of the 
cold body or receiver of heat. And, still fiuther, the condition or 
maximum efficiency of a water machine may be described as 
consisting in the machine being reversible, for that condition consists 
in the water entering the wheel without shock, and leaving it 
without velocity, a condition which, if exactly satisfied, would 
enable us, by reversing the motion of the water wheel, exactly to 
reverse the process to which the water is subjected, raising it without 
loss of energy from the low level to the high level by means of 
energy drawn from external sources. An imperfect water wheel 
may in like manner be described as non-reversible. 

The parallel here drawn is due to the celebrated Camot, to whom 
we also owe the conception of a reversible heat engine : but it applies 
more completely to Carnot's conception of the action of a heat 
engine than to its true action as now imderstood. Camot was a 
believer (like most persons of his time) in the material nature of 
heat, and hence, when he speaks of heat descending from one level 
to another, none of it is regarded as disappearing in the process, but 
the work done is conceived as done at the expense of the difference 
of temperature : heat of high temperature possessing more energy 
(to use the language of modem science), than heat of low temperar 
ture. We now know that this is not so ; the mechanical equivalent 
of the heat in the condenser of an engine is just the same as that of 
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the heat in the boiler, and hence difference of temperature does not 
in itself constitute energy, but is merely an essential condition that 
heat may be changed into work. But although temperature is not 
in itself energy, yet it is temperature which gives to heat its value 
for all useful piuposes, so that the parallel in question still to a 
great extent holds good. The parallel is by some writers made 
closer by the introduction of certain ideal quantities called " heatr 
weights," found by dividing quantities of heat by the corresponding 
absolute temperatures, but the " heat weight " appears to be such a 
purely artificial conception that we have not thought it desirable to 
introduce it here. 

59. An additional help towards the comprehension of the prin- 
ciples we have been trying to explain occurs in considering the action 
of the steam and ether engine actually used for marine propulsion, 
and only abandoned on account of the practical difficulties 
involved. 

Ether is a fluid which evaporates and produces vapour of con- 
siderable pressure at temperatures not exceeding the temperature of 
an ordinary condenser. Accordingly, the surface condenser of a steam 
engine may be used as the boiler of an ether engine, which will do 
work without the expenditure of any heat except that furnished by 
the exhaust steam of the steam engine ; the work so done will be so 
much clear gain, and the efficiency of the combined steam and ether 
engine will be greater than that of the steam engine alone. Now the 
reason of this is clearly that we make use of the difference of tem- 
perature, otherwise wasted, between the condenser of the steam 
engine and surrounding bodies. 

So, again, the hot gases of a furnace have a very high temperature, 
far higher than the temperature of the steam boiler by which the heat 
is utilised. If then we imagine a fluid to exist which, evaporated at 
or near that temperature, produces vapour of considerable pressure, 
then that fluid might be used in an auxiliary engine, which received 
heat from the hot gases, and rejected heat into the steam boiler, which 
would serve as its condenser. In such a case the work done by 
the combination and the heat expended would be increased by equal 
quantities, and the efficiency would consequently be greater than 
that of the simple steam engine. 

Such auxiliary engines may involve practical difficulties, rendering 
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them incapable of being brought into practical use, but their concep- 
tion alone is sufficient to enable us to see how completely the 
power of a heat engine is dependent on difference of temperature, 
and how certain it is that the greater the difference of temperature 
the more efficient the engine must be, other things being equal. 
Moreover, we can see that every time difference of temperature 
is wasted, efficiency is wasted, or, in other words, that among the 
conditions of maximum efficiency must be those already stated, 
namely, that the steam, air, or other fluid must receive heat at the 
constatU temperature of the source of heat, and reject heat at the constant 
temperature of the receiver of heat. To put the same thing in other 
words : we must utilise, as far as possible, every available difference 
of temperature, just as, in the case of an hydraulic machine, we 
carefully utilise every part of the available fall. 

The other condition, previously stated to be included in reversi- 
bility, has not perhaps been absolutely proved to be in all cases 
indispensable to maximum efficiency, but no doubt in all practical 
cases it is necessary that no part of the expansive energy of the fluid 
should be converted into kinetic energy by wholly or partially 
unbalanced expansion. 

Every possible condition, of whatever kind, however, is always 
included in the one word reversibility ; every heat engine which is 
completely reversible will be of maximum efficiency, . though it 
may be difficult to prove, conversely, that the efficiency of every 
conceivable non-reversible engine is njecessarily less. 

60. Let us now imagine the temperature T^ of the hot body, or 
source of heat, to be divided into n equal parts, and let us imagine 
a quantity of heat Q to flow from that body to a second body, the 



temperature of which is T^ (l ), then our results show that 

a quantity - of mechanical work is capable of being produced, 

and that, consequently, if such conversion be effected, the quantity 

n - 1 
of heat . Q will pass into the second body. Now imagine a 

(2\ 
1 j, and let this heat 
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pass from the second body to the third body ; then the heat capable 
of being turned into work is 

" - 1 n ^1 



.Q.tl 



that is - as before. This process may be continued indefinitely, and 

we thus see that — 

If the temjperature of a source of heat be divided into any number of 
equal parts, then the effect of each of these parts in causing work to be 
performed is the same. 

It is in this form that Rankine enunciates the second law of 
thermodynamics, and his view may be illustrated by the analogy 
just considered between the difference of level, which causes work to 
be performed by an hydraulic machine, and the difference of tem- 
perature which causes work to be performed by a heat engine. 
Each foot of fall in a water wheel is equally effective in doing work 
by means of the water wheel, and just so each degree of temperature 
passed through during the passage of heat from a hot body to a cold 
one is equally effective in causing work to be done by a heat engine 
working by means of this heat. 

The tepaperatures in question are, as our investigation shows, to 
be measured on the perfect gas thermometer, which is therefore 
entitled to be considered as a definite measure of temperature. 
Temperature, being by its nature incapable of direct measurement, 
can only be measured by considering some physical effect which 
difference of temperature produces; thus the ordinary mode of 
measurement is by observing the expansion which bodies undergo 
when their temperature is raised. This, however, is inconvenient 
for scientific purposes, since no two thermometers give exactly the 
same results ; for instance, the mercurial and air thermometers, if 
graduated to indicate correctly the temperatures of melting ice and 
of water boiling under a given pressure, will be found to differ at 
intermediate temperatures. We must^ therefore, consider some 
other physical effect due to difference of temperature, and the only 
one known to be independent of the particular body operated on is 
the power, of which we have just been speaking, which difference of 
temperature possesses of converting heat into work. If equal 
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intervals of temperature be understood to mean equal capability of 
converting heat into work, we get a scale of temperature, which 
may, with propriety, be called absolute^ and which, as our investiga- 
tion shows, coincides with that of the perfect gas thermometer, that 
is (sensibly) with the air thermometer ; and the term " absolute," 
already applied to temperature measured in this way, is hereby 
justified. 

Performance of a Perfect Heat Engine, Applicaium to the Steam 

Engine, 

61. Thus we see that if a heat engine be perfect, its efficiency 

T - T 
is -^ — ^, where 7\ T^ are the absolute temperatures between which 

the engine works ; or if Uhe the work done in a given time, Q the 
heat expended in the same time, 

Q = jr^ X U, 

hence the expenditure of heat per H.P. per minute is given by 

T 
Q = 42-75 . Tp — ^ . (thermal units), 

a formula which gives the least amount of heat necessary to produce 
the given power, so long as we are restricted to work within the 
given limits of temperature. Let us now consider what those limits 
of temperature are in the case of the steam engine. 

The inferior limit T^ can in no case be less than the temperature 
of the atmosphere, and in the case of the condensing steam engine 
may be taken as 100** F., which is about the temperature of the 
condenser. Du Tremblay, indeed, virtually lowered this temperature 
to 60° F., or thereabouts, by the addition of an ether engine working 
between the temperature of the exhaust steam and the temperature 
of condensation of ether ; but on account of the practical difficulties 
attending the use of ether, this plan is not likely to come into 
ordinary use. In the non-condensing steam engine, T^ is the 
temperature corresponding to the atmospheric pressure, that is to 
say, 212* F. 

The superior limit T^ in a simple steam engine, is the temperature 
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of the boiler ; for although the hot gases of the furnace have a vastly 
higher temperature (say /), yet the power of turning heat into work, 
due to the difference of temperature t - T^, cannot be realised by 
the arrangements of an ordinary steam engine. In order to realise 
it, it would be necessary to have a fluid which evaporates at a 
temperature t of say 1000° F., and condenses at a temperature a 
little above that of an ordinary steam boiler. Such temperatures 
are impracticable in practice, and hence the superior limit must be, as 
stated, the temperature of the boiler. 

The annexed table shows the performance of various descriptions 
of perfect heat engines working under various circumstances, ex- 
pressed in thermal units per I.H.P. per minute, and also in terms of 
the consumption of coal. 

The consumption of coal will of course depend on the quality of 
the coal and the efficiency of the boiler. In seeking a theoretical 
limit to the amount of power which can be produced from a pound 
of coal, it is perhaps proper to consider the efficiency of the boiler 
unity, in which case, if we adopt pure carbon as the standard quality 
of coal, the consumption will be given by 

^ ^ 60 C 



14,500 



The total heat of combustion of actual coal is sometimes nearly 
10 per cent, greater than that of carbon, but is more often less. 

The table, then, shows the consumption of a perfect engine and 
boiler imder the circumstances indicated : to provide for losses 
connected with the boiler, from 30 to 50 per cent, must be added to 
the numbers given. 

When a superheater is used, the superior temperature will of 
course be that of the superheater, which will not then correspond to 
the boiler pressure. 

The sixth column shows the efficiency, from which it appears 
that, in the best possible steam engine, unless the steam be super- 
heated considerably, at least two-thirds of the whole heat expended 
is wasted, the waste arising from no fault in the construction or 
nature of the engine, but solely from the narrow limits of temperature 
within which we are restricted to work. To obtain a better result 
it will be indispensable to overcome in some way or other the 
practical difficulties which exist in employing unusual temperatures. 
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Performance op a Perfect Heat Engine. 



Description of Engine, 



r2^ 



I- 



•■Si. 



II 



n 

Q a L^ 

ill. 



I 






Non-condensing steam 

engine. 
Inferior temperature, 

212^ 



Condensing steam en- 
cine. 

Inferior temperature, * 
100". 

Steam and ether en- 
gine. 

Inferior temperature, 
60^ 

Air engine. 

Inferior temperature, 
60^ 



401 
363 
341 
312 
287 
341 
324 
293 
250 
228 

341 
293 

660 



250 

160 

120 

80 

55 

120 

95 

60 

30 

20 

120 
60 



195 
233 
266 
329 
427 
143 
150 
167 
203 
230 

122 
138 



806 
964 
1-10 
1-36 
1-77 
•592 
•621 
•691 
•840 
•952 

•505 
•571 



79^8 ^33 



219 
183 
161 
130 
100 
299 
285 
256 
211 
186 

351 
309 

•536 



152 
190 
223 
286 
384 
100 
107 
124 
160 
187 

79^3 
95 3 

37^1 



Again, the expenditure of heat in a perfect steam engine, as 
shown by the fourth column, is much less than than that of an actual 
engine under the same circumstances, showing that faults in the 
construction of the engine or the treatment of the steam must exists 
which, at least theoretically, are remediable. This is shown in a 
striking manner by comparing the performance of a perfect engine 
working at 95 lbs. per square inch absolute, with that of the same 
engine working as in Chapter IIL (page 51). Here the boiler 
pressure is the same and also the condenser temperature, yet the 
expenditure of heat is, even at the greatest expansion theoretically 
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available, 236 thermal units per LH.P. per minute, instead of 150 
as in the perfect engine. The exhaust waste is here not included, 
and the loss arises from improper application of heat and excess back 
pressure, as will be explained fully in a later chapter. 

The table further shows that the gain by the use of steam of high 
pressure is not very great, because the temperature of steam at high 
pressure increases but slowly with the pressure. The theoretical 
gain by the addition of a condenser, on the other hand, is very large ; 
but it will be seen hereafter that the condensing engine is a much 
more imperfect machine than the non-condensing, so that much of 
that gain cannot be realised in practice. When the temperature is 
low the pressure is low, and this renders it more difficult to approach 
in practice the theoretical efficiency. 

62. We will now consider the case of a steam engine working 
under conditions of maximum efficiency. 



Fig. 19. 




The figure (Fig. 19) shows the indicator diagram of an engine of 
maximum efficiency, X being the line from which pressures are 
measured, and Y the line from which volumes are measured. At 
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the point 1 the pressure and volume of 1 lb. of water in the boiler 
are represented, which water, during admission, is evaporated at 
constant pressure, as represented by the straight line 1 2, the other 
extremity 2 of which represents the pressure and volume of the 
steam produced. The steam is then cut off, and expansion takes 
place without gain or loss of heat till the pressure has fallen to 3, 
which must be supposed the pressure in a surface condenser. At the 
end of the stroke the piston returns, and condensation takes place 
under that same constant pressure. 

So far the diagram is exactly the same as an ordinary indicator 
diagram in which expansion has been carried to its extreme limit, 
namely, till the pressure has fallen to the pressure of the condenser. 
But now, instead of the condensation being complete, we must 
imagine it stopped at a suitable point 4, and the mixture of steam 
and water compressed without gain or loss of heat until it becomes 
once more water of the pressure and temperature of the water in 
the boiler. Then, if we suppose the condensed steam returned into 
the boiler, the process may be repeated indefinitely. The diagram 
is drawn to suit the particular case in which the engine is working 
between the temperatures 302° and 212° : the possibility of the 
supposed operations and the manner in which the numerical data 
are obtained will be shown hereafter (page 217). 

Evidently this engine satisfies the conditions of maximum 

efficiency, for it receives all its heat at the constant temperature (7\) 

of the boiler, and rejects all its heat at the constant temperature (T^) 

of the condenser, and is moreover in all other respects reversible. 

T - T 
Hence its efficiency must be -^ — - , but the heat expended per 

1 lb. of steam is L^ , the latent heat of evaporation of water at the 
absolute temperature T^ , therefore we have 

T - T 
Work done per lb. of steam = -^ — . L^ , 

which work is represented geometrically, as usual, by the area 1, 2, 

3, 4 of the indicator diagram, 

T - T 
.-. Area of Diagram = -^^-= — - . Li 

This equation leads to an extremely important result, for let us 
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suppose that T^ is very nearly equal to T^ then the area of the 
diagram is very nearly 

(i>, -p,)K-,), 

where Pj Pg are the pressures corresponding to the temperatures 
T^ 7*3 of saturated steam, v-^^ the specific volume of saturated steam 
at 7\ , and s the specific volume of liquid water. Then we have 

(A - ^.) ("i - «) = A ^''-'- 

I rise 
of temperature A T, 



or if A P be the rise of pressure corresponding to a very small rise 



A T 

AP(i;-3) = L.^, 

in which equation the sufi&xes are omitted as no longer required. 
The consumption of steam in a perfect steam engine, working as 
just described, is given by 

where L^ is the latent heat of evaporation at 7\. The consumption 
of steam is a measure of performance which is always inaccurate, 
because a pound of steam requires a different amount of heat to 
produce it, according to the temperature of evaporation and the 
temperature of the feed water. In the present case the feed is raised 
in temperature by compression instead of by direct application of 
heat, and consequently each pound of steam requires much less heat 
to produce it. Hence an engine might be conceived which consumed 
less steam while at the same time, not being perfect, its expenditure 
of heat was greater. The total heat o£ evaporation Hi - Hq is some- 
times used, for this reason, as a divisor instead of L^y but the best 
measure of the performance of an engine is the quantity of heat 
expended per LH.P. per minute ; the consumption of steam should 
only be used as a measure of comparative performance when the tem- 
perature of the feed is nearly the same in the cases compared. 

Fapour Engines, 

63. The indicator diagram just given (page 143) for the case of 
a steam engine working under conditions of maximum efficiency 

L 
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applies to all engines emplopng a volatile fluid which, during the 
cycle of the engine, is alternately evaporated and condensed. The 
maximum efficiency of all such engines is given by the same formula, 
and the latent heat of evaporation is connected with the pressure, 
density, and temperature in the same way, so that with the same 
notation as in the preceding article we find, from the result just 
given, 

a very important formula, true for all fluids, and which may be even 
employed in the case of the fusion of a solid. 

Engines which employ a volatile fluid as the working agent may 
be described generally as Vapour Engines ; they form a distinct class 
of thermodynamic machines, of which the steam engine is the 
principal example. They possess the great advantage that the com- 
pression part of their cycle absorbs only a small part of the energy 
given out in the expansion part. So far as thermod3mamic effici- 
ency is concerned this is unimportant, but the bulk and friction 
of the machine are much diminished, as may be seen from what 
was said in the case of air engines. 

A vapour engine, therefore, is generally the most economical 
heat engine. The kind of fluid makes no difference so far as 
thermodynamic efficiency is concerned, but in practice many things 
have to be considered of which the pressure due to a given temperar 
ture is one of the most important. If that pressure be too low for 
the temperature it is intended to use, the bulk of the machine and 
various losses of the nature of friction will be too great. Hence the 
kind of fluid chosen will depend chiefly on the range of temperature 
it is desired to utilise. For such temperatures as are used in non- 
condensing steam engines no fluid is so suitable as water, the 
efficiency of such engines in practice being very considerable as 
compared with that of a perfect engine working between the same 
temperatures. In condensing steam engines the pressure at the 
lower part of the range of temperature is too low and a different 
fluid would be advantageous, while to utilise differences of tempera- 
ture below 100** F. a more volatile fluid is indispensably necessary. 
No such fluid has hitherto been found suitable for tiie purpose, 
and such differences of temperature are consequently at present 
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altogether wasted. To utilise high temperatures, say above 400', 
some form of gas engine must be employed, for in steam engines 
such temperatures are injurious to the working parts. And it must 
further be remembered that the action of the sides of the cylinder 
might possibly be much diminished by the use of a working fluid 
other than steam. Apart from considerations such as these, the 
kind of fluid is immaterial. 



Performance of a Reversed Heat Engine. Reversed Vapovr Engines. 

64. A thermodynamic machine is capable of being worked either 
forwards or backwards, and most actual machines occur in both 
forms. In the first case a current of heat flows from a hot body 
to a cold body, and a fraction of it is converted into mechanical 
energy : the machine is then a heat engine, by means of which we 
derive mechanical energy from heat. In the second case the 
direction of the current is reversed, so that heat flows from a cold 
body to a hot body in consequence of a supply of mechanical energy 
from external bodies. The machine is then commonly employed for 
refrigerating purposes, and for this reason is called a '' refrigerating 
machine "; but it might also be called a "warming machine," being 
capable of being used for the production of warmth by heat derived 
from cold surrounding objects. 

When the thermodynamic machine is perfect, the relation 
between the quantity of heat flowing in the current and the me- 
chanical energy generated or absorbed, is exactly the same in 
whichever direction the machine is worked, being dependent solely 
on the interval of temperature bridged over by the machine and the 
temperature of the current. All the results given in the table, 
page 142, are, therefore, capable of being used for a reversed heat- 
engine when properly interpreted. As, however, the limits of 
temperature are generally quite difierent in the two cases, being 
much lower in the reversed engine, it is advisable to make a fresh 
calculation. 

The annexed table gives numerical results in two cases. In the 
first a perfect refrigerating machine is employed to abstract heat 
from some liquid not easily frozen, at a temperature of 19' F., and 
discharge it into the atmosphere at 67' F. The table shows the heat 
abstracted per H.P. per minute, corresponding to the " heat rejected " 

L 2 
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in the heat engine of the preceding table. The cold liquid is 
supposed to be employed to produce ice from water at the atmospheric 
temperature, and the table shows the weight of ice per H.P. per 
hour. 

Performance of a Reversed Heat Engine. 



Temperatures. 


Thermal Units per 
H.P. per Minute. 


Lbs. of 
Ice per 
H.P. 

Hour. 


Cubic 
Feet of 

Warm 
Air per 
Minute. 


Effi- 


T. 


T. 


Abstracted. 


Supplied. 


ciency. 


528 = 67'*F. 
553 = 92'* F. 


480=19'* F. 
493 = 32 T. 


427 
351 


470 
394 


146-6 


382 


10 
9-22 



In the second case a reversed heat engine is employed to warm 
air derived from the atmosphere at 32*, the temperature desired 
being 92° F., so that the air is warmed 60^ The table shovs the 
heat supplied per H.P. per minute corresponding to the " heat 
expended ** in the heat engine, and also the number of cubic feet of 
air which, theoretically, might be warmed at constafU pressure by 
this amount of heat. A comparison of these results with the 
corresponding results for the heat engine is not without interest, for 
it shows that, ideally, a hOTse-jxjwer may be produced by an expendi- 
ture of heat of about ^0 thennal units per minute, and employed to 
generate about 400 thermal units per minute, that is, about five 
times as much, the difference being drawn from the atmosphere. 
When, therefore, we warm our houses by the direct action of heat 
derived from combustible bodies, we waste by far the greater part 
of it by making no use of the high temperature at which the heat is 
generated, a small quantity of heat at high temperatiu*e being ideally 
capable of raising a large quantity to a moderate temperature. 

The last column of the table shows the " efficiency " — ^using this 
term in the same sense in which it is used in the case of a heat 
engine. In the wanning machine we see that the supply of heat is 
9 • 22 times the heat equivalent of the mechanical energy supplied by 
water-power or some other motor, a number which is the reciprocal 
of the "efficiency" of the coresponding heat engine. In the 
refrigerating machine the heat abstracted, which in this case measures 
the value of the machine, is 10 times the heat equivalent of the 
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power of the motor. Further remarks will be made on this point at 
the close of the present chapter. 

65. As already explained at some length, the difficulty of 
economically heating and cooling large masses of air, and internal 
friction, render a reversed air engine an inefficient refrigerating 
machine so far as regards economy of power. They are, therefore, 
frequently replaced by reversed vapour engines. 

The diagram of a reversible vapour engine has already been given 
(Fig. 19, page 143), and we have only to choose a suitable vapour to 
employ. 

(1) A reversed steam engine may be used as an ice-making 
machine, working between the limits of 32° and say 95°, but the 
corresponding pressiu'e limits are very low, being only about 12 J 
and 116 lbs. on the square foot Hence the machine is only suitable 
for use on a small scale.* 

(2) In the case of ether the pressures at the limits of temperature 
just mentioned are much more convenient, being about 3^ and 15 lbs. 
on the square inch respectively, and an ether machine has con- 
sequently been used to a considerable extent. The principal objec- 
tion appears to be the inflammable character of the fluid, which has 
occasioned several accidents. 

(3) More recently anhydrous ammonia has been used to a great 
extent, though in warm climates the pressure is somewhat excessive, 
being about 4^ and 13 J atmospheres at the limits stated above. This 
machine will now be briefly noticed. 

The essential parts of the machine are (1) a double-acting, 
compressing pump, driven by a steam engine, which forces ammonia 
gas into (2) a condenser consisting of a coH of iron piping surrounded 
by circulating water which abstracts the necessary amount of heat. 
These operations are represented in the diagram. Fig. 19, by the com- 
pression curve 32 and the horizontal line 21. A small orifice at the 
further end of the condensing coil now allows the liquefied ammonia 
to escape at high pressure into a continuation pipe which leads to 
(3) the refrigerator, consisting of a second coil of piping placed in a 
refrigerating tank containing brine. During this operation the liquid 
ammonia evaporates, in consequence of the fall of pressure, and 

* A description, with illustrations, of one of these machines by Messrs. 
Southby k Blythe, will be found in the Engineer for December 28th, 1888. 
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absorbs heat from the brine, which is thereby cooled to any desired 
extent. The first part of this operation, which would otherwise be 
represented by the curve 14 in the diagram, is irreversible, but the 
second part is represented by the horizontal line 43. The gas now 
passes back into the compressing pump and the cycle recommences. 

The cycle of this machine is by no means perfect, and besides 
there are losses from the friction of the long coils of piping and 
leakage of heat into the refrigerating tank. A machine of this class 
on the Lindl system is said to require 30 H.P. (effective) to produce 
1 ton of ice per hour, which is equivalent to about 75 lbs. per 
H.P. per hour. If this estimate be correct, we find, on comparison 
with the result given above for an ideally perfect machine, that 
the " true " efficiency is about 60 per cent. 

The irreversibility of a part of the cycle is due to the absence of 
a pump similar to the feed pump of a steam engine : if this could be 
provided the machine might evidently be used as a heat engine in 
cold climates. Little has been as yet done to utilise differences of 
temperature such as that between the condenser of a steam engine 
and the atmosphere. An ammonia engine must be very perfectly 
closed from the nature of the gas, and the mechanical difficulties of 
making it so appear to have been completely overcome in the Linde 
machine, the loss of ammonia in which is very small. 

Efficiency of Thermodynamic Machines in general, 

66. We are now enabled to give a complete answer to the 
question which forces itself on our attention on first commencing 
the study of heat engines, as to the cause of the low apparent 
efficiency of these machines. We find that no direct method of 
converting heat energy into mechanical energy exists or is even 
conceivable : such direct conversion would involve a manipulation 
of the ultimate atoms of which matter is composed, which may be 
compared with an attempt to reverse the unbalanced expansion of an 
elastic fluid (page 129) but which is still less conceivable. The only 
way in which the conversion can be accomplished is by a machine 
which utilises some difference of temperature which is available 
to us, by means of a current of heat, the magnitude of which is 
greater the smaller the difference of temperature, and which is 
always greater than the mechanical energy generated. The ratio of 
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the energy generated to the flowing current which, in the first 
instance, we call the " efficiency " of the engine, though it may be 
regarded as a measure of absolute performance, is in no sense a measure 
of perfection, that is, it is not the true efficiency. It has no other 
signification than the values greater than unity which we obtain for 
the apparent efficiency in a refrigerating machine, and would more 
properly be described as a Co-efficient of Performance. The true 
efficiency of a thermodynamic machine can only be obtained by 
comparison with that of a reversible machine working between the 
same limits of temperature. 

Thus we find that a unit of heat, though it always possesses a 
certain definite mechanical equivalent, the same in all circumstances, 
has a mechanical valtie which is only definite when the temperatures 
are known between which the heat can be used. This value is the 
amount of energy exerted by a perfect engine working between 
those temperatures, and with given temperatures is entirely indepen- 
dent of the kind of machine employed. 

And, conversely, a given quantity of mechanical energy, though 
always equivalent to a certain definite amount of thermal energy, has 
a thermal value which is much greater, being the sum of the equivar 
lent and a quantity of heat, generally much more considerable, 
which by a perfect thermodynamic machine can, ideally, be drawn 
out of cold bodies and applied to useful purposes at any temperature 
which we desire. 

Finally, it is of much importance to remark that, as far as air 
and gas engines are concerned, the conclusions we have arrived at 
are independent of the indirect reasoning by which Camot's principle 
is established, and might have been derived at once from the investi- 
gations relating to these machines in the preceding chapter. All 
that the reasoning in question- shows is, that all bodies alike must 
be so constituted as to render these conclusions true in all cases. 
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CHAPTER VI. 
GENERATION AND EXPANSION OF STEAM. 

A DETAILED comparison between the operation of a perfect steam 
engine and the steam engine as it actually exists will be instituted 
in a later chapter : for the present, however, we proceed to consider, 
more fully, various questions relating to the formation of steam and 
the thermodynamic changes occuring in saturated steam and 
mixtures of steam and water during expansion in a steam cylinder. 

Calculation of the Density of Steam, 

67. First of all it will be shown that the formula already obtained 
(page 145) — 

A T 

may be used to find the density of dry saturated steam of given 
pressure. 

In Table la the pressure in lbs. per square inch is given for any 
temperature, and, besides, the rise of pressure for V rise of tempera- 
ture. By multiplication by 144 we get A P, when A T = 1", and 
by the addition of two consecutive results the value of A P is 
obtained for 2°, corresponding approximately to the intermediate 
temperature : but L is known from Regnault's experiments, hence 
V - sis determined. 

For example, to calculate the volume of 1 lb. of steam at a 
pressure of 25 lbs. on the square inch. Here the corresponding 
temperature is 240° Fahr., and the value of A P for 2° is 

A P = (-458 + -452) 144 = 131 lbs. on the square foot ; 

also by Table IB the latent heat of evaporation per lb. is 

L = 730,700 - 550 = 730,150; 
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therefore, using the formula found above, 

,_^ ; . 730,150 X 2 
131(.-.)=— -^~; 

1,460,300 

whence putting 5 = '016 we get to two pkces of decimals, 

V = 15-92, 

closely agreeing with the result given in the' density table. To 
obtain very accurate results by this method it is necessary, in order 
to obtain a more approximate value of AP, to use a formula 
derived from one of the formulae representing the relation between 
pressure and temperature, instead of resorting to the table, because 
the diflferences are not given by the table with sufficient accuracy 
and (especially at high temperature) the interval of 2° is not 
sufficiently small. This is fiuther explained in the Appendix. 

It is by this method that the density of steam is found by cal- 
culation, as mentioned in Chapter I. The possible errors in the 
calculation are as follows : — 

(1) The mechanical equivalent of heat is taken as 772. As 
stated in Chapter 11. this value is certainly very approximate, and 
there is good reason to believe that the maximum possible error here 
is less than one-half per cent. From the formula it is clear that the 
calculated values of the density of steam are all in the same propor- 
tion, subject to any error occasioned in this way. 

(2) The temperatures were measured by Regnault in his experi- 
ments on a thermometer of real air, whereas in the formula 
temperatures are measured by a thermometer in which a perfectly 
gaseous body is used. The error here cannot be estimated precisely, 
and will be different at different parts of the scale ; but there is 
reason to believe that such error is very small. Also the position 
assumed for the absolute zero is open to possible error not exceeding 
a degree centigrade. Some particulars on these points will be found 
in the Appendix. 

Subject to these observations the density of steam is calculated 
with the same degree of accuracy that Eegnault's experiments were 
made ; and although no calorimetrical experiments can be expected 
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to be free from minute errors, yet it is certain that the accuracy 
actually attained was very great : so that the density of steam 
determined in this way must be within (probably we may say) one 
per cent, of the truth for steam of the same degree of dryness as 
that experimented on by Eegnault. The precautions taken by 
Regnault to secure dry steam were explained in a former chapter, 
and it is probable that the steam from an ordinary steam boiler is 
usually not free from suspended moisture, in which case its latent 
heat will be less and its density greater, as before stated. 

The densities of steam at diiferent pressures are tabulated by 
Rankine in his work on the Steam Engine ; they diifer by minute 
quantities from the results given by continental writers who mostly 
base their work on Clausius' investigations made independently at 
about the same time. The densities given in Table III., and certain 
quantities in Table IV. dependent on them, are derived from Ran- 
kine's results, as more exact values are not attainable in the present 
state of our knowledge. It is much to be wished that a further 
direct experimental investigation should be made of the density of 
steam. 

In Chapter II. the internal work done during evaporation at con- 
stant temperature was expressed by means of an equivalent pressure 
on the piston, called, for brevity, the "internal work pressure." 
The same equation which furnishes the density of steam likewise 
furnishes the value of this pressure. For let P be this pressure, 
then 

Internal Work = P (» - 5) ; 
External Work ^ p\v - s)\ 
Heat Expended = L ; 

.:L = ^ + P){v-B) = (P + P).j-^/j, 

whence 

an equation which furnishes a easy means of calculating P, which, it 
will be observed, is just the same whether the evaporation be partial 
or whether it be complete : that is to say, the values of P are not 
subject to any such uncertainty as may be considered to exist 
respecting the density of steam, except that the scale of Regnault's 
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air thermometer is supposed identical with that of a perfect gas 
thermometer. 

Table V. gives the intemal-work-pressure during evaporation 
at various constant pressures in lbs. per square foot and lbs. per 
square inch, together with the differences needful for interpolation. 
It has been calculated from a formula derived from Bankine's 
formula for the pressure of steam (see Appendix), but a result in 
close agreement may be obtained by the use of Table la together 
with the formula just now given. 

The ratio P:P is given in another column of the same table, it 
is the number denoted by k in Chapters II. and III., and given in 
Table III., for various temperatures. This ratio may likewise be 
obtained direct from Table la, for from the above equation 

which also may be written 

^_ A(logP) _ 1 
A(logr) 

Numerical examples will be found at the end of the table. A 
simple formula for k is given on page 175. 

Generation of Steam in a Closed Boiler, 

68. The question of the evaporation of water in a closed vessel 
has been already considered in the simple case in which the quantity 
of water is so small in proportion to the size of the vessel that all 
the water can be converted into steam without producing excessive 
pressure. It was then shown that the heat required completely to 
evaporate the water could be found without dif&culty ; but it was 
not shown how to find the heat required partially to evaporate the 
water, a case of some interest, involving as it does the expenditure 
of heat in getting up steam to a given pressure in a steam boiler, 
and the rate at which the pressure will rise when the safety valves 
are fastened down and the engine is standing. 

Let the water-room in a boiler be m times the steam room, then 
if 5 be as usual the volume of a lb. of water, it is clear that for 
each cubic foot of water in the boiler before sensible evaporation 
commences there will be 1 + 1 /m cubic feet of total room for water and 



Digitized by VjOOQIC 



156 GENERATION AND EXPANSION OP STEAM. [Oh. VI. 

steam together, and the volume of 1 lb. of water and steam together 
must therefore be 

F=Jl±J.s, 
m 

which volume remains constantly the same during the whole operation. 
Now it has been already shown, in Art. 12, that when water is 
partially evaporated at constant pressure, the internal work done, 
reckoned from water at 32°, is 

where P is the intemal-work-pressure in lbs. per square foot, Vis the 
volume of 1 lb. of the mixture of steam and water, and h has the 
usual meaning. Substituting for V 

m 
a formula which gives the internal work done in producing 1 lb. of 
the mixture from water at 32'^, when the process takes place at 
constant pressure. But it has been repeatedly explained that the same 
amount of internal work is done, however the process of evaporation is 
conducted, and therefore, since in the present case no external work 
is done, this formula gives for each lb. of weight of the contents of 
the boiler the heat expended in getting up steam from water at 
32°. If the water originally have any other temperature /q, then the 
corresponding value of / must be substracted, so that the heat 
expended (Q) is 

Q = A - ^ + J? . (F- P.) foot lbs. 

It will be convenient to have the result in thermal units, which is 
easily obtained by division by 772, whence we have, when the 
temperature tQ is so low that Pq is small enough to be disregarded 

= h ^ h^ + . P thermal uniU*. 

V '*o-^772m 

in which h^ Hq must now of course be taken from the thermal unit 
table. Finally, by writing 

P = 144^ and s = 016 
the convenient formula 
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is obtained for the expenditure of heat in getting up steam to 
temperature t from water at temperature tQ. The first two terms in 
this formula represent the heat which would have been expended if 
the formation of steam had been completely prevented by the appli- 
cation of sufficient pressure to the surface of the water ; the second 
term (always relatively small) is the correction necessary to provide 
for the formation of steam. 

In steam boilers it appears that m is seldom, if ever, less than 
unity : that is to say, that the boiler is rarely less than half full, and 
is usually much more. Putting then m = 1 as the case in which the 
correction is greatest, and taking the values of p from Table V. at 
the end of the book, we obtain the results shown in the annexed 
table, assuming the boiler when cold to be at temperature 60^ 



(Absolute). 


Q 

(Thermal 
Unitfl). 


t-t. 


From 50 Ibe. 
preBBure. 


6'. 


250 


353-7 


341 


129 


98 


140 


301-2 


293 


76-5 


58 


90 


265-8 


260 


41-1 


31 


50 


224-7 


221 






25 


182-2 


180 







If the temperature of the boiler when cold is not 60% but a 
diiferent temperature, then the results of the table are to be modified 
by the addition of the difference when below, or the substraction 
when above, 60*. The third column of the table shows the value of 
t - toy which is less, partly on account of the specific heat of water 
being greater than unity, so that ^ — A^ is greater than t — t^^ and 
partly on account of the correction spoken of above. It will be seen 
that the increase of Q due to these two causes is not of great 
importance, and hence for practical purposes may often be neglected. 

The heat necessary to raise steam at one given pressure to steam 
at another pressure is found by taking the difference of the corre- 
sponding values of Q, Thus, for example, let us suppose a boiler 
working at 50 lbs. pressure absolute, and let it be asked what 
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amount of heat is required to raise the pressure by a givwi amount ; 
then we have only to subtract the value of Q for 60 lbs. from its 
value for the new pressure. The foiirth column of the table shows 
the result for the pressures indicated, from which we see that a 
comparatively small amount of heat is required to produce a great 
increase of pressure. 

The time occupied in raising the pressure can be found when we 
know the amount of heat furnished by the furnace, and the cubic 
contents of the boiler. The proportion which the water contained 
in a boiler bears to the evaporation in a given time appears to vary 
a good deal, according to the size and type of boiler, and even in 
boilers of the same size and type. According to Armstrong's rule 
for flue boilers, the water-room of a boiler should be 13]^ times the 
volume of water evaporated per hour, or 810 times the volume 
evaporated per minute, in which case the weight of water in the 
boiler would also be 810 times the weight evaporated per minute. 
Now, the total heat of evaporation of water from 100° at the 
temperature corresponding to 50 lbs. pressure is 1068 thermal units ; 
and therefore, assuming the evaporation equally active and efficient 
when the stop valves and safety valves are closed, the time in 
minutes necessary to raise the pressure to p lbs. on the square inch 
will be found by multiplying by 810 and dividing by 1068, the 
results of which operation appear in the fifth column of the table, 
headed 6^; from which it appears that in half an hour the pressure 
will have risen to almost 90 lbs. per square inch ; in an hour, to 
more than 140 lbs. per square inch; and in an hour and forty 
minutes, to over 250 lbs. per square inch. 

The last result shows the rapidity with which the pressure rises 
when we have to do with high-pressure steam, the increase of 
temperature being approximately proportional to the time, but the 
increase oi pressure far more rapid.* The time occupied in getting 
up steam to 50 lbs. pressure from water at 60"* is, on the same 
principle, about 2f hours. These results are confirmed by experience 
for stationary boilers of the type indicated. 

In tubular boilers, the water-room is generally much less than 
that given by Armstrong's rule, and the times required are con- 

* An experiment made by the late Sir W. Fairbaim in 1858, on a looomotiye, 
agrees closely with this theoretical conclusion. See Useful Information for 
Engineers, 2nd edition, p. 321. 
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sequently less than those given. The principles explained are, 
however, sufficient to enable any particular case to be calculated at 
pleasure. 

69. If in the formula for Q we consider a rise of temperature of 
r, we then get the " specific heat at constant volume " of a mixture 
of steam and water. The formula may then be written. 



335 w' 

in which the value of A A is given in the table for h, being the specific 
heat of water at the temperature considered, and A^, which for an 
increase of 1 lb. is given in Table V., is easily found by multiplying 
the tabular result by the value of A^ given in Table la for the 
temperature indicated. Thus, for example, to find the specific heat 
at constant volume of the contents of a boiler at pressure 100 lbs. 
per square inch. Here, from the tables, 

AA=1-03, A|?=1'39, 

and the tabular value of A ^ is 8 * 66, 

,. ^g = 1-03 + L^.^|:«« = 1-03 + :^«; 

or if the boiler be half full, as before, 

AQ= 1-066 nearly. 

70. Another question closely connected with the subject of the 
present chapter is to find the amount of heat necessary to dry a 
given volume of moist steam. Let 1 — a; be the weight of suspended 
moisture in a lb. of steam of pressure P\ then, assuming the value 
of P t; approximately constant, 

F^v^ = Pv : t;= r*, 

where P is the pressure when the steam has become dry, i; the 
corresponding volume, F^ =s v^ x the original volume, hence 

X 

andAP = P»-i— ^ 
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gives the increase of pressure, very approximately, necessary to dry 
the steam at constant volume. 

To obtain the heat needful we have 

from which numerical results can readily be computed by aid of the 
tables. 

For example, suppose steam of 60 lbs. pressure to contain 10 
per cent, of suspended moisture, how much heat is required to dry 
it at constant volume ? Here a; = * 9 and hence 

so that the pressure rises to 66f approximately. The corresponding 
rise of temperature is 7' nearly, whence, referring to Table Hi, the 
value of A A is 

AA = 7 X 793 = 5561 foot lbs. 

Also referring to Table V., we find for A F 

— 20 
A P = y X 1327 = 8847 lbs. on the square foot. 

.-. Ae = 5551 + -9 v^. 8847. 

Also t;^ at the pressure of 60 lbs. is 7 cubic feet nearly. 

.-.AG- 5561 + 6-3 X 8847 

« 5651 + 55,736 = 61,287 foot lbs. 
= 79 '4 thermal units nearly. 

which determines the required amount of heat. It will be seen that 
the term representing the evaporation of the water is much greater 
than that representing the elevation of temperature. 



Expansion of Dry Saturated Steam. 

71. As explained in Chapter IIL and confirmed by universal 
experience, the expansion curve of steam is approximately a common 
hyperbola ; but I now propose to consider this question more fully 
by investigating the law of expansion under given circumstances, 
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and conversely the circumstances under which steam will expand 
according to a given law. 

In the case of air, it has been already shown that the law ol 
expansion depends on the amoimt of heat (if any) received or lost 
by the air at each step of the expansion. Precisely the same thing 
takes place in the case of steam, and the question reduces itself to 
this : to find the law of expansion when the heat received or lost 
is given, and conversely, to find the heat which must be supplied or 
abstracted in order that the expansion curve may be of given form. 
Of this question we shall now consider certain ideal cases, commencing 
as usual with the simplest ; the cases most often occurring in practice 
being too complex to be discussed at the commencement of the subject. 

First in order of simplicity is the case in which the steam is 
supposed always dry and saturated during the whole progress of 
the expansion ; and the question to be answered will be as to the 
amoimt of heat, to be supplied from without, to keep the steam in 
the state supposed. 

Here the law of expansion is expressed approximately by the 
equation 

pif = constant, 

being the approximate relation which, according to Art. 6, always 
connects the pressure and volume of saturated steam so long as it 
remains dry. Probably the easiest way of constructing the curve is 
to take the volumes corresponding to given pressures from Table III., 
and setting them o£f along the volume axis X (Fig. 20), to set up 
the corresponding pressiures as ordinates ; then a curve drawn 
through the extremities of the ordinates will be the expansion curve, 
which, as the form of the equation shows, does not di£fer greatly 
from an hyperbola : though other methods may also be adopted, one 
of which will be mentioned presently. In drawing the curve for a 
very great range of pressxire, it is advisable to represent the upper 
part and lower part on diiferent scales for the sake of distinctness. 
Fig. 20 represents the part of the curve which lies between the pres- 
sures 60 * 4 and 8 * 38 lbs. on the square inch absolute ; in this case the 
volume increases from 7 cubic feet to 44*6 cubic feet, showing a 
ratio of expansion of about 6 '37. The dotted curve A Bq lying 
above the expansion curve A B represents an hyperbola drawn 
through A^ and shows that the pressure of the steam is always less 
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than if it followed the hyperbolic law, the diminution being repre- 
sented at each point by the vertical distance between the two curves. 
As the pressure falls, the temperature falls too, according to the law 
expressed by Table L, and this is shown on the figure at various 







A^6 • 



• 30 3 - 



points of the expansion by giving the values of the temperature 
attached ; the other numbers giving the pressures for the hyperbola 
and the actual curve respectively. Thus when the volume has 
increased from 7 cubic feet to 26*36 cubic feet, that is when the 
steam has expanded 3*77 times, the temperature has fallen to 212° 
and the pressure to 14*7, while the pressure according to the hyper- 
bolic law would have been 16, showing a diminution of pressure of 
1 * 3 lb. Hence if the steam really expand according to the hyper- 
bolic law from the dry and saturated state at A, it must become 
superheated, and that the more the greater the expansion ; also the 
ratio of expansion in the hyperbola, in order that the pressure may 
fall by a given amount, must be greater : thus in the figure the steam 
must expand till its volume is 50*5 in place of 44*6 before its 
pressure can fall to 8 * 38. 

Hyperbolic expansicm will be discussed in the next section ; at 



Digitized by VjOOQIC 



Abt. 71.] GENERATION AND EXPANSION OF STEAM. 163 

present we have to do with dry steam, and the question is to find 
what heat, if any, is to be supplied in order that it may always be 
dry and yet not superheated. For this purpose it is only necessary 
to apply the equation, 

Heat Expended =» Internal Work + External Work, 

by considering how much work of either kind is done during each 
step of the expansion. 

First, as to the external work : it is shown in the Appendix 
that the area of any curve of the form 

P r* = constant, 
included between two ordinates and the base, is 

Area = ^i^iJT^^^Ei; 
n - 1 

but in the present case the value of n is approximately 1 '0646, and 
for F we write r, because the volumes are those of dry saturated 
steam : hence 

Area= 15-5 (P^Vi - P^v^), 

and thus, to find the work done on the piston as the steam expands 
from volume v^ to volume v^, we have only to take the diiference of 
the values of P t; at the beginning and end of the portion of the 
expansion considered and multiply by 15*5. The values of Pv may 
either be found from Table IV a, or be calculated by one of the 
formula 

log Pv = 4-6768 + -0607 logp 
= 4-8384 - -0646 log© 

which may be derived from the formula (page 16) for the specific 
volume of dry saturated steam. These formulae give the result in 
foot-lbs., but by subtraction of log 772 it may be found in thermal 
units if desired. It will be convenient to divide the expansion into 
stages during each of which the fall of temperature is 27* ; the 
figure represents four of these stages, namely, from 293'' to 185* : 
the annexed table, in the column headed 15*5 A P v, shows the 
external work done during each stage, not merely for these four, 
but for the whole range of pressure from 250 lbs. to 4J lbs. on the 
square inch ; the absolute values are divided by 27 to obtain the 
mean value per 1°. 

M 2 
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Next, for the internal work it is only necessary to consider the 
values explained in Chapter II., Art. 11, and tabulated in Table lYc, 
for the total internal work (7) done in changing water at 32** into 
dry steam of any pressure ; for, since the amount of internal work 
done during any change does not depend on the way in which the 
change is produced, it. is clear that to change dry steam at one 
pressure into dry steam at another pressure, we have only to take 
the difference of the corresponding values of /. Inspection of the 
table shows that 7 increases slowly with the temperature : thus, to 
form dry steam at 212° from water at 32° requires 1074 '4 thermal 
units, while if the steam be formed at 401°, 1119*2 thermal units 
are necessary, whence it follows that to change dry steam at 212° 
into dry steam at 401° we must expend in internal work 1119*2 - 
1074*4, say 44*8 thermal units. Conversely, when steam expands 
always remaining dry a part of the external work done is done at 
the expense of the internal energy of the steam, that is to say so 
much as is equivalent to the corresponding diminution of /, so that 
we have only to take the work-equivalent of 7 to find out how 
much that is. 

Expansion of Dry Steam. 



f. 


16-6APO 
perl". 


Al 

porl<» 
foot-lbs. 


Pi/P- 


AQ. 
foot-lbs. 
perio. 


AQ. 
Thermal 

units 
per 27°. 


401" 
374* 
347° 
320' 
293° 
266' 
239" 
212* 
186° 
168° 


700 

761 

802 

860 

911 

962 

1016 

1072 

1124 


197 
192 
187 
182 
178 
174 
170 
166 
162 


•281 
•256 
•233 
•211 
•195 
•181 
•167 
•156 
•144 


503 
569 
615 
678 
733 
788 
845 
906 
962 


17^7 
19-6 
21-6 
23^6 
26^7 
27-6 
29^6 
31^7 
33* 6 
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The column headed A / shows the result of this calculation for 
each stage of the expansion, from which it appears, taking the third 
atage for example, in which the temperature falls from 347*" to 320'', 
corresponding to a fall of pressure from 130 lbs. to 90 lbs., that the 
external work per T is on the average 802 foot-lbs. and the 
corresponding diminution of the work-equivalent of / is 187 foot-lbs., 
the difference of 615 foot-lbs. is the external work done by the 
agency of heat supplied from without, and if that heat be not 
supplied the steam will not remain dry, but some of it will be 
condensed. The columns headed A Q are thus calculated, and show, 
the first in foot-lbs. per V, and the second in thermal units for the 
whole stage of 27'' the heat which must be supplied froiA without 
during each stage of the expansion to keep the steam dry. 

The column headed pi/p shows the proportion which the internal 
work bears to the external work, and enables us to exhibit the whole 
process graphically by constructing a curve of internal work in the 
same manner as was explained in detail in Chapter lY. for the case 
of air (see Art 34). Letp, be the intemal-work-pressure, Pi will be 
to the external pressure p in the same proportion that the internal 
work during a very small part of the expansion bears to the external 
work, and the numbers given in that column will therefore be the 
average values of pdp during the stage of expansion indicated. 
Hence the curve of internal work showing the intemal-work-pressure 
at each point is readily drawn : in the figure that curve is represented 
by / /, its area gives the internal work just as the area of the 
expansion curve gives the external work, and the difference of areas 
(shaded in the figure) shows the heat supplied during expansion. 

Conversely, if steam be compressed, in order that it may remain 
in a saturated condition, heat must be taken away from it at each 
step of the compression as its temperature and pressure rise, other- 
wise it will become superheated. The heat so taken away per 1* of 
rise of temperature is called the " specific heat " of steam when that 
term is used without qualification : it is said to be negative because 
heat is subtracted, not added, as the temperature rises. The column 
headed A Q shows the work-equivalent of the mean specific heat of 
steam during the interval of temperature in which it occurs. The 
second column headed A Q shows in thermal units per 27° the same 
amount of heat ; thus in the case illustrated by the figure where the 
steam expands from 60*4 to 8*38, by adding the numbers given for 
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each stage we find, for the four stages, 114*5 thermal units as the 
heat required to keep the steam dry. The numerical results here 
found are only approximations, for any minute error in the deter- 
mination of the density of steam by the empirical formula ^ t^ =» 
const, and of the products P t; by the tables is multiplied many times 
by the process of calculation ; but they are without doubt a tolerable 
approximation, and they show that the heat required to keep steam 
dry varies from three-fourths to five-sixths of the external work done 
during expansion. 

Another formula (Fairbairn and Tate's) was given in Art. 5, 
namely, 

389 



i; = -41 + 



i> + -35' 



which suggests a method of drawing the curve in a simple way 
without reference to the tables. Draw new axes of reference for 
measurement of abscissae and ordinates distant to the right of and 
below the old ones by '41 cubic foot and '35 lb. on the square 
inch respectively, and with these new axes describe an hyperbola, 
then the form of the formula shows that this hyperbola considered 
relatively to the old axes will be the required curve, for the formula 
may be written 

(t; - -41) (p + -35) « 389 = constant. 

The curve may likewise be drawn, and the mean pressure calcu- 
lated or graphically constructed by the general method applicable 
to all curves of the form P F* = const., explained in the Appendix. 

The curve being constantly used in our subsequent work, will 
for the sake of a name be called the " saturation curve.'* When 
plotted logarithmically, a method which is often very useful, it 
becomes a straight line (page 15) which may be called the " satura- 
tion line." 

71a. An exact formula for the specific heat of steam may be 
found as follows : — 

If Q bo the heat supplied during expansion, 

Ae= A/-h P^v, 
where A 7 is the increment of intrinsic energy consequent on 
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expansion through the Yoluine A v. But we know that for dry 
saturated steam 

.\ A/= A^- PAtt - trAP, 

where as usual u is written for t? - «, and consequently A i* is the 
same thing as A i;, hence 

AC = AS"- ttAP; 

but it was shown in Art 40 that 

ttAP^^.AT; 

therefore dividing by A T, and proceeding to the limits 
dQ dH L_ L 

dT dT^T' "^^^ f' 

The specific heat is the heat necessary to raise the temperature 1% 
and is therefore + dQjdT 

,\ Specific Heat = -305 - = thermal imits. 

Inspection of Table VI. shows that the result is always negative. 
For example, at temperature 278'*, 

r = 278 + 461 = 739 : L = 918-7, 
Specific Heat = -305 - 1-243 
= - -938. 

This calculation shows that the specific heat of steam is negative, 
as abeady found. By multiplication by 772 we obtain the value 
in foot-lbs., that is - 724 foot-lbs. The difference between this 
result and - 733 given in the table above, as the mean value 
between 266"* and 293°, is due to the method of calculation of the 
table, which is not suited to secure precise accuracy, but exhibits the 
nature of the process more clearly. 

To find the heat supplied during a given fall of temperature, we 
may replace L by its very approximate value 

L = 966 - -71 {t - 212) = 1444 - -71 . T; 
then by substitution, 

-JT^ -y-- 1-016; 
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therefore by integration between the limits T^ T^ 

- (2 = 1444 log, 5- - 1-015 {Ji - r,}. 

For example, for the expansion between 293** and 185*, con- 
sidered in the preceding article, on making the calculation, we find 
113*6 thermal units instead of the approximate value 114*5 .thermal 
units there given. 

The method here adopted of showing that the specific heat of 
steam is negative, does not essentially differ from that which precedes. 
For we have no accurate knowledge of the density of steam apart 
from the formula employed above, which connects it with the latent 
heat of evaporation. The result^ however, was first reached by 
Bankine without this accurate knowledge, on the assiunption that 
steam was subject to the laws of a perfect gas. Almost at the same 
time the exact formula was found by Clausius. Whichever method 
we adopt, the result is certain, and we must conclude that when 
steam expands while driving a piston, some of it is condensed unless 
heat is supplied from without to keep it dry. The conclusion has 
been verified by Hirn, Cazin^ and others, who find that when steam, 
originally perfectly transparent, expands in a glass cylinder^ a cloud 
at once appears, indicating the presence of moisture. 

It must, however, be distinctly understood, that condensation is 
not in the nature of things a necessary accompaniment of the doing of 
work by an expanding vapour. On the contrary, fluids exist in 
which, not condensation, but superheating occurs. Such a fluid is 
ether, in which, on making the calculation in the same way as in 
steam, a positive value of the specific heat is obtained. And this 
result also has been experimentally verified, no cloud appearing 
when ether expands, as it does in steam, and most other vapours.* 

Conversely, as already remarked, when dry saturated steam is 
compressed, it becomes superheated unless heat is abstracted during 
compression. This circumstance renders it necessary in considering 
the formation of steam in a closed space, as in Art. 13, p. 33, and 
Art. 68, p. 155, to suppose that the operation is carried out in such a 

* On these points see Mechanical Theory of Heat, by R. Clauaius (Browne's, 
translation, Macmillan, 1879)) pp. 185-141. On p. 136 negative signs, by a 
printer's error, have been prefixed to the numerical values given for the specific 
heat of ether, thus rendering Clausius' language unintelligible. 
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way, that no sensible difference of temperature can occur in different 
parts of the whole mass of steam and water. There will be a con- 
stant tendency of the temperature of the steam already formed, to 
rise faster than that of the water from which it proceeds. 

Hyperbolic Expansion, 

72. The next case to be considered is that in which the expansion 
curve is an hyperbola, that is to say where 

pF = constant = p^ Fi, 

in which, as usual, p is the pressure, and V the volume of a lb. of 
steam. In this case the steam becomes drier and drier as it expands 
if it be originally moist, and becomes superheated if it be originally 
dry, for by Art. 6 

F = ux + s =^ vx (approximately), 
hence since 

but if r be the ratio of expansion, 

'- vr p' 

I I -1 
.-. x = a?! . r • ; 

in which formulae, as before, n = 1-0646. 

This shows that, if the expansion starts from a point indicated 
by the suffix 1, x is greater than ajj ; so that if the expansion be 
carried far enough, the steam becomes dry, and if still farther, super- 
heated — a result which agrees with the last article. 

In the figure (Fig. 21), if A ZB be the hyperbolic expansion 
curve, AqZBq the saturation curve considered in the last article: 
these curves cross one another at a point Z, easily determined if the 
amount of moisture in the steam at any given pressure is known. 
Above this point the steam is wet, below, it is superheated. 

Taking first the expansion above Z, the amount of moisture at 

any point 1 is given by putting a; = 1, then 

— *" ^ 
«i = r 
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Thus, for example, let steam of pressure 60 * 4 lbs. expand till its 
pressure has fallen to 8*38 lbs., that is to say, with a ratio of 
expansion 7*22, let it be dry at that pressure, then 



a;i = (7-22) 



= -886, 



so that the steam must contain originally 11-4 per cent, of moisture. 
The same result may be obtained ^aphically if the figure be 
accurately drawn on a large scale, for the horizontal distance between 
the curves always represents the volume of steam existing in a state 
of moisture. 



Fig. 21. 




The temperature always falls with the pressure, according to the 
same invariable law, until superheating commences, and it is con- 
venient, as before, to split up the expansion into stages during each 
of which the fall of temperature is 27**. The figure shows four of 
these stages from 293** to 185**, just as in the previous case, and we 
have to find the external and internal work done during each stage. 
First, as to the external work : let ^ be the pressure at the com- 
mencement, and Pi at the conclusion of any stage, then by 
Art. 23 



External Work 



pr.iog,^-, 
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where PFis the constant product (in foot-lbs.) of the pressure and 
Yoliune. At Z the volume V is that of dry steam at the corre- 
sponding pressure ; so that P F is the same as P v, which by 
Table IVa we find to be at 185', 53,900 foot-lbs. 

.-. External Work = 63,900 log, 2, 

Pi 

from which formula, by division by 27 and substitution of the 

pressures, the external work per F is found for each of the foiu* 

stages, and tabulated in the second column of the annexed table. 

To find the internal work, the formula 

/-A + P(r-5) (Art. 12) 

is to be used, which shows the internal work done in forming F 
cubic feet of steam at any pressure by any process, or neglecting s as 
usual 

I^h-^'PF^h + kPF, 

in which last form kP ia written for P. 

Then PFia constant, and k is known from the tables, or by a 
formula given on page 175, so that the change in I is 

M= PF.^Lh - AA, 

where A ^, A A are the differences of k and h for each stage. It is to 
be observed that A A is subtracted, because h diminishes as the 
temperature falls. Writing for P F its value 53,900 foot-lbs. we 
get from Tables 116 and IVb in the example considered the values 
of A / shown in the third column of the table in foot-lbs. per 1"* ; 
from which it appears that when steam expands according to the 
hyperbolic law, not only is heat required to do the external work 
but also to produce internal changes in the steam itself. 

This heat^ which must be supplied from without, in order that 
the steam may expand exactly in accordance with the hyperbolic 
law, is shown in the columns headed A Q, in the first column in foot- 
lbs, per r, in the second in thermal units for the whole stage of 27'. 
As before, the numbers obtained are only approximations, but are 
undoubtedly close approximations, to the actual facts. 

The value of pt/p is given in another column, and the whole 
process exhibited graphically in Fig. 21, as in the previous case. 
And as before the method of logarithmic plotting may also be used 
with advantage. 
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Hyperbolic Expansion. 





fi. 


External 
work 
perl° 


Intental 

work 

perl». 


Pt/P 


Value of A Q. 


Benuurks. 


foot-lbg. 
perl". 


Thermal 

units 
per27». 


Steam dry at 
185'. 

Steam con- 
tains 20 
per cent 
moisture at 
185°. 


293' 
266' 
239° 
212° 
185° 
293° 
266° 
239° 
212° 
185° 


860 

940 

1020 

1120 

688 
752 
816 
896 


310 
434 
577 
660 

89 
188 
300 
365 


•360 
•462 
•565 
•589 

•130 
•250 
•368 
•407 


1170 
1370 
1600 
1780 

777 

940 

1116 

1261 


41 • 
48 
56 
62 

27 
33 
39 
44 



If the expansion be carried beyond Z the steam becomes super- 
heated, and from the existing deficiency in experimental data we 
cannot say with exactness what takes place; it is, however, clear 
that the temperature will go on falling till it reaches a limit given 
by the equation 



whence 



85-5 (< + 461) = P r = 53,900 . (Art 32), 
t = 170", 



that is to say, till the temperature has fallen 15** more ; the steam 
will then be completely superheated, and the curve of internal work 
will reach the axis of volumes (see Art. 34). But how far expansion 
must proceed to realise this, cannot at present be determined with 
any certainty. If B be the point where the steam becomes com- ■ 
pletely superheated, the internal-work-curve will reach the axis at B if 
not before ; according to the supposition of Him that the isodynamic 
curve (Art. 68) is an hyperbola not only when the steam is completely 
superheated but "even when the superheating is only partial, it would 
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follow that the intemal-work-curve reaches the axis immediately 
superheating commences, and in that case the heat supplied from 
without during that part of the expansion in which the steam is 
superheated is simply the heat-equivalent of the external work 
done during that part. 

73. If, instead of supposing the steam dry at the end of the 
expansion, as in the preceding example, it be supposed wet, then 
the results obtained will be somewhat modified. For example, 
imagine the steam to contain 20 per cent moisture at 185**, then to 
find the amount of moisture initially, 

n ■ 1 

jTj = "8 . r "^ 

or, since the ratio of expansion will be unaltered, 
iCi = -8 X -886 - -709, 

that is, the initial amount of moisture is 29 - 1 per cent., showing that 
9 * 1 per cent, is evaporated during expansion instead of 11 * 4 per cent. 
The value of P F is now -8 x 53,900, or 43,120, and the 
external work during each stage is diminished in like proportion. 
For the internal work 

A / = 43,120 • A ifc - A Aj 

the results of which formula are shown in the table. 

In Fig. 21 the process is graphically represented : A^Z^ is the 
expansion curve, which is an h3rperbola four-fifths the size of the 
original. The horizontal distance between the expansion curve and 
the saturation curve still represents the volume of steam existing as 
moisture, which of course now is everywhere much greater than 
before. The dotted curve PP below is the internal-work-curve, 
which now is no longer always convex towards the axis, but attains a 
TOATininTn distance and then approaches the axis again. This always 
happens when the steam contains much water. 

74. If, now, we compare the results obtained, when the steam 
expands according to the h3rperbolic law, and when it remains 
always dry and saturated, it appears that an apparently trifling 
difference in the law of expansion makes a great difference in the 
heat needful to produce it. Thus it was found above that in expansion 
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from 293° to 185*, while remaining dry, the heat supplied is 114*5 
thermal units ; but in hyperbolic expansion, on adding the numbers 
in the last column of the last table, it will be found to be in the first 
case 207 thermal units, and in the second case 143 thermal units. 
Hence, conversely, a great change in the heat supply produces a 
small change in the law of expansion ; and if it is further considered 
that the indicator tells us nothing about the absolute size of the 
expansion curve, so that the two cases of hyperbolic expansion just 
considered woidd appear identical, it will not be surprising that the 
expansion curve of steam does not appear to vary much in practice 
in the most various circumstances. 

It is sometimes supposed that hyperbolic expansion in steam is 
the same as hyperbolic expansion in a perfect gas ; in fact, however, 
the two cases are very diflferent. When a perfect gas expands 
according to the hyperbolic law, its temperature remains constant, 
and the heat supply is just that needful to perform the external 
work ; whereas when steam so expands, its temperature falls rapidly, 
and the heat supply must be from one-fourth to one-half greater than 
that equivalent to the external work done. 

75. In the last articles it has been found convenient, as in the 
case of air (Art. 34), to represent the internal work which is being 
done during expansion, by means of an ideal pressure on the piston, 
just as the external work is represented by the real pressure ; yet it 
must always be remembered that this ideal pressure depends not 
merely on the actual state of things at the instant considered, but 
also on the law of expansion, that is, on the way in which that state 
varies from instant to instant.* 

Thus in the two kinds of expansion just considered the same 
actual pressure on the piston corresponds to two different internal 
pressures ; in the first, a pressure in the same direction as, and 
forming part of, the actual steam pressure ; while in the second it 
forms a resistance to be overcome, or, so to speak, a back pressure. 
It usually varies from point to point of the expansion, as shown by 
the curve of internal work, and its mean value may be found just 

* For this reason in seeking an abbreyiation for the phrase *' pressure equiva- 
lent to internal work, " we have preferred the rather cumbrous expression * * intemal- 
work-pressure •• to the briefer term "internal pressure" which might prove 
misleading. 
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in the same way as the mean actual pressure on a piston, and may 
be expressed either with reference to the whole stroke, including 
both admission and expansion, as is usually done, or with reference 
to the expansion alone. Examples will occur hereafter of both 
ways of expressing it. 

When steam is formed by evaporation under constant pressure, 
the internal-work-pressure is constant, and is given for each external 
pressure by Table V. We may also sometimes find it convenient to 
use the formula 

,^11^0^,. 
T 
which gives the ratio k with great accuracy in terms of the absolute 
temperature. From this the difference A k^ used on page 171, may 
readily be found when required. 

When steam is formed in any way from water of the same tempe- 
rature the intemal-work-pressure is not generally constant^ but its 
mean value is the same as if the steam were formed under constant 
pressure. 
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APPENDIX— ADDITIONAL EXAMPLES. 

Wk now proceed to consider a number of additional examples of the 
expansion of steam, in which either the form of the expansion 
curve or the supply of heat to the steam are given. The method 
employed is the same as that by which the two preceding cases 
have been treated. Though simple in principle it h frequently too 
laborious in practice for ordinary use. Readers to whom the subject 
is new are recommended to pass at once to the next chapter, refer- 
ring to the results when necessary. 

Any given Expaimon Curve, 

76. We shall first show that, if a perfectly accurate indicator 
diagram be given together with the weight of steam used per stroke, 
it will be possible to determine the curve of internal work, and to 
deduce the heat supplied to the steam at each step of the 
expansion. 

In this case it clearly may be supposed that the pressures at the 
beginning and end of the expansion are exactly known. Then, by 
Table I, the temperatures are likewise known, and the corresponding 
values of h and P in the formula 

can be found by Tables II. and V. Moreover, dividing the volume 
of the cylinder by the weight of steam used per stroke, the terminal 
value of V is known, and the initial value can then be found by 
division by the ratio of expansion. Thus, the internal work reckoned 
from water at 32** is determined both for the beginning and end of 
the stroke. Subtraction now furnishes the internal work done 
during expansion, and by adding the heat-equivalent of the area of 
the expansion curve which represents the external work, the supply 
of heat is obtained. 

The effects (often very important) of clearance and wire-drawing 
are throughout this chapter wholly neglected, being reserved for 
discussion at a later period. 

77. The graphical method of Chapter II. not only enables us 
to represent the process on the diagram, but also to obtain readily 
definite results. 
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Fig. 22 represents the admission Kne SA, and the expansion 
curve A B, neglecting all effects of wire-drawing. To fix our ideas, 
take as data the results of one of the experiments on the Bache 
(Chapter XI.), and suppose the initial pressure 90*14 and the 
terminal pressure 11*73 lbs. on the square inch ; further, we suppose 
the ratio of expansion 8*57. Also, we shall suppose the terminal 
volume of 1 lb. of the steam two-thirds the volume of dry steam at 
the terminal pressure, as was probably approximately the case in 
the experiment in question. Now, the volume of dry steam at 
11-73 lbs. per square inch is 32 * 5 cubic feet nearly, taking two-thirds 
of which, 21*67 is obtained for the actual volume at the end of the 
stroke. In the figure then, N, the base of the diagram, represents 
21*67 cubic feet, and if represents 21*67/8*57, or 2*63 cubic 
feet, which is the initial volume of the steam. The accuracy of these 
data is not here the question, we have merely to show the results 
deducible when accurate data are attainable. 

First, to find the state of the steam at any point of the expansion, 
lay off ONq = 32*5 cubic feet, and trace the satiu^tion curve AqBq 
(see last articles;, thus showing the volume of dry steam at any 
pressure, then the horizontal distance between this curve and the 
expansion curve shows the amount of water in the steam at any 
point of the expansion. In particular, the volume S Aq of dry steam 
at the initial pressure is 4*8 cubic feet, therefore A Aq = 2* 27 cubic 
feet, showing that 47 • 4 per cent of steam was in the state of water 
at the commencement of the expansion. The form of the expansion 
curve shown in the figure is ideal, the diagram not being given, but 
only the mean pressure, so that die wetness of the steam cannot be 
determined at any other point of the stroke. 

Next, to find the internal work according to the graphical process 
of Arts. 9, 12, it is only necessary to refer to Table V., from which 
it appears that the intemal-work-pressure corresponding to 90*14 is 
904*5 nearly. Then, constructing the rectangle OZ on the base 
M, which represents the actual volume of the steam initially, the 
internal work done in evaporation at 90*14 is represented by the 
area of this rectangle ; this gives the initial value of the internal 
work reckoned from water at the initial temperature of 320" corre- 
sponding to 90*14. In the same way the terminal value of the 
internal work is represented by the area of the rectangle B on the 
base Nf and of height NB = 149, corresponding by Table V. to 

N 
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Fig. 22. 
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11 '73, the terminal pressure, this work being reckoned from 201*, 
the temperature corresponding to 11 * 73. We have now to take the 
difference, but before doing so, it is necessary that the initial and 
terminal values of the internal work should be reckoned from water 
at the same temperature. The most convenient temperature to 
choose is the initial temperature of 320** ; hence we take the differ- 
ence 320* - 20r, or 119', and perform the construction of Fig. 3, 
Arts. 10, 12, as indicated in Fig. 22, remembering that the difference 
of 119* must be reckoned negative, because we are now reckoning 
from the higher temperature. Thus the rectangle OT ia obtained, 
which represents the terminal value of the internal work reckoned 
from water at 320*. 

We have now only to find the difference of these values, and 
for this a simple construction sufSces. Complete the rectangle 
OK] join KTf and produce it to meet the pressure axis in L ; then 
draw the horizontal line L /m im, as shown in the figure; the 
required difference is simply the rectangle Mlm- For, by a well- 
known propk)sition of Euclid, the rectangles L T\ L Z, are equal, and 
consequently the difference of OT, Z, must be the same as the 
difference of LN, LM, Hence, it follows that the horizontal line 
Im Im is the line of mean intemal-work-pressure during the expansion. 
In the present case this line falls below the volume axis, showing 
that the internal work is greater at the end of the stroke than at the 
beginning, and OL, the internal-work-pressure in question, is found 
to be 15-77 lbs. per square inch. 

The external work on the same scale is represented by the area 
A BNM oi the expansion curve, and consequently the heat supplied 
is represented by the area, shaded in the figure, comprised between 
the expansion curve and the line Imln^/- This will be true, whatever 
be the form of the curve, provided only that the data remain the 
same at the beginning and end of the expansion. 

The numerical value can be found in the present example, because 
the mean forward pressure is given as 30*31, whence 

Total area of diagram = 30-31 x 21-67 

= 657 nearly ; 
Admission area = 90*14 x 2*53 

= 228 nearly • 

. • . Expansion area = 429. 

N 2 
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Also for the internal work, 

Areaof rectangle Jlfi/m= 15-77 x (21-67 - 2-53) 
= 303 nearly ; 

.-. Area ABImlm^ 732 nearly. 

The areas are converted into foot-lbs. by multiplication by 144, or 
into thermal units by division by 5-36 (see Art. 9). Adopting the 
latter course, we obtain 

Heat supplied = 136 thermal units. 

The steam then must have received from the cylinder during the 
expansion about 136 thermal units per lb. ; a result which requires 
certain corrections for the effect of clearance to be explained here- 
after. Also the influence of wire-drawing — ^in some cases consider- 
able — ^is neglected, but in the present case the result is probably 
substantially correct 

If now we ask from whence the cylinder derived so much heat, 
our first idea would, probably, be, that it was derived from the steam 
jacket which was in operation during this experiment ; if, however, 
the observed quantity of steam liquefied in the jacket be considered, 
it will be found that only 16 thermal units were so derived, and the 
remainder must, therefore, have been obtained from some other 
source, and that source can only be the steam during admission. 
Thus at least 120 thermal units were so derived, but in fact much 
more steam must have been liquefied during admission than is repre- 
sented by this quantity of heat ; for although there are no data 
from which the state of the steam can be determined as it left the 
boiler, yet there is no reason to suppose it contained any consider- 
able amount of water; let us assume it dry, then complete the 
rectangle A Zq in Fig. 22, then that rectangle represents the amount 
of heat abstracted from the steam during admission. To make com- 
parison more easy, reduce this rectangle by the constructions indi- 
cated in the figure to the base Im Im» then we obtain the rectangle 
E Im, which is greater than the heat supplied during expansion by 
the area between E E and the expansion curve A B, This last area 
represents the whole heat abstracted by the cylinder from the steam 
duiing its passage from the boiler to the end of the stroke, which 
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heat, in addition to that furnished by the jacket, is chiefly trans- 
mitted to the exhaust during the return stroke (compare Art. 24). 
This is true, whatever be the form of the ciure ; in the present case 

Heat abstracted = 421 - 136 = 285 
Jacket supply .. .. =16 

.-. Exhaust waste = 301 thermal units. 

If the result be compared with the whole heat expended, as shown 
by the quantity of water evaporated, it is found that the exhaust 
waste in the present case was 27 per cent of the whole ; and though 
the effect of clearance modifies this conclusion to some extent, as will 
be seen hereafter (Chapter IX.), yet there is little doubt of its 
substantial accuracy, if the data are correct. We shall return to this 
subject in a later chapter. 

78. So far we have only considered the initial and terminal state 
of the steam, on which alone the position of the line /«» Im of mean 
intemal-work-pressure depends ; if, however, it be desired to know, 
not merely how much heat on the whole is supplied to the steam, 
but according to what law it is supplied, it will then be necessary to 
have an exact expansion curve, which will give the exact value of 
the pressure at every point ; then, dividing the expansion into small 
portions, and going through the construction of the last article for 
each portion, a series of lines /m I^ will be obtained, each of which 
refers to its own part of the expansion. Trace now a curve through 
the middle points of all these short lines, and the result will be an 
internal-work-curve, such as was found in the two kinds of expansion 
first considered in this chapter. The reader will find it a useful 
exercise to construct in this way the diagrams for the two cases in 
question. 

To each particular expansion curve corresponds its own curve of 
internal work, showing the law of supply of heat ; but, as has been 
shown in the preceding cases, a very small change in the ex- 
pansion curve causes a very great change in the position of 
this curve, so that it will rarely happen that the curve drawn by an 
indicator can be relied on sufl&ciently for the purpose. 

79. As another example of the method just explained of finding 
the heat supplied during expansion, when the expansion curve i^ 
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given, let us take as data one of the Bache experiments (Chapter XI.), 
when the engine was tried as a compound engine, as follows : 

Initial pressure (small cylinder) . . =92*0 

Terminal,, „ „ .. .. = 27-4 

„ „ (large cylinder) .. .. = 11'9 

Total expansion .. .. = 9'19 

Batio of cylinders . . . . . . . . = 2 • 44 

Water in steam at end of stroke (large cylinder) = '156 

In Pig. 23 lay oS ONq to represent the volume (32*1) of dry 
steam at the end of the stroke in the large cylinder, and trace the 
saturation curve Aq Bq as before, which shows the volume of dry 
steam at any pressure; then, multiplying by '844 the proportion 
of dry steam^ we get for the volume of the actual steam 27*1 
cubic feet; this is represented on the diagram by ON, and the 
true expansion curve therefore starts from B. Divide now 27 • 1 by 
2*44 the ratio of the cylinders, and 11 * 1 is obtained for the volume 
of 1 lb. of the steam at the end of the stroke in the high-pressure 
cylinder; this is represented by OF in the figure, while DF 
represents the terminal pressure. Again, dividing 27 •! by 9 '19, 
we obtain 2*95, which is represented in the figure by OM, while 
A M represents the corresponding pressure of 92. 

These points being determined by the data of the question, 
expansion curves are now to be drawn, which, as before, are ideal, 
except that the mean pressures are given, as will be explained 
presently. The full curve AD represents the expansion in the 
high-pressure cylinder, while DCB represents the expansion in 
passing from the high-pressure cylinder to the end of the stroke of 
the low-pressure cylinder. Por simplicity it is supposed that the 
reservoir is very large, and wire-drawing is neglected in drawing the 
ideal curve DCB ; although in the subsequent calculation of areas 
the actual mean pressures are used as found by experiment : thus 
C Dia 2k straight line representing an increase of volume at the 
constant pressure of the reservoir consequent on the steam being 
partially dried by the exhaust heat of the high-pressure cylinder, 
while CB is the expansion in the low-pressure cylinder. Then, as 
before, the horizontal distance between the whole expansion curve 
A DC By and the saturation curve represents the amount of water in 
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the steam at each point of its passage through the engine from the 
beginning of the high-pressure stroke to the end of the low-pressure 
stroke. 

Next, the heat supplied to the steam during the expansion, is 
found by performing the construction of Art. 77 with reference, first, 
to the high-pressure expansion ; secondly, to the total expansion : 
this is shown in Fig. 23, in detail, with the same letters attached as 
in Fig. 22, so that it is unnecessary to describe the process further. 
The calculations ai-e now conducted as follows, commencing with the 
high-pressure cylinder : 

Internal work area FI„, = 47*7 x (11-1 - 2-95) 
= 389. 

For the external work it is necessary to estimate the area ADFMy 
which cannot be done exactly, because the mean forward pressure is 
not given, but only the mean effective pressure for the high-pressure 
cylinder : it can, however, be approximately estimated without fear 
of serious error, by taking the mean of the values of P F&t the 
beginning and end of stroke, and multiplying by the value of 
log. r. 

Initial value of P r= 92 x 2-95 = 271-4 

Terminal „ Pr= 27-4 x 11-1 =304-1 

.-. Mean value of P T = 287-7. 

The ratio of expansion in the high-pressure cylinder is 9 • 19 -r- 2 • 44 
= 3-76, the hyperbolic logarithm of which is 1*32, hence we obtain 

Expansion area = 380 nearly. 

Adding which to the internal work area found above, we obtain 

Total area = 769, 

whence, by division by 6 - 36, 

Heat supplied = 143 thermal units approximately. 

Assuming now that the boiler supplied dry steam, then, as before, 
the rectangle A Zq is the heat abstracted from the steam during 
admission : 

Area AZq = (4-70 - 2-95) x 1013 
= 1773 
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whence, by division by 5 • 36, 

Heat abstracted == 333 thermal units. 

The cylinder was not jacketed, hence, neglecting radiation and 
conduction, 333 - 143 or 190 thermal units must have been trans- 
mitted to the exhaust steam on its passage out of the high-pressure 
cylinder. 

Passing on to consider the total expansion, the internal work 
done, while the steam passes from its initial pressure in the high- 
pressure cylinder to its terminal pressure in the low, is represented 
by the rectangle Ml'mt and this is true, whatever amount of wire- 
drawing exists between the cylinders, and whatever be the treatment 
of the steam in the reservoir. The external work is equal to the 
whole area of the diagram, known, from the mean pressures given by 
the experiment, diminished by the admission area S M. 

Total mean effective pressure = 27*52 (reduced to L.P.) 

Backpressure = 3 * 05 approximately 

Mean forward pressure .. = 30*57 

.-. Area of diagram = 30*6 x 27*1 
= 829*3; 
but 

Admission area =: 271 *4 ; 

.*. Total expansion area = 558 nearly 

Internal work area = 30 (27*1 - 2*95) 
= 724 
Total area = 724 + 558 = 1282 
.*. Heat supplied during total expansion = 239 thermal units. 

Let us now trace the process from the instant when the steam 
is cut off in the high-pressure cylinder to the instant when it exhausts 
from the low-pressure cylinder into the condenser. 

Heat received during high-pressure expansion = 143 
„ „ „ „ exhaust = 190 

.*. Total heat received before finally leaving the high-pressure 
cylinder = 333 thermal units ; 
but 

Total heat received during total expansion = 239 ; 

,-. Heat abstracted in passage through reservoir and low-pressure 
cylinder = 94 thermal units. 
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This heat is partly abstracted in the reservoir, but probably the 
greater part is abstracted in the low-pressure cylinder by the action 
of its sides. If we add the heat supplied by the steam jacket of the 
low-pressure cylinder, we shall obtain the exhaust waste. 

The steam jacket in the present case supplied far more heat than 
in the case previously described in Art. 77. It appears from the 
experiment that about 7*8 per cent, of the working steam was the 
additional supply required to replace the liquefaction in the jacket : 
a result which shows that about 67 thermal units per lb. of working 
steam was supplied to the low-pressure cylinder ; hence 

Exhaust waste ==161 thermal units, 

which is about 13J per cent, of the whole heat expended, as shown 
by the total amount of water evaporated. As before, the numbers 
given require certain corrections on account of clearance, and are not 
intended as precisely accurate results, but they are probably sub- 
stantially correct unless the data are rejected as wholly unreliable, a 
point which is not in question in the present chapter. 

80. It has been already stated that complete and exact results 
can only be obtained when the weight of steam passing through the 
engine per stroke is precisely known, in addition to the data 
furnished by an indicator diagram. The determination of this 
quantity is by no means easy, and therefore in most cases this 
essential datum is wanting, so that it will be desirable to examine 
what results can be obtained in its absence. 

As an example, take a diagram from a Corliss engine working at 
Sdtairey given in Naval Science, vol. iii. p. 160. 

Fig. 24 shows this diagram, so far as the admission line and 
expansion line are concerned, from which it appears that the engine 
was working with initial pressure 56, and ratio of expansion 12 ; the 
terminal pressure is not easy to estimate exactly, but is taken at 
6 • 6 lbs. per square inch. The consequence of an error of J lb. will 
be mentioned presently. Clearance and ¥Hbre-drawing (Chapter IX.) 
are throughout neglected except in measuring the volumes. 

The expansion curve A B now gives the pressure at each point 
of the stroke, but since the weight of steam is not known, the volume 
per lb. cannot be found. The volume^of dry steam at 6*5 lbs. per 
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square inch is 56 * 6 cubic feet ; let us take the base N oi the 
diagram to represent it, then if the steam were dry, the diagram 
would represent the changes gone through by 1 lb. of steam, and 
hence, if we imagine the steam to contain at the end of the stroke 




1 - Xg ll>8. of water, it is clear that the diagram will actually 
represent the changes undergone by l/x^ lbs. of steam. 

From Table III. set oflf the volumes of one lb. of dry steam at 



Digitized by VjOOQIC 



188 EXPANSION OF STEAM. [App. Oh. VI. 

various pressures, then if the steam were everywhere equally wet, 
the resulting curve would be the actual expansion curve A B. 
Instead of this, however, the dotted curve Aq B is obtained, which 
may be called a curve of uniform wetness ; were the steam dry at 
the end of the stroke, it would be the saturation curve drawn in 
preceding examples. This curve falls above the actual expansion 
curve A B, and the horizontal distance between the two curves 
represents the excess water in l/z^ lbs. of steam at the point con- 
sidered ; hence these distances multiplied by x^ represent the excess 
water in 1 lb. of steam. For example, at the beginning of the 
stroke, the volume of the steam considered is 56*6/12, or 4*72, 
while the volume of steam in the terminal state of wetness is 
7 '51 cubic feet, therefore in the l/x^ lbs. of steam 2*79 cubic feet 
exist as water, in addition to the water at the end of the stroke, if 
any. Let then 1 - a^ be the amount of water initially in 1 lb. of 
the steam, then 

2*79 
iCj - a^i = ^-^ , Xj = '371 . x^. 

Hence, if the steam be dry at the end of the stroke, 37 per cent, 
of moisture must have been evaporated during expansion, or, if it 
then contain one-third water, 26 per cent. This calculation, of 
course, presumes that there is no valve leakage, which might be 
suspected if this were a solitary instance of the kind. 

Next, to find the heat supplied during expansion, we might 
resort to the graphical construction of the preceding articles, but, for 
the sake of variety, let us proceed differently. 

Taking the difference of the two values of / found by the 
formula of Art. 13, the change of internal work will be 

where the suffix 2 refers to the end, and the suffix 1 to the begin- 
ning of the stroke, while s = '016 is omitted, and Fg F^ are the 
actual volumes of 1 lb. of steam : 

since V^ -r- ^i is the ratio of expansion r. 
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Now let pm be the mean pressure which working throughout the 
stroke would do the same work, then : 

^^.144. ra = /2-/i, 
and 

Ag - ^1 « - 772 (^1 - Q nearly ; 
thus 

- - 3i 5-36 (t, - g 

i'» = i'a-7 r, 

In the present example, if we seek f^ t^ from Table I., the 
difference will be found to be 119°, also by Table V. 

^j = 87-4: J, = 596; 

moreover, 

^« = a;2»s = 56-6 a!4:r= 12, 

Pm = 37*7 — - 

= 27-3 (x,= l) 
= 22-1 (x, = §). 

These results give the line of mean internal-work-pressure Im Im 
for two cases which may be regarded as extremes. These lines difibr 
from the corresponding lines in the preceding diagrams only in the 
circumstance that the pressures are supposed reduced to the whole 
stroke instead of, as before, referring to the expansion alone. Should 
an error of ^ lb. have been made in estimating the terminal pressure, 
the effect would be to shift the lines up or down by about 6 lbs. 
pressure. 

Now the external work is represented on the same scale by the 
mean forward pressure pm which may be taken at about 20 • 2 lbs. 
per square inch, diminished by pjr, which represents the admission 
work. This difference is 16 '5, and is shown by the dotted line S S. 

The heat expended is the sum of the internal work and the 
external work, and is represented by a pressure on the piston of 
42*8 if the steam be dry at the end of the stroke, or 37*6 if it 
contain one-third water. Now, the mean effective pressure was 
18 '2, and hence we learn that the heat supplied during expansion 
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must have been 2*35 or 2*07 times the heat-eqtiiyalent of useful 
work done, and hence must have amounted to 100, or 88 thermal 
units per I.H.P. per V. 

Again, as in previous examples, the heat abstracted by the 
cylinder during liquefaction at admission is represented by a 
rectangle the height of which is the intemal-work-pressure + the 
actual pressure, and the base is the volume of steam condensed. 
This must be reduced to a rectangle, the base of which is i^, then 
the height of that rectangle will be the equivalent pressure on the 
piston. 

First, let the steam be dry at the end of the stroke, then the 
volume of steam condensed is represented by A Aq on the same scale 
that N represents the terminal volume ; thus, since it was shown 
above that A A^ is 2*79 cubic feet when (?iVis 56*6 cubic feet, it 
appears that in the reduction we must multiply by • 0493. Refer- 
ring to Table V. the intemal-work-pressure is found to be 596, and 
hence 

Required pressure = (596 + 56) x *0493 = 32-14 

This represents an abstraction of heat equivalent to 1 * 76 times 
the useful work, or about 75 thermal units per I.H.P. per 1'. The 
diflference between this and the heat supplied during expansion is 
25 thermal units per I.H.P. per T, which must have been supplied 
by the steam jacket in addition to the exhaust waste, which, if the 
steam were really dry at the end of the stroke, may be supposed small. 

Secondly, if the steam'be supposed to contain one-third water at 
the end of the stroke, no doubt an extreme supposition under the 
circumstances, the volume of steam condensed in admission, assuming 
as in previous cases that the boiler supplied dry steam, is found 
from 

iCg - Sq = '371 x^ (see above, p. 158) ; 

.-. x^ = •63fl;2 = "43, or 1 - a^ = -57. 

Volume of steam condensed = '57 x 7*51 

= 4 * 28 cubic feet per lb. 

Terminal volume .. .. = 56*6 x ic^ = 66*6 x -666 

= 37 * 7 cubic feet per lb. 

.-. Required pressure . . . . = 652 x 4*28 -4- 37*7 

= 73*8. 
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Thus the heat abstracted during admission is 4*06 times the useful 
work done, or 174 thermal units per I.H.P, per 1'. Subtracting the 
heat supply, we obtain 86 thermal units per I.H.P. per 1', which, 
together with the jacket heat, would form the exhaust waste. 

These results will show how far it is possible to go without 
further information than is furnished by an accurate indicator 
diagram. The accuracy of the diagram is not discussed here, and 
the complicated eflfect of clearance and wire-drawing here neglected 
may have considerable influence on the results. 

81. Before leaving this part of the subject, another formula may 
be mentioned which may often conveniently be employed. 

In Chapter III., Art. 25, it was shown that the total heat of 
formation of steam at the end of the stroke of an engine is given by 

e = ^2 - Ao + (^m - Pi) v^ 

if the steam be then dry, while if it then be wet, 

Q^ K- K + ^2^ + (^tn - A) «2^8 (Art. 26), 

the notation being as explained in the articles cited. 

Now there is no reason to restrict this formula to the end of the 
stroke, the reasoning used being applicable in any case, only P^ must 
now mean the mean pressure exerted on the piston during the part 
of the stroke considered, while P^ becomes the pressure at the end 
of that part. Let the part considered then be the admission, then 
Pm - P2 vanishes and Q^ = \ - h^ ■{• x^L^ is the total heat of 
formation initially, where the sufiSx 1 corresponds to the commence- 
ment of the stroke. This may also be seen by considering that the 
total heat of formation is in this case identical with the total heat of 
evaporation. 

If now S be the heat supplied during expansion, S must be 
identical with Q - d, 

which determines the heat supplied to 1 lb. of steam during expan- 
sion, when the initial and terminal state of the steam is known, 
together with the mean forward pressure exerted on the piston 
during admission and expansion. The results of the last articles 
can also be obtained by use of this formula. 
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The examples given in the present section show sufficiently how 
to deal with cases in which the law of expansion is known, by 
experiment or otherwise, and it is required to find the law of supply, 
and at the same time furnish materials for subsequent consideration. 
We next go on to the converse question, where the supply of heat is 
supposed known, and it is required to find the law of expansion. 

Expansion of Steam under a Given Supply of Heat, 

82. When the supply of heat is given for each step of the expan- 
sion, it is then possible, at least theoretically, to construct the 
expansion curve step by step, so that the given supply may be equal 
to the internal work + the external work. The data of the question 
would be, either the heat supplied during each degree of the fall of 
temperature which always takes place whatever the law of expansion 
be, or else the supply of heat as the volume increases by a given 
amount : it is the first case which is the most simple, and at the 
same time generally the most important, and to that we confine 
ourselves in the present chapter. 

Case L — ^First, suppose that no heat is supplied to the steam 
during its expansion, then the expansion curve is, as in the case of 
air (Chapter IV.), called the " adiabatic " curve, the form of which it 
is our object to investigate. Adiabatic expansion does not occur in 
practice, for it presupposes a perfectly non-conducting cylinder, but 
its consideration is nevertheless indispensable in any theory of the 
steam engine, both as an interesting ideal case, and because, although 
the whole mass of steam cannot expand adiabatically, yet the central 
portion, not in immediate contact with the sides, probably does so. 
The general nature of the curve can be foreseen from what was said 
at the commencement of this chapter, when we considered the 
expansion of dry and saturated steam ; for it was there shown that, 
to keep steam dry, heat must be supplied from without, and the 
necessary inference is that, if the heat be not supplied, the steam 
will condense, and hence the adiabatic curve must fall below the 
saturation curve. On the other hand, it cannot fall much below, for 
it has been already seen what a small difierence in the expansion 
curve corresponds to a great diflference in the heat supply. 

To construct the curve it is only necessary to remember that the 
whole external work done in expansion must now be derived from 
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the internal energy stored up in the steam itself, that is to say, it 

(must be equal to a diminution of internal energy, which must take 
place during the expansion. Thus, if the steam expand from a point 
j 1 to a point 2, 

I /i - Jj = Area of curve ; 

or with the previous notation (Art 80), 

5* 36 (<i - t^ + !pi ^1 - Ti J^i = Area of curve ; 

where areas are supposed expressed by the product of a pressure in 
lbs. per square inch and a volume in cubic feet The construction 
of the curve is now to be carried out so as to satisfy this equation. 

In Fig. 25, OX is as usual the volume axis and Y the pressure 
axis, from which lines are drawn with ordinates representing the 
pressures 15, 20, 25, 30, 40, 50, 70 lbs. per square inch, and any 
other pressures which may be required ; for convenience, such pres- 
sures are chosen as occur in Tables III. and Y. Corresponding lines 
in the lower part of the figure show the intemal-work-pressures taken 
from Table V. ; these lines are distinguished by the numerical values 
of the pressures in question being written against them. 

Imagine, for example, that we have dry steam at 70 lbs. pressure, 
and take A on the corresponding pressure-line so as to represent its 
volume, that is to say, 6 * 09 cubic feet Let that steam expand 
according to the curve A B, till its pressure has fallen to 50 lbs. per 
square inch without gain or loss of heat^ it is required to find the 
corresponding volume, which we already know to be less than 8*35 
cubic feet) the volume of dry steam at that pressure. 

Complete the intemal-work-rectangle corresponding to A pre- 
cisely as in previous questions, but let the internal work be reckoned 
from water at the lower temperature of B instead of from the upper 
temperature of A ; the construction is shown in the figure, resulting 
in the line SS which forms the base of A^b rectangle ; while the base 
of B^B rectangle is simply the line of intemal-work-pressure corre- 
sponding to By which in the figure meets the vertical through A in G. 
Now draw the line Z Im Im midway between A and 5, the ordinate 
of this line must represent the intemal-work-pressure corresponding 
to the expansion from A to B wherever B is, exactly if the expansion 
curve were a straight line between A and By and very approximately 
if, as is actually the case, the line be curved. Hence, by the same 

o 
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reasoning as in previous questions, it is quite clear that the other 
side of jB^8 rectangle will be determined by joining ZG and pro- 
ducing it to meet S S produced in K, then a vertical through K 
must determine B; the difference of internal work at A and B 
being then equal to a rectangle, the area of which is very approxi- 
mately the same as the area of the expansion curve A B, 

The construction can now be repeated as often as desired, and 
the adiabatic curve is thus determined. The figure shows expansion 
by successive stages, from 70 lbs. pressure to 15 lbs. pressure; the 
numbers written below the axis give the volumes of the expanding 
steam at the pressures indicated by the ordinates, while the numbers 
written above the expansion curve*on the level of the line of 70 lbs. 
pressure represent the corresponding volumes of dry steam, as 
shown by the satiuration curve A D^ dotted in the diagram ; thus, 
the volume of steam condensed at each step of the expansion is the 
difference of these numbers. 

The process here described requires considerable care to obtain 
accurate results ; hence, when great exactness is desired in the 
determination of the condensation, numerical calculation is prefer- 
able, according to a formula to be explained in the next chapter, or 
by the method followed in Case II. immediately following; the 
numbers given in the figure were obtained in this way. The results 
show that in the whole expansion the ratio of expansion is 3 * 88 and 
the steam condensed 2 * 3 cubic feet ; that is to say, when steam 
expands adiabatically 3*88 times from a pressure of 70 lbs. per 
square inch, the terminal pressure, instead of being 18*1, as would 
be the case if the expansion were hyperbolic, is about 3 lbs. less 
and about 9 per cent, of the steam is liquefied. Inspection of the 
figure gives a clear idea of the gradually increasing liquefaction as 
the pressure falls. The mean pressiu^e in adiabatic expansion can 
always be found when the terminal volume and pressure are known, 
by inverting the construction of the present article and applying it 
to the total expansion. 

83. Case IL — Secondly, as before, let the expansion be adiabatic, 
but let the steam be initially wet, then the construction is in general 
identical with that just given, and the general results can be fore- 
seen. The position of the lines of internal-work-pressure is 
unaltered, but the rectangle representing the effect of difference of 
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temperature is of smaller breadth, and consequently greater height ; 
thus, the lines SS are all shifted downwards, and consequently the 
points K (for the same initial volume) shifted to the right ; that is 
to say, the volume of the steam is greater (relatively to the initial 
volume) than if the steam had been initially dry. Thus wet steam 
does not condense so fast as dry steam when expanding adiabetically. 
The extreme case of wet steam is when there is no steam, but 
only water initially, and then it is obvious that water must be 
evaporated, not steam condensed, on diminution of pressure. In 
Pig. 26 let iV represent '016, the volume of 1 lb. of water enclosed 
in a cylinder behind a piston, and let the piston be loaded with 
70 lbs. per square inch (say) ; take A N U> represent that pressure, 
and draw horizontal lines to represent various pressures as in the 
previous case. Now imagine the temperatiu'e of the water to be 
BOd"", corresponding to 70 lbs. per square inch, and then suppose 
that pressure gradually to diminish, the water will gradually evapo- 
rate and its temperature fall ; it is required to find the expansion 
curve. We might employ the purely graphical method of Case L, 
introducing a suitable modification, but instead of this, we may 
proceed differently by a method likewise applicable in Case I. and 
the following Case III. Let the point of departure A be denoted 
by 1, and let the next point, corresponding to a pressure of 60 lbs., 
be denoted by 2, as shown on the diagram, then if, as usual, 

we can now no longer neglect s, because F is a small quantity ; 
hence, since Vi = s, the formula employed in the last article becomes 

5-36 (^1 - Aj) - P2 . {T^2 - s) = Area of curve, 

in which h^ - h^ ia not replaced by its approximate value t^ - igi 
because the error thus introduced is much greater than in previous 
cases. Now, for the area of the curve between 1 and 2, it is sufficient 
to consider the curve as a straight line between these points, then 

Area =-?!iP?.(Fi - s) = 65 (r, - «); 

introducing which into the foregoing equation, and replacing ^g ^7 
its value, namely, 633*4 lbs. on the square inch, 

(^2 - «) (633-4 + 65) - 5-36 (^ - k^). 

o 2 
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On referring to Table ILa it will be found that the specific heat of 
water between 303** and 293* is about 1-025, hence 

*! - Aj = 1-025 (f^ - g = 10-25 nearly; 

substituting and performing the numerical calculations, 

Fi -«= -0802, ^2= -0962, 

so that the volume of the mixture of steam and water is about 
•0962 cubic foot The point 2 can now be laid oflF on the diagram, 
and shows the volume at a pressure of 60 lbs. per square incL Now 
pass on to the point 3 on the line of 50 lbs. pressure, then consider^ 
ing that area as a pair of trapezoids, 

Area of curve up to 3 = 66 x -0802 + (F^ - F^) 55 ; 

.'. Area = 5-2 + 55 (Fj ^ F^), 

and the equation becomes 

5-2 + 65 (V, - r^ = 6-36 (K-K)- k {V, - *), 
or 

5-2 + (Fs - F^ (p, + 55) = 5-36 {h^ - h^ - }, (F^ - s). 

Eeplacing p^ by its value, namely, 540 lbs. per square inch, and 
F2 - shy its value just found, 

^ _ ^ _ 5-36 (h^ - ^a) - 540 x -0802 - 5-2 
* * 595 

Assume the specific heat of water by Table Ila as 1 -02, then 

Ai - ^2 = 1-02 (<i - g = 1-02 (303*^ - 28r); 

substituting which and performing the arithmetical operations, 

r,-r,= -119, 

whence 

F^= -119+ •0962, 

This process can be repeated indefinitely, and hence the volume of 
the steam is determined after a fall of pressure of any extent ; the 
results are shown so far as 15 lbs. in the diagram by the numbers 
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placed against the ordinate above the volume axis; whence it 
appears that the volume of the mixture, after the pressure has fallen 
to 15 lbs., is about 2*3 cubic feet. 

Thus it appears that when steam is very wet> instead of conden- 
sation taking place during expansion, just the reverse is true, some 
of the water being evaporated. Of course it follows that some pro- 
portion of steam to -water must exist for which neither evaporation 
nor condensation takes place. This proportion can be found either 
by graphic construction or by an approximate calculation of the 
kind just made, or by a formula which will be given in the next 
chapter ; it varies for each particular case, but never differs greatly 
from half. 

84. If, instead of supposing steam, or a mixture of steam and 
water, to expand, we imagine conversely that it is compressed by a 
gradual increase of the pressure on the piston, then the effect pro- 
duced is exactly reversed. In the case of moderately moist steam, 
the moisture is gradually evaporated as the compression proceeds, 
and when sufficiently compressed the steam becomes superheated. 
In the case of very wet steam containing more than half its weight 
of water, condensation takes place gradually as the compression goes 
on, and that the more rapidly the wetter the steam ; thus, if the 
compression be sufficient^ the steam is whoUy condensed, and this is 
what was supposed in Art 62, Chap. V., when considering the 
action of a perfect steam engine. 

85. Case III. — ^Next, instead of supposing, as in the two pre- 
ceding cases, that no heat is supplied or abstracted during expansion, 
let us imagine that heat is added as the temperature falls by equal 
quantities for each degree. This will be realised if the steam be 
supposed to expand in a non-conducting cylinder, but with a thin 
metallic plate attached to the piston ; then the temperature of the 
plate will closely follow that of the steam, and if its specific heat be 
supposed constant, it will supply the steam with equal quantities of 
heat as the temperature of the steam falls through each degree. Let 
the weight of the plate be m times that of the steam and its specific 
heat c, then the heat supplied per lb. of steam will be m c. 

The supposition of such a metallic plate is very interesting 
theoretically, because it imitates more closely than any other case, 



Digitized by 



Google 



Abt. 85.] EXPANSION OP STEAM. 199 

sufficiently simple to be thoroughly investigated, the real action of 
the sides of the cylinder. 

Let t' be the temperature of the exhaust steam, and t be the 
temperature initially in the cylinder ; then on admission the plate 
has to be heated from ^ to ^ by the fresh steam from the boiler, 
whereby mc{t - t') thermal units are subtracted from that steam, 
and \ - X lbs. are liquefied, given by 

This liquefied steam is deposited on the siu^ace of the plate as a film 
of moisture, which is afterwards re-evaporated, partly during expan- 
sion and partly during exhaust. This process is highly instructive, 
and will be carefully examined hereafter ; for the present we are 
only concerned with its effect on the expansion curve. 

Let Q be the amount of heat furnished by the plate as the 
expansion proceeds from a point 1 to a point 2, then by the 
general principle 

Heat Expended = Internal Work + External Work, 
C = /a - /i + Area of expansion curve ; 
or using the same formula as in Art. 61, 

Q = ^2 - *i + ?2 • (^^2 - «) - A (^1 - «) + Area of curve. 
Omitting $, and writing as usual 

to correspond with pressures in lbs. per square inch, 

= ^2 '^a " ^1 ^1 - ^'^^ (^1 " ^2) + Area of curve; 

but on the same scale 

C = mc(<i - t^ X 5-36, 
and therefore 

5'36 (1 + mo) (^1 - /g) + ii ^1 - ¥2 ^2 = ^^ ^^ curve. 

The construction of the ciu-ve is now to be carried out so as to 
satisfy this equation. On comparing the equation from which the 
adiabatic curve was constructed in Art. 82, it will be seen to differ 
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solely in /j - t^ being replaced by (1 + m c) (t^ - i^, and the con- 
struction must therefore be the same save a slight modification. To 
fix our ideas, let us imagine the plate to be of iron, the specific heat 
of which is *12, and let the weight of the plate be 8*33 times that 
cf the expanding steam; then me = 1, and in the construction we 
have only to use 2 {t^ - /g) i» place of t^ - t^ 

This has been done in Fig. 25, which shows the construction on 
the further supposition that the steam contains initially one-third 
water ; the inner strongly-dotted curve ahdia the expansion curve. 
As before, to obtain very exact numerical results, a calculation 
method is preferable, such as the process adopted in Case 11^ or the 
formula given in a subsequent chapter (Chapter VII.)t The 
numbers given in the diagram at the various points of the curve 
ahd were obtained in this way; those immediately above the 
volume axis representing the actual volumes of the expanding steam, 
and those in the upper part of the figure giving the volmnes of 
steam containing one-third water, as shown by the faintly-dotted 
curve of uniform wetness ad^. The first set of numbers are the 
greater, showing that the action of the plate is sufficient, not merely 
to prevent the condensation which would otherwise take place, but 
make the steam considerably drier. Thus, at the end of the stroke 
the steam occupies 18*8 cubic feet, instead of 17*27 cubic feet, as it 
would do did it still contain as much as one-third water. The ratio 
of expansion is in this case 4 * 63, and the curve rises very nearly 
indeed up to the hyperbola. 

The steam contains, on the whole, at the end of the stroke^ 
27 • 4 per cent, of water ; but it is highly probable that not all of this 
is deposited on the plate, but that the central mass of the steam 
condenses as it would do if the plate were not there. If this be the 
case, then by Case I., 8*9 per cent, of two-thirds the whole mass ia 
distributed unifonoly throughout the mass, while the rest represents 
the film still existing on the plate at the end of the expansion. This 
will be discussed further hereafter. 

The curve of internal work may be easily derived by graphic 
construction for 

Q = mc(t^ - t^ 

and hence, since the area included between the curves of internal 
work and external work represents the heat expended, all that is 
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necessary is to reduce a rectangle representing Q to a base represent- 
ing the corresponding increase of volume. Or, by calculation, let 
F^ V2 be two volumes corresponding to the temperatures t^ t^ then 
if |?A be the height of such a rectangle in lbs. per square inch, 

_ mc . 5-36 . (/j - ^2) 

In the example f»c = 1, then, commencing with the first stage of 
the expansion from 70 to 50 lbs., it has been already shown that 

Tj- Ti = 5-71 - 4-06 = 1-65; 

303" - 28r 5-36 x 22 



I'* « 5-36. j.g^ - ^.^^ 



or 



i?;i=71-5. 

A similar calculation is made for each of the five other stages into 
which the expansion is divided, whence is obtained 

71-5 : 51-4 : 38-8 : 28-6 : 23*8 : 17-1, 

niunbers which show the mean pressiires equivalent to the heat 
expended during each of the six stages of the expansion, from 
which the curve is readily constructed. It evidently falls a little 
below the axis at the higher pressures, and almost coincides with it 
at the lower; to avoid confusion it is not represented in the 
diagram. In adiabatic expansion the curves of internal work and 
external work obviously coincide. 

88. The expansion of steam in contact with a thin plate does not 
difier materially from the expansion of wet steam ; indeed the cases 
would be identical if the specific heat of the metal varied according 
to precisely the same law as the specific heat of water. For it is 
clear that the material of the plate does not influence the result in 
any other way, and consequently we may just as well suppose a 
mass of water as a mass of metal. The water, however, will follow 
the temperature of the steam more readily than the metal when the 
expansion is rapid; an important consideration, as will be seen 
hereafter. 
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Isodynamic Expansion, General Remarks. 

89. One other case of expansion remains to be mentioned; 
namely, that in which the supply of heat is just equivalent to the 
external work done, so that the internal energy of the expanding 
steam suffers no change. This is called isodynamic expansion, 
and in perfect gases is the same as isothermal expansion (Art. 33) ; 
so that the expansion curve, or, as it is called, the isodynamic curve, 
is a common h3rperbola. The curve of internal work then coincides 
with the volume axis, and, consequently, on comparing Articles 70, 
72, of the present chapter, it appears that the isodynamic curve 
must lie between the saturation curve and the common hyperbola, 
and hence differs very little from either ; moreover, it follows that 
in this kind of expansion the steam becomes drier as it expands, 
though not so rapidly as in hyperbolic expansion. This curve like- 
wise represents the relation between the volume and the pressure of 
saturated steam when expanding without doing any external work. 

The isodynamic curve is graphically constructed by an easy 
modification of the process adopted for the adiabatic curve (Art. 82) ; 
we have only to draw the radiating lines (Fig. 25) through the fixed 
point instead of through the middle points of the corresponding 
pressure intervals ; then a curve will be determined for which the 
internal- work-rectangles are constant, and this curve, by the defini- 
tion, is the isodynamic curve. 

90. The principal object of the present chapter has been to point 
out the connection between the expansion curve of steam and the 
supply of heat during the expansion, as had been already done in 
the case of air in Chapter lY. ; and we see clearly that in both 
steam and air the law of expansion depends solely on the treatment 
of the fluid as regards the reception or rejection of heat, as has been 
already shown in general terms in Art. 29. 

The graphical methods employed for steam, when used for air, 
are much more simple, because the internal energy of air, reckoned 
from the absolute zero, is always represented by a rectangle 
constructed on the base V, with a height 2*45 P. (See page 80.) 
With this modification the construction representing the heat sup- 
plied during expansion, or for the adiabatic curve, may be carried 
out exactly as explained in detail in the case of steam. 
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CHAPTER VII. 

PERFECT ENGINES WITH ANY GIVEN CYCLK 

In all that was said in Chapter V. it was supposed that the engine 
received all its heat at a fixed temperature from a single source of 
very slightly higher temperature, while it rejected heat at another 
temperature very slightly above that of a refrigerator. The cycle 
of the engine is, then, of that simple kind described in Art. 57, 
page 133. It may be called an elementary cycle, and the engine 
an elementary heat engine. The terms " Camot Cycle," " Carnot 
Engine," are also not unfrequently used. 

In actual heat engines, however, there are sometimes several 
sources of heat, like the gratings of a regenerator, or the source of 
heat may be within the working fluid itself, as in the explosive gas 
engines, and vary in temperature. Even when the heat is all ulti- 
mately derived from a single source of fixed temperature, it will 
generally happen that the fluid does not receive the whole of it at 
that temperature, and it is upon the temperature of reception and 
rejection of heat that the cycle depends, not upon the temperature of 
the ultimate source, which may be, and often is, much higher. 

In actual engines, then, the cycle is never elementary, but is 
much more complex, and we now resume the subject with the 
object of studying such cases. 

Generalisation of Camot's Principle. 

91. Take a simple engine, such as that of Art. 36, and imagine, 
instead of a single source of heat and a single refrigerator, various 
sources of temperature, 7^ jTgj ^^-j *'^® temperature of the re- 
frigerator being Tq. Suppose the engine working with any fluid, as, 
for instance, a mixtiire of steam and water, and, at the beginning of 
the operation, let the temperature of the fluid be T^, the temperature 
of the corresponding source of heat : then, if that source be applied, 
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the fluid receives heat and increases in volume. In Fig. 26 it is 
supposed that the fluid is initially water, and evaporates partially, 
till its volume has increased from Z A to ZB, during reception of a 
quantity of heat Oi from the first source ; the pressure, of course, in 
this case remains constantly at its initial value. Now remove the 



Fig. 26. 




first source and allow the fluid to expand without gain or loss of 
heat : the adiabatic curve BC is described, while the temperature 
falls from that of the first source to that of the second (say Tg) ; 
next, instead of allowing the expansion to proceed, and the tempe- 
rature to fall, apply the second source of heat, which causes a 
further evaporation at the constant pressure, corresponding to T^ 
during the reception of a quantity of heat from that source, which 
may be called Q^ ' ^^® corresponding increase of volume is repre- 
sented in the figure by C D, Repeat this process for all the sources 
of heat, the last adiabatic curve being L D, while the temperatiu^e 
finally falls to Tq, the temperature of the condenser ; then let heat 
be abstracted by the refrigerator, till the volume MU of steam has 
been condensed, the point M being so taken, as in the simpler case 
of Art. 62, that the mixture of steam and water returns, after 
adiabatic compression, represented by the curve MA, to the state 
of water at temperature T^ As in all other heat engines, the area of 
the diagram represents the energy exerted by the fluid during the 
cycle of charges through which it passes ; and the only question is 
to find the relation between that area and the quantities of heat Q^, 
Q^ Q3, &c., received at each temperature. This can easily be done 
by reference to Chapter V. ; for imagine the adiabatic curves B (7, 
D Ey &c., prolonged to meet the horizontal line MD in ^\ D\ F^, 
&c., then each of the curved quadrilaterals A B\ C D\ &c., may be 
considered as the indicator diagram of a simple engine, such as was 
considered in Chapter V., which receives heat from its own source 
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and rejects heat into the refrigerator, satisfying the conditions of 

maximum efficiency for engines working between given limits of 

temperature. But from Art. 62 it appears that the area of such a 

T - T 
diagram must be Q. — =— ^ where Q is the heat received, and T the 

temperature of the source ; hence, if 27 be the whole area of the 
complete diagram, it follows that 

U.Q,.t^^i^ + Q,/-^o + Q,/-^^±&+.... (A) 

an equation which shows that the area of the diagram, that is to 
say, the work done by the engine, depends solely on the quantity of 
heat supplied from each source, and the temperatures at which it is 
supplied. 

Moreover, let Q be the whole heat supplied from the various 
sources, and E the heat which passes into the refrigerator, then 

whence by subtraction of the preceding equation and division by Tq, 
we obtain the general relation 

^=-|+f + !• + •••• (B) 

^0 ^1 ^2 ^8 

In drawing Fig. 26, and in the description, it was supposed that 
the engine was a steam engine, but this is not at all necessary ; 
precisely the same reasoning applies to any engine, but the lines 
ABy CDy EF, &c., of the figure will now no longer be straight, but 
will be the isothermal curves proper to the particular fluid con- 
sidered: thus for a perfect gas these lines would be rectangular 
hyperbolae. Hence the equations (A) and (B) are true for any 
engine receiving heat in the way supposed, provided only that none 
of the expansive energy of the fluid is dissipated by unbalanced 
expansion. (Art. 54.) It should be understood that any of the 
quantities of heat Q may be negative, representing heat abstracted 
instead of added. 

92. A fluid may be made to receive heat from a succession of 
sources of different temperatures by passing it through gratings 
similar to those of a regenerator, as described in Art. 39 and else- 
where in Chapter IV. In the Stirling air engine the volume of the 



Digitized by VjOOQIC 



206 PERFECT ENGINES [Oh. VH. 

fluid remains constant during the process, but this is not necessary, 
it may change in any way as the pressure and temperature change ; 
thus, for example, in the Ericsson air engine, or in the ideal Joule 
engine of Art. 51, the pressure remains constant during the passage 
through the gratings. In this way a fluid may be made to expand 
according to any law we please, receiving at each step the corre- 
sponding amount of heat necessary from a grating, the temperature 
of which differs insensibly from its own, so that the process is re- 
versible. Similarly, when a fluid is compressed, the compression 
curve may be made of any form we please, the needful amount of 
heat being abstracted at each step by the gratings. In a number 
of cases the amount of heat so added or subtracted has been found 
for air and steam in Chapters IV. and VL 

Let us suppose that we have a single principal source of heat of 
temperature T^, a refrigerator of temperature J^, and let a grating 
of temperature (absolute) t supply the fluid with amount of heat q, 
while the same or a different grating subsequently abstracts the heat r. 
Equation (A) becomes 

»'=G-^i^ + 5'-^«.(2-'-), 

the summation extending to all the gratings. 

In the case of a regenerator ^ =^ r, and the formula reduces to 

just as for a perfect engine without regenerator working between 
the same limits of temperature. The reason of this is that the fluid 
is compressed during change of temperature according to the same 
law as it originally expanded, so that, apart from losses (page 97), 
each individual grating is simply a store-house of heat of that par- 
ticular temperature, alternately drawn upon during compression and 
replenished during expansion. The only effect of the regenerator 
is to alter the expansion and compression curves of the indicator 
diagram without altering its area. The bulk of the engine is thus 
diminished in a manner already fully explained in the case of the 
Stirling air engine. 

If the law of expansion during change of temperature is not the 
same as the law of compression — for example, if the fall of tempera- 
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ture is at constant volume while the rise is at constant pressure — 
then q is not equal to r, and the formula just given serves to de- 
termine the efficiency. In the ideal Joule engine of Art. 51, which 
should here be carefully considered, one set of gratings form the 
only source of heat, while another set form the refrigerator, and, 
proceeding as in Art. 94, further on, the equation may be verified by 
comparing its results with those previously obtained in Chapter IV. 
In this case both expansion and compression are at constant pressure, 
but the first is the greater. 

93. Engines rarely receive heat from various sources in the way 
supposed, and the great importance of the result arises from the 
fact that it is immaterial from whence the heat is derived, provided 
that the fluid receives heat at the temperatures supposed. For 
example, in the perfect steam engine of Art 62, the heat is derived 
from the hot gases of the furnace at a temperature much higher than 
that of the boiler : yet, in considering the efficiency of the engine, it 
is the temperature of the boiler which is considered, not that of the 
furnace, because it is at the temperature of the boiler that the fluid 
receives heat 

Thus the results are applicable to any engine whatever, receiving 
heat at any temperatures, provided only that the whole expansive 
energy of the fluid is completely utilised. Subject to this proviso, 
the following general statements may be made, which are eqmvalent 
to the foregoing equations. 

First. — The efficiency of every jpossible heat engine de^nds solely on 
the mode in which it is supplied with heat, and not ai all on the TuUwre of 
the fluid or arrangement of the engine. 

This principle is the last step of a gradual generalisation, of 
which the principle laid down in Art 27, Chapter III., and Camot's 
principle explained in Art 55, Chapter V., are special cases. In 
Chapter III. it was shown that it is a necessary consequence of the 
principle of work, that the energy exerted by a given quantity of a 
given hind of fluid, is independent of the particular kind of machinery 
by means of which that energy is utilised. In Chapter V. we found 
that although the magnitude of the energy exerted varies according 
to the nature of the fluid, yet, when it receives and rejects heat at 
given fixed temperatures^ the proportion which that energy bears to 
the heat expended, that is to say, the efficiency of the engine, is the 
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same for all j9uids, and consequently for all possible engines. Now 
we go a step farther, and assert that this will be the case, not only 
when the engine receives heat at one fixed temperature and rejects 
heat at another fixed temperature, but also when it receives heat at 
any number of temperatures, provided only that the quantities of 
heat received at the various temperatures are in the same pro- 
portion. 

Thus, if the law according to which heat is supplied be supposed 
given, an engine will be of maximum efficiency, and hence may be 
said, in a certain sense, to be " perfect," even though it receives heat 
at varying temperature from a source the temperature of which is 
much higher, the only condition of maximum efficiency being that 
there shall be no unbalanced expansion. With a single source of 
fixed temperature, that temperature is the true datum of the 
problem, and then it is only engines which receive the whole of 
their heat at that temperature which can be considered as " perfect " 
in the full sense of the word : all others are of less efficiency, because 
they receive some of their heat at a lower temperature. 

We have supposed for simplicity, as being sufficiently general for 
the purpose, that the heat is all rejected at a single temperature, 
but this restriction is not necessary for the truth of the reasoning 
employed. 

Secjondly. — If the heat received at any temperature by a heat engine 
be divided by that temperature (absolviej^ the sum of the quotients is 
unaltered by the passage of the heat through the engine. 

This principle is merely the expression in words of equation (B), 
and amounts to saying, that although heat disappears (being changed 
into work), during its passage through a heat engine, yet that a 
certain quantity, found by dividing the heat by the temperature at 
which it is used, is unchanged, if the opportunity of turning heat 
into work, presented by the available difference of temperature, has 
been duly utilised. 

Zeimer has called this quantity a " heal-vjeight" thus developing 
further Camot's analogy between a heat engine and a water-power 
engine.* Let W be the weight of water used in a perfect water- 
wheel, h ^ hQ the fall, then 

♦ GnmdzUge der Mechanischcn Wdrmetheorie, p. 68. 
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is an equation which gives the work done by the machine : or, if 
there be various quantities of water, falling through various heights, 

Now compare this with the general formula (A), 

cr = |(r,-r,) + ^(r,-r,) + .... 

and it will be seen that just as the difference of temperature cor- 
responds to the fall, so the quotient Q/T corresponds to the 
weight. 

In the same way a refrigerating machine may be considered as a 
"heat-pump" employed to raise a "heat-weight" to a higher level 
of temperature. 

We shall use this term " heat- weight " occasionally as a name for 
the quotient in question ; but analogies of this kind, though useful 
at the outset of the subject, must not be pushed too far, and should 
be considered merely as aids to the imagination : the things com- 
pared are essentially different. In particular, the analogy fails for 
imperfect engines; in such engines the "heat-weight" increases 
during the passage through the engine. A different interpretation 
will be found further on. 

94. In Art. 91 it was supposed that the supply of heat took place 
by successive steps at successive fixed temperatures : it will, how- 
ever, seldom happen that this is the case, the engine receiving some 
or all of its heat, in general, continuously during a gradual change 
of temperature. By taking the successive temperatures near enough, 
however, this case becomes equivalent to that originally supposed : 
let us suppose that the amount of heat A Q is supplied at temperature 
7, then equation (B) becomes 

To ^ r ^ ^1 ^ J'2 

Qi9 Q» &<^') being supplied as before at fixed temperatures 7\, 7*2 • • • 
Thus in Fig. 26, just now given to show the operation of a steam 
engine receiving heat at varying temperature : let us suppose the 
sources of heat indefinitely multiplied, then the broken line BODE 
FKL becomes a continuous curve, dotted in the figure, representing 
the expansion of steam under a continuous supply of heat, the form 
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of the curve depending, as shown in the last chapter, on the quantity 
of heat supplied at each step of the expansion. 

An important case of this is, when the heat supplied during a 
continuous change of temperature is, at every step, proportional to 
the change, as in Case III. of the expansion of steam in Art 87 of 
the last chapter. Here we shall have 

where K is some constant, whence 

Proceeding to the limit and integrating, 

Y = KAog^Y + &c.; 

and thus it appears that when a quantity of heat is applied con- 
tinuously, in exact proportion to the change of temperature, its 

T 
"heat-weight" is equal to jK'log^ -=; where 7, T are the limits of 

temperature within which the heat is supplied : or, to put the same 
thing in other words, it is the same as if the heat were supplied at 
the mean temperature (T^ ) given by 



r« = 



1 ^' 



r 

When the difference T - T ib not very great, 
r«= ^4^ (nearly). 

95. An important example of the supply of heat at rising 
temperature occurs in the explosive gas engines briefly discussed in 
Chapter IV. Here the principal part of the heat is supplied by 
combustion before expansion begins, that is at constant volume, 
while the temperature rises from T^ to 7\, the amount being 
(page 111)— 

The theoretical maximum efficiency is therefore 
Efficiency - ^* ~ ^^ 
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where Tq, as in the article cited, is the temperature of the atmo- 
sphere and Tm. is given by the equation found in the last article. 
For example, let T^ - 3000** and T^ = 760', then 

logc 4 

and assuming the temperature of the atmosphere 62'' F. or 523^ 
absolute, the theoretic maximum efficiency is found to be about 
68 per cent. In the article cited it is shown that the calculated 
efficiency so far as accounted for by the diagram is *33, and the 
''true" efficiency apart from the large loss by leakage of heat 
through the cylinder walls is therefore 48 per cent. The losses here 
are first, incomplete expansion, and secondly, rejection of heat at a 
temperature far above that of the atmosphere. The first of these 
is much diminished in the Atkinson type of gas engine, some notice 
of which will be found in the Appendix. The second occurs in all 
actual gas engines and is difficult to avoid being, unless a regenerator 
is used, a necessary consequence of the cooling of the burnt gases at 
the atmospheric pressure instead of during compression. If rejection 
of heat at constant pressure, without a regenerator, be regarded as a 
necessity from the nature of the engine, an average temperature of 
rejection of heat might be found on the same principle that we 
have just determined the average temperature of supply. An 
ideal efficiency is thus obtained which represents more closely what 
is practically possible. It would be of little use to make such a 
calculation by the method we are now considering, for, as elsewhere 
pointed out, no results are deducible from Camot's principle, either 
in its simple form or as generalised in the present chapter, which 
cannot also be obtained so far as air and gas engines are concerned 
by direct calculation. The question is here considered for the sake 
of pointing out (1) that the average temperature of the heat supplied 
must generally be much less than the maximum temperature of 
the source of heat; and (2) that in each class of heat engine the 
cycle of the ideally perfect engine will be to some extent arbitrary, 
depending on what losses are considered as inherent in the nature of 
the engine and what losses are ideally avoidable. All that can be 
said is that when this point is decided the maximum quantity of 
work which can be done by a given quantity of heat will be 
definitely determined, and the ratio which the work done by the 

p 2 
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actual engine bears to it will be the " true " efficiency of the engine 
as distinguished from the "apparent" or "absolute" efficiency 
which, as pointed out in Art. 66, is nothing more than a coefficient 
of performance. 

In any case, the margin for improvement in gas engines, though 
no doubt much greater than in other heat engines, is not nearly so 
great as might be supposed judging merely from the maximum 
temperature in the cylinder. 

Similarly, in reversed heat engines the effective range of temperar 
ture is often much less and, consequently, the theoretical maximum 
efficiency much greater than might be supposed from the extreme 
temperatures reached. Take, for example, the warming machine 
considered in Art. 64, page 148. Here heat drawn from the atmo- 
sphere at 82° is delivered at 92° by an elementary reversed heat 
engine, and employed to raise the temperature of air by 60°. 
Evidently, during the process of -heating, the air gradually rises in 
temperature, and if heat at 92° is employed for the purpose there is 
a difference of temperature which we fail to utilise. In fact the 
average range of temperature through which the heat has to be 
elevated is 30° not 60°, and an ideally perfect machine would have 
an efficiency of 18*44 instead of 9 '22. It would be very difficult 
to construct such a machine which would be practically efficient^ but 
that is not here the question, the point is that in a reversed engine 
the margin for possible improvement is much greater than it might 
appear at first sight. 

Nature of the Cyde in an ordinary Steam Engine, 
Adiahatic Equation, 

96. We are now in a position to discuss the process undergone 
by the steam in an ordinary steam engine, and at the same time to 
complete the study of the expansion of steam, left partly unfinished 
in the last chapter. 

We shall begin by supposing a non-conducting cylinder, complete 
expansion down to the pressure of the condenser, clearance and 
wire-drawing neglected : also the back pressure is imagined that 
which corresponds to the temperature of the condenser. Then the 
indicator diagram is shown in Fig. 20a, where N represents s 
(= '016) the volume of 1 lb. of water, A iV the rise of pressure as 
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the water is forced into the boiler, AB ike evaporation of the water 
till the volume has increased from A S to B Sy B C the expansion 
of the steam from volume B S to volume C B,C M the condensation 
of the steam which is carried on till aU the steam is condensed and 
it becomes once more water. 



Fig. 27a, 




The efficiency of this engine is now to be found by comparing it 
with an air engine, which receives and rejects heat in the same way. 
In Fig. 276 the diagram of such an engine is shown : M A repre- 
sents a rise of pressure at constant volume during reception of heat, 
^ J^ an increase of volume at constant temperature during a further 
application of heat, B C expansion without gain or loss of heat till 
temperature has fallen to that of the refrigerator, C M compression 
at constant temperature till the air has returned to its original state. 
Different as the two diagrams may appear on paper, yet from a 
thermodynamical point of view they are precisely similar, provided 
the temperatures be the same, and the quantities of heat supplied 
at each temperature be in the same proportion : hence the efficiency 
of the two engines must be the same according to the generalised 
form of Camot's principle given in Art. 93. 

Now in the air engine the heat expended or rejected at each 
step of the process is, employing the notation of Chapter IV., per 
lb. of air, 

During elevation of temperature . . Kv{T^ - T^ 

„ expansion cT^ log^ r 

„ compression cTolog^-B 

where T^, T^ are the temperatures at which the air receives and 
rejects heat during its expansion A B and compression C M B,t 
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constant temperatures, r, B, the ratios of expansion and compression 
(isothermal). 

In the steam engine, on the other hand, the heat expended per 
lb. of steam is 

During elevation of temperature Ti - Tq 

„ evaporation x^Li 

„ condensation ^CoLq 

where 1 - a^, I — Xq are the weights of water mixed with the 
steam at the beginning and end of the expansion respectively, and 
Li, Lq are as usual the latent heats of evaporation at 7\, Tq. 

We must now suppose the air engine so arranged that the 
quantity of heat received at constant temperature is in the same 
proportion to that received at constant volume as in the case of the 
steam engine, that is to say, we must suppose 

cTiloggr ^1 A 

but by Art. 31, page 82. 

c 



K, 



V 



r-ii 



This condition being satisfied, the air engine and the steam 
engine will receive heat, at the same temperatures, in the same 
proportions, which is the needful condition that the efficiency may 
be the same : thus it will necessarily follow that the heat rejected 
in the two cases is in that same proportion, so that by similar 
Teasoning 

(y-l)ro.logcii = a;oio; 

but, if / be the ratio of adiabatic expansion in the air engine, it is 
clear that 

And by Art. 36 we know that 

T 
.-. (y - l)logcr' =logc^, 
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and 

T 
(y - 1) logcii = (y - l)log,r + log^ ^ ; 

whence replacing (y - 1) log^ r, (y - 1) log^ E by their yalues 
just given, it is clear that 

^^•=^+logcJ- (I) 

97. The method employed in the lajst article is based on the 
first statement of Art. 93, page 207. It is very instructive as an 
illustration of thermodynamical principles, but the very important 
equation deduced, which is called the Adiabatic Equation, is merely 
a particular case of equation (B), page 205, being obtained by writing 
the proper values of Q and B, in that equation, and performing the 
summation for the supply of heat at rising temperature as on 
page 210. 

It should be remarked that the variation in the specific heat of 
water (Art. 3) is neglected, and it is interesting to remark where the 
reasoning of Art. 96 would fail if it were taken into account. If 
the specific heat of water vary, the same amount of heat will not be 
received at each degree of rise of temperature, and hence the pro- 
cesses in the air engine and the steam engine will not precisely 
correspond ; hence the resulting equation is not quite exact. For 
some purposes it is desirable to take this into account, which may 
be done, with sufficient approximation, by employing a mean value, 
greater than unity, for the value of the specific heat, chosen, by 
Table 11., according to the range of temperature under consideration. 

Again, it is possible to make equation (I) more general, so as to 

include the case in which a plate of metal is supposed in contact 

with the steam, as in Case III., Art. 85, of the last chapter. If m c 

be the heat supplied to the steam, as its temperature falls, as 

explained in detail in the article cited, then by Art. 94, its " heat- 

T 
weight " is m c log^ ^, and thus, if ^ be the mean value of the 

specific heat of water, we obtain the more general equation 

^^=^ +(? + »»<:) logcP. (II) 

which applies to all the three cases treated in Articles 82-85. It 
was there shown how to determine the expansion curve of a mixture 



Digitized by VjOOQIC 



216 PERFECT ENGINES [Ch. VII. 

of steam and water by applying a graphical or arithmetical process 
in successive stages ; thd formula now given enables us to obtain a 
final result with accuracy without going through the intermediate 
stages. 

The adiabatic curve, then, is determined by the equation, derived 
from equation (I) by omitting the suffix 0, 

L L T 

^ jr= ^ly + l<>g€ Y (approximately), 

from which the amount of water in the steam can be determined, 
after expansion till the pressure (and therefore the temperature) has 
fallen by a given amount. Let V be the volume of a lb. of steam at 
the end of the expansion, then 

V-{v-8)x + 8==vx-\-s (approximately) 

mi vx (nearly, unless the steam is nearly all water) ; 

and substituting for x we deterpiine the final volume of the steam 
after expanding till the pressure has fallen by a given amount. In 
using the equation it is necessary to suppose the final pressure given, 
and then to find T from Table lo, of course adding 461 as the 
temperatures are absolute. The calculation is simplified by finding 
X first and then V, The equation is applicable, however much water 
be mixed with the steam initially, or even when there is no steam 
but only water, as in Case II., Art 83 ; it differs from EanMne's 
equation given in his work on the Steam Engine (p. 385) only in 
notation and in being more general, as Banldne has considered only 
the case in which the steam is originally dry. The formula was dis- 
covered by Eankine and Clausius working independently.* Two 
numerical examples will show how it is applied. 

(1) Dry steam at 302° expands without gain or loss of heat till 
its temperature has fallen to 212°, or, what is the same thing, its 
pressure to 14*7 lbs. on the square inch ; it is required to find how 
much moisture it contains, and what is its value. Here we have 

»i = 1 : Ti = 302° + 461° = 763° ; 
T = 212° + 461° = 673°. 

* The eztenaion of the formula to the case where heat is supplied to the steam 
in exact proportion to the fall of temperature appears to be due to Zeuner. See 
Grundzuge der Mechanischen Wdrmetheorie, p. 857. 
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Prom Table 11. the value of i^j is 902 thennal units, and of L 966 
thennal units ; 

Performing the numerical calculations, for which Table VI. is useful, 

«= -911, 

showing that rather less than 9 per cent, of the steam is condensed. 

(2) Let the steam, instead of being initially dry, contain initially 
30 per cent, of water, then x^ = "7, and the other data are un- 
altered ; 

••• -6-||=-7.|i + logc763-logc673. 

whence 

X = -662, 

showing that about 4 per cent, by weight of steam is condensed, 
being less than when the steam is initially dry, as already explained 
in the Appendix to Chapter VI. 

(3) Let 1 lb. of water at 302** expand, as in Art 83, till the 
pressure has fallen to 14*7, then t^ - and the other data are 
unaltered, whence 

X = -0872, 

a result which signifies that about 8| per cent of the water has 
evaporated. 

The volumes of the steam in these three cases are now found by 
the equation just mentioned, 

V = vx + s, 

in which s may be disregarded in the first two cases, but not in the 
third, whence 

r= 24: r= 17-5: V= 2-36. 

The first and last results serve to fix the four comers of an 
indicator diagram of a perfect steam engine working with initially 
dry steam between the temperatures 302°, 212° ; that is to say, the 
pressures 69*21 and 14*7 lbs. per square inch. It is this diagram 
which is shown in Fig. 19, Art. 62. 

The calculation here described is for some purposes inconvenient, 
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because the form of the curve is not ascertained directly, there 
being no direct relation between ^ and V^ but only an indirect one 
by means of the temperature. Hence, if it be required to find the 
pressure after expanding r times, this can only be done by trial and 
error. To avoid this inconvenience it was suggested by Rankine 
that the expansion curve might be represented approximately by 
the equation 

p F^ = constant = p^ Fi", 

if the index n be found by trial so as to give results agreeing with 
the foregoing calculation. 

To test this suggestion, we have the equation 

log^ + « . log r = log^i + ». log Fi, 

from which is obtained 

\ogp^ - logp 
^"logr-logFi" 

If the suggestion is correct, we ought to find the same value of n, 
whatever be the values of p V, provided only the expansion start 
from the same point represented by the suffix 1. 

For example, let us calculate n in the first of the two preceding 
cases ; then we have 

log69'21-Io gl4>7_ 
"" 7j log24-log6-153 " ^ ^^^• 

Now if the calculation be repeated with a different value of the 
terminal pressure, the result ought to be the same. 

On trial it is found to be so approximately, and the result is also 
nearly the same if the initial pressure be, not 69*21, but some other 
pressure, provided the steam be initially dry. Zeuner has examined 
the question with great care and accuracy, and finds the. best 
average value of n to be 1 * 135. But if the steam be initially wet, a 
smaller result is obtained ; thus, if as in the second example given 
above, the steam contain 30 per cent, moisture, then 

w =» 1 • 1 (nearly). 

By making numerous calculations of this kind, Zeuner found 



Digitized by VjOOQIC 



Abt. 98.] WITH ANT GIVEN CYCLE. 219 

the best average value of the index to be given by the empirical 
formula.* 

«= 1-035 +^, 

where x is the initial dryness-fraction of the steam supposed not less 
than ' 7 ; and Zeuner's calculations have since been verified by 
Grashof.f When Eankine suggested the equation p V^ ^ constant 
he gave the value 10/9 or 1 • 1 1 for the index, on what grounds cannot 
now be determined \ it is certain that numerical calculations from 
his own equations give a larger result, except when the steam is 
wet initially. 

When the method of logarithmic plotting is used (page 86), it 
is clear that the adiabatic curve, like the saturation curve, becomes a 
straight line. 

The equation p F* = constant is of less value than might be 
supposed, for it will be seen hereafter that when adiabatic expan- 
sion has to be considered in practical questions, the data of the 
question are, nearly always, not the initial pressure and ratio of 
expansion, but the initial and final pressures, in which case the 
equation may just as well be employed in its original form. 

98. Although the adiabatic curve, for a mixture of steam and 
water, is of a very complicated character, incapable of being ex- 
pressed exactly by any algebraical equation, yet all adiabatic curves 
are connected together in such a way that, when any two are given 
between given limits of pressure, aU the others are at once 
determined by a calculation of the simplest character. 

Let Fi Fhe the volumes corresponding to a given pressure p of 
a mixture of steam and water for the two extreme cases in which 
the mixture is wholly steam, or wholly water, at some other greater 
pressure ; and let us suppose these volumes already known. Then, 
to find the corresponding volume (P), when the mixture consists at 
the same initial pressure of a^ lbs. of steam, and I - x^ lbs. of water, 
it is easily shown that 

F> = x,F, + F(l - X,), 

* CfrundzUge der Mechamschm Warmetheone, p. 842. 
t 2%eoreii8che Masohmenkhre, Band 1, p. 175. 
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an equation which determines all the other adiabatic curves : thus, 
when, by methods already given, Fi V have been determined, the 
volume of steam in any given state initially, after adiabatic expan- 
sion down to pressure p, is readily calculated ; and the formula may 
be extended to cases in which the steam expands in contact with a 
metallic plate. 

The nature of the connection between the curves may, however, 
be most easily seen by reference to a figure. Fig. 28 shows various 

Kg. 28. 




adiabatic curves lying between 90 lbs. and 15 lbs. pressure, of which 
we will suppose known in the first instance, the curve A B, C D, 
corresponding to dry steam at 90, and water at 90, respectively. 
Then, to find the adiabatic curve for a mixture containing, at 90 lbs. 
pressure, one-half steam and one-half water, it is only necessary to 
draw a curve, A* By dividing the intercepts between the original 
curves into equal parts. Or, again, to determine the adiabatic curve 
corresponding to dry steam at 40 lbs. pressure, draw the saturation 
curve A Eq Bq, then the required curve starts from Rq, the point in 
A Bq which corresponds to 40 lbs. pressure, and divides externally 
the horizontal intercepts between the two original curves in a fixed 
ratio ; for example, the point S, where that curve cuts the line of 
15 lbs. pressure, is found by the proportion 

DSiDBiiKR^iKB; 
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and, on the same principle, C D\ the curve corresponding to water 
at 40 lbs. pressure, or any other required curve, is at once found. 

Still further, the expansion curve of steam in contact with a 
metallic plate may be found : take, for instance, a mixture of steam 
and water, containing originally one-half water, and let it expand in 
contact with 8^ times its weight of iron, as in the example of 
Chapter VL, then the expansion curve is found by setting oflFat 
every pressure, such as, for example, 40 lbs. in the figure, R^ Z 
equal to C^ K, then the required curve is A Z Nin the figure. 

99. The equation given in the last article is equivalent to saying 
that, when a mixture of steam and water expands, the water 
evaporates, and the steam condenses, just as each would do when 
taken alone : so that the actual total condensation or evaporation 
is the difference between the condensation of the steam and the 
evaporation of the water. When a certain proportion exists between 
steam and water, the evaporation of the water exactly compensates for 
the condensation of the steam : a proportion which is given by the 
equation 

T 

±l> 

where T^ T^ are the initial and final temperatures between which 
the change is supposed to take place. For a small change at 
temperature T, the above formula is very approximately equiva- 
lent to 

T 



X = 



X = 



1440* 



At 38 lbs. on the square inch, this gives '5 as the value of «, which 
at high pressures will be at most * 6, and at low pressures at least 
•46 : if a greater change of temperature be considered, the variation 
in X will be less, and we may say generally that when a mixture of 
steam and water in equal proportions by weight expands without 
gain or loss of heat, the evaporation and condensation approximately 
balance one another, so that the total change is very small : and 
further, if water predominates, evaporation takes place, but if steam 
predominates, condensation. 
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Similar conclusions may be drawn in the case where a mixture 
of steam and water expands in contact with a metallic plate : the 
state of things is the same as if the water received the whole amount 
of heat given out by the cooling plate, and expanded alone without 
connection with the steam, while the steam condenses as if the plate 
were not there. When the water forms a film on the surface of the 
plate, it is probable that this is really what takes place — ^a question 
which we shall resume in a later chapter. 

Again, when a mixture of steam and water expands, either 
adiabatically, or in contact with a plate, we may, if we please, 
separate mentally any part of the water from the rest, and consider 
it as a solid plate giving out heat as its temperatiu^ falls : so long 
as any of the remaining water remains unevaporated, the process of 
expansion will be quite unaltered by this supposition. This is an 
observation of great importance in the theory of the steam engine, 
for, generally, it is impossible to determine the total amount of 
water contained in a steam cylinder by direct observation : all that 
can be done is, to find the quantity of water discharged from the 
cylinder per stroke, either as suspended moisture distributed 
throughout the whole mass of steam discharged, or by re-evaporation 
during exhaust. We now see, however, that any water remaining 
in the cylinder after exhaust plays the part of a metallic plate, but 
with much greater effect, weight for weight, on accoimt of the great 
specific heat of water. 

100. To complete the study of the expansion of steam in the 
way supposed in preceding articles, it is now only necessary to find 
the useful work done per lb. of steam in the cycle of the steam 
engine considered in Art. 96, represented graphically by Fig. 27a. 
From the results given on page 214 we have at once, assuming the 
specific heat of water unity. 

Heat expended = Tj - T^ + ajj Lj = 0, 
„ rejected = aJo^o = -^• 

Of these two quantities Q is known from the data of the question, 
and B is calculated from the adiabatic equation. Their difference 
must be the useful work (U), which is therefore readily found. 
For example, let the initial pressure be 60 * 4, corresponding to a 
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temperature 293° F., and let the condenser temperature be 102** F. 
Also let the steam be initially dry, so that x^ is unity, then 

T^ = 754 : Tq = 563 : L^ = 908, 
.-. e = 191 + 908 = 1099. 

Also from the adiabatic equation we have 

which on substitution of the numerical values gives 843 as the value 
of XqLq. Hence, in thermal units 

U=Q - R= 1099 - 843 = 256. 

The result of this calculation is important as being the greatest 
amount of work which can ideally be obtained from a lb. of steam 
in an engine which has a feed pump of the ordinary kind. The 
efficiency of the engine is U/Qy or, in the present case, * 233, and is 
the same as it would have been if the heat had all been supplied at 
the mean temperature (absolute) 



r, = 



Q 
j^ + logcj^^ 



When the steam from the boiler is dry, the value of Q ia Hi - h^ 
otherwise the formula given above for Q must be used. In the 
present example the mean temperature 7m is 734** absolute, or 
273° F., being 20° less than the maximum temperature. 

The calculation of these and all other results connected with the 
adiabatic equation is facilitated by the use of Table YI. at the end of 
the book, which gives the values of LjT, 

TemperahirerEniropy Diagrams. 

101. Ketumingto equation (B), page 205, observe that it may be 
written in the abbreviated form 

To"" r • 

where A Q is the heat added, or (if negative) abstracted at tempera- 
ture T and the sign of summation extends through the whole cycle 
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of the engine except the rejection of heat into a refrigerator at 
constant temperature T^. 

Referring now to Fig. 27, page 213, let yi ^ (7 if be an indicator 
diagram representing the cycle. Any point in that diagram repre- 
sents the working fluid in one particular state as defined by its 
pressure and volume. Any part of that diagram represents a change 
of state : for example, M AB represents a change of state from M to 
J?, while B C3f represents a change back again from B to My com- 
pleting the cycle. Let B Che an adiabatic curve, so that no heat is 
added or abstracted between these points, and C M an isothermal 
curve during the operation represented by which, the temperature 
remains Tq, and the quantity of heat R is abstracted. For a given 
fluid this quantity B is necessarily the same, whatever the form of 
the part of the diagram MAB representing the mode in which the 
fluid changes its state in passing from Mto B. If then we write 

the quantity depends on the initial state Jf, and the final state B 
of the fluid, but not at all on the way in which the change of state 
has been produced. This may vary to any extent, according to the 
amount of heat supplied at each step of the process. 

Thus, for a given point J?, representing a certain definite state of 
a given fluid, the quantity ^ has a definite value which can be calcu- 
lated if we know the heat supplied at each step when the fluid 
changes its state from Mto Bin any one way. If the position of B 
be changed, the value of ^ will change imless the change be adiar 
batic. Along an adiabatic curve the value of ^ must be constant. 

We have already used the term " heat-weight " for the sum of 
the quotients in question (page 208), but we are here considering this 
quantity in relation to some given fluid, of which it may be regarded 
as an attribute like its temperature or its internal energy. By 
Rankine this quantity ^ was called the Thermodynamic Function, 
and by Clausius, the Entropy, of the fluid. This last is the term 
which we shall adopt. A fluid in any state represented by B 
possesses a certain " entropy " compared with some initial state M 
from which the entropy is reckoned. 

102. The state of a fluid is definitely known when we know the 
numerical values of two independent quantities upon which all its 
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other properties are made to depend. The two quantities generally 
selected for the purpose are its pressure and its volume, upon which 
its temperature, its internal energy, and, as we now find, another 
property, namely its entropy, depend. To represent the state 
graphically, the volume and pressure are plotted as horizontal and 
vertical ordinates. But as its other properties have definite 
numerical values for a given state, one or more of these values may 
be selected instead, just as in logarithmic plotting (page 84), the 
quantities plotted are the logarithms of the pressure and volume. 
Thus the ordinary indicator diagram is a pressure-volume diagram, 
but the same cycle might be represented by a temperature-volume 
diagram, in which the vertical ordinate represented the temperature, 
not the pressure, at the point considered. 

An indefinite number of such diagrams may be constructed, but 
by far the most important is the temperature-entropy diagram in 
which the vertical ordinate represents temperature, and the hori- 
zontal that quantity (</>) which we call " entropy." 

From the definition it at once follows that if A <^ be the change 
in <^ consequent on the supply of a small quantity of heat A Q at 
temperature T we shall have 

or performing the summation through any change of state produced 
by application of the heat Q, 

from which it appears that the area of any part of a temperature- 
entropy curve represents the heat supplied during the change it 
represents, just as the area of an ordinary expansion curve represents 
the energy exerted on the piston by the expanding fluid. The 
entropy of a fluid therefore corresponds to its volume, and may 
even be described as its Thermal Volume. 

The cycle of an engine is represented on such a diagram by a 
closed figure, the area of which represents the heat utilised during 
the cycle, while the area between any part of it and the base line 
from which temperatures are measured represents heat supplied or 
abstracted during that part of the cycle. 

(1) Take first a Carnot Cycle, such as is described on page 133. 

In Fig. 29 (page 228), Z Z represents a zero line from which 
absolute temperatures are set up as ordinates : to save room, it is 

Q 
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placed much nearer the rest of the figure than it would usually be 
if plotted to scale. The horizontal lines 1 2, 3 4 are drawn at 
heights representing T^ Tq, the temperatures of receiving and 
rejecting heat. The horizontal ordinates are measured from any 
convenient zero line Z F, and represent the value of if>. For an 
adiabatic change <^ is constant (page 224), and in the present case, 
therefore, the changes of temperature are represented by vertical 
lines 2 3, 1 4. Thus the temperature-entropy diagram for a Carnot 
Cycle is the rectangle 12 3 4. This is true, whatever the fluid be, 
though the pressure-volume diagram, as represented by Fig. 11, 
page 88, for air, and Fig. 19, page 143, for steam, varies greatly, 
according to the nature of the fluid. 

The heat supplied or rejected during any part of the process is 
now represented by the area of the corresponding part of the 
diagram. Thus if Q be the heat supplied during the operation 1 2 
and B the heat rejected during the operation 3 4, 

g = Areal2i\ri\r=r,{<^2-^,}, 
E = Area3 4^'JV^ T^ {<^g - if>^}. 

The difference is the heat utilised by being transformed into useful 
work ; this is represented by the area 1 2 3 4 of the closed figure 
representing the cycle just as in an ordinary indicator diagram. 
The values of <^, which in the figure are measured from an arbitrary 
zero line Z F, are obtained in terms of the pressure, volume, or 
temperature, by employing the known values of Q, R for an isother- 
mal change of the particular fluid considered. For example, if the 
fluid be air, referring to page 91, 

where r is the ratio of expansion or compression. 

(2) Take next the cycle of the ordinary steam engine as re- 
presented in Fig. 27 and already considered at some length. 

We must now, in addition to the isothermal changes, consider a 
change of temperature produced by supplying heat uniformly as the 
temperature rises. In Fig. 29 draw a horizontal line at a height 
above Z Zy representing J, the absolute temperature at any stage of 
the rise, and upon it take a point B lying on a curve B\ defined 
by the equation 

AresiOBMZ = a {T - T^] 
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where a, is the heat supplied for each degree of the rise. The 
horizontal ordinate L being the quantity ^, we have 

a .^T 

which by integration gives immediately 

T 

so that the curve ^ 1 is a logarithmic curve, and the horizontal 
ordinate 4 of the point 1 is 

T 

We have here, as is convenient, adopted the line Y drawn at 
this distance from 1 4 as a zero line to reckon the value of <^ from. 
Using as before the symbols C, -B for heat expended and rejected. 

e = Area^012J\r=a{ri - T^} + T^ {4>2 " 't'l) 
R = Area ^ 3 i\r = Tq • ^s- 

The difference is the heat transformed into useful work, graphically 
represented by 012 3, the area of the diagram representing the 
cycle. And as before, the values of ^ are found by substitution. 

103. Eeferring now to Chapter V., pages 127, 128, it will be 
seen that in every heat engine the working fluid goes through a 
series of changes in which (1) heat is alternately received and 
rejected, and (2) mechanical energy is alternately exerted and ab- 
sorbed. In other words, there is a cycle of thermal operations and a 
cycle of mechanical operations. The mechanical cycle is graphically 
represented by the ordinary indicator diagram or by some combina- 
tion of indicator diagrams (Art. 41), and we now find that the 
thermal cycle may also be graphically represented by a thermal 
indicator diagram in a strictly analogous way. In both diagrams 
the area of the closed figure represents the same quantity of energy, 
namely, the heat utilised or the useful work done ; but in the thermal 
diagram the area of any part represents heat added or subtracted, 
whereas in the mechanical diagram it represents mechanical energy 
exerted on or supplied by external bodies. In other words, the 

Q 2 
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thermal diagram represents the outflow and inflow of heat in the 
same way as the mechanical diagram represents the outflow and 
inflow of mechanical energy. By the addition of a set of adiabatic 
curves to an ordinary indicator diagram, it may be made to show 
the thermal cycle as well as the mechanical, and this was the way in 
which Kankine treated the question.* This method, however, is not 
of practical use, it is far better to construct a separate temperature- 
entropy diagram to represent the thermal cycle, as proposed by 
Professor J. Willard Gibbs, who was the first to point out its 
advantages.! It is the graphical expression of the Second Law of 
Thermodynamics in a simple but perfectly general form. 

Fig. 29. 





M liT D N ISr '/ 

104. It has already been pointed out that the quantity <f> for 
each state of the fluid has a value which, relatively to some given 
initial state, is perfectly definite and may be calculated. We now 
proceed to perform the calculation for air and steam. 

Returning to Fig. 29, take any point P representing the fluid in 
a state defined by its temperature T and entropy </>. These quantities 

* See Rankine's Steam Engine and other Prime Moters^ 6th edition, page S43. 
t Qraphical Methods in the Thermodynamics of Fluids, TranaactionB of the 
Ck>nnecticut Academy of Arts and Sciences, vol. ii. part 2, April 1873. 
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are represented by the vertical ordinate P D and horizontal ordinate 
Z D, Reasoning as before 

4^-= ZD ^ OL ^ BP 
T Q 

where Q is now the heat necessary to produce the isothermal change 
BP, 

(!) Taking the case of air 

a=: K^l c = Kviy 1); ^ = c.log^r 

where r = F/Fq is the rate of expansion. Hence 

T V 

* = ^«.loge-^ +^r(r - l)logcT7r. 

This gives the " entropy " reckoned from a state represented by the 
origin on the diagram, expressing it in terms of the volume and 
temperature in the state considered. For an adiabatic change the 
value of <^ must be constant, and this will be found to give the 
equation of the adiabatic curve for air already found in Chapter IV. 
As applied to air, however, the present method of treating thermo- 
dynamical questions presents no special advantage. 

(2) Next taking the case of steam we write for a the mean 
specific heat of water during the change considered, or, approximately, 
unity, and for Q, we write L x where x is the dryness-fraction of the 
steam considered, then 

^ . T Lx 

which gives the entropy reckoned from water at Tq of any mixture 
of steam and water at temperature T, 

To complete the diagram, take now from Table VI. 

the point 8 will be a point in a curve which, as in a pressure-volume 
diagram, may be described as the " saturation curve." In the figure 
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this curve is 2 S* Sq, starting from the point 2, which is supposed to 
represent dry steam. The dryness-fraction x is evidently 

Now the value of x is represented by a similar ratio in an ordinary 
indicator diagram, on which a saturation curve has been plotted as 
shown by many examples in Chapter VI., and corresponding points 
in the mechanical and thermal diagrams are in this way immediately 
found. See also Fig. 28, page 220. 

(3) It thus appears that any expansion curve on an ordinary 
indicator diagram can at once be plotted on the thermal diagram, 
and conversely. For example, in the thermal diagram all adiabatic 
curves are represented by vertical stmight lines, hence any such 
curves may be plotted at once on the mechanical diagram much more 
simply than by the direct method employed in Chapter VI. 

Again, take the case of steam receiving heat from a metal plate 
or otherwise at the rate oi mc thermal units for each degree that 
the temperature falls. In Fig. 29 take 

EC = mc. 04 

and trace a logarithmic curve FVC, this will be the expansion curve 
starting from the point F and, 

Heat supplied during Expansion = Area FDNC, 

In such cases as occur in steam engines the logarithmic curves 
may generally be replaced by straight lines, and the diagram becomes 
one of great simplicity, considering the nature of the subject. 

The diagram in this form is due to Mr. Macfarlane Gray, and is 
a valuable simplification of the thermodynamics of the steam engine, 
especially in questions relating to the exchange of heat between the 
cylinder and the steam it contains. Most of the results already 
obtained may also be derived from this diagram ; as an example, the 
reader may for exercise find the value of the specific heat of steam 
as given by the formula on page 167. 
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CHAPTER VITI. 

LOSSES OF EFFICIENCY IN HEAT ENGINES. 

105. When a heat engine works between given limits of tempera 
ture, it has already been sufficiently explained that the conditions of 
maximum efficiency are, that the engine shall utilise the whole differ- 
ence of temperature between the source and the refrigerator, and that 
none of the expansive energy of the fluid shall be dissipated by 
unbalanced expansion. Hence, any diminution of efficiency below 
that maximum value — common to all engines satisf3ang those con- 
ditions, and hence called " perfect " — ^may be considered as due to 
losses of efficiency, which may be ranged in two great classes : — 

(1) Losses by non-utilisation of the whole available difference of 
temperature. 

(2) Losses by non-utilisation of the whole available expansive 
energy of the fluid. 

We propose to consider briefly these losses as regards heat 
engines in general, before passing on to study in detail the losses of 
efficiency in the steam engine in particular. 

Class I. — The first class of losses arises from misapplication of heat, 
the engine not receiving the whole of its heat at the superior limit 
of temperature, as it should for maximum efficiency, but at some 
lower temperature ; and not rejecting the whole of its heat at the 
lower limit, but at some higher temperature. Losses of this kind 
are independent of the particular engine considered, provided that 
the mode of application of the heat be the same, as appears from 
Art. 93. 

Let us imagine T^ Tq the limits of temperature, and let us sup- 
pose that a certain quantity of heat, Oi instead of being received by 
the engine at the temperatiu-e Tj, as it should, is received at the 
lower temperature l, then the value of that heat (page 151) in the 

fii-st case is 

T - T 
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while the actual value in an engine, otherwise perfect, is 

...i^..-^.«.{^4.}„r.{f-«}. , 

a loss quite independent of the particular nature of the engine, and 
depending only on the temperatures. 

Thus, for example, let the limits of temperature be 320" and 
120" Fahrenheit, or 781 and 581 absolute, and let 1000 thermal 
units be supplied to the engine at temperature 250% instead of 320" ; 
then 

200 
U = 1000 . — -r = 256 thermal luiits ; 
781 

^'=1000.i|^=183 „ „ 

r. U-ir= 73 „ „ 

that is to say, if the whole available difference of temperature — 
namely, 200" — had been utilised, we might have transformed 
256 thermal units out of the 1000 ; but, actually, by wasting the 
70" difference of temperature between 320" and 250", we have 
obtained only 183 thermal units, or 71*4 per cent, the remaining 
28 • 6 per cent, being wasted by non-utilisation of the whole available 
difference of temperature during the reception of heat. 

It may be that the heat is not all rejected at the lowest 
available temperature, and, in that case, there will be a correspond- 
ing loss during the rejection of heat, which may be calculated in 
terms of the amount of heat rejected, and the difference of tempera- 
tures on the same principles. For example, suppose that in a steam 
engine the heat discharged from the condenser is 300 thermal units 
per I.H.P. per 1', at the temperature of 100", while the temperature 
of the atmosphere is 60", then the loss by wasting the interval of 40" 
between the condenser and the atmosphere is 300 x 40/561, or 21*4 
thermal units per I.H.P. per 1', being about one-half a horse-power. 

When the heat is received at various temperatures, the value of 
that heat is the sum of the values of the various parts, that is to 
say, 
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where t is the absolute temperature at which the part A Q is supplied, 
and the summation extends to the whole supply of heat. Hence the 
loss is 



:,.^.r.{x^.«[. 



When, as in Art. 100, the heat Q is supplied in exact proportion to 
the change of temperature 

where t^, t^ are the extreme values of L 

In terms of <^ (Art. 122) the general formula may be written 

u- cr = ^{ri^-o}, 

a result which shows that all losses of this kind are shown graphi- 
cally on a thermal indicator diagram, such as Fig. 29, in a very 
simple way. This point will be illustrated by examples as we 
proceed. 

Class IL — The second class of losses arises from the fluid not 
being allowed to expand steadily throughout the whole available 
difference of pressure overcoming a resistance, and thus doing useful 
work. Instead of this, the resistance to expansion is wholly or 
partially removed before the pressure has fallen to the lowest 
available limit ; the expansive energy of the fluid is then employed, 
wholly or partially, in generating violent motions, the kinetic energy 
of which is ultimately transformed into heat by fluid friction. 
Energy is not destroyed by this process, but it is invariably rendered 
partially unavailable to us ; that is to say, it is no longer possible to 
do as much work at the expense of the internal energy of the fluid, 
as might have been done had the unbalanced expansion been 
avoided. Again, even though the whole expansive energy of the 
fluid be duly exerted on a piston, it may be partially employed in 
overcoming useless resistances. 

This second class of losses differs from the first in being different 
for each kind of fluid, and hence cannot usefully be considered apart 
from the particular kind of engine which is being examined. Its 
magnitude is determined graphically by comparing the area of the 
actual indicator diagram with that of the indicator diagram of an 



Digitized by VjOOQIC 



234 LOSSES OF EFFICIENCY. [Ch. VIII. 

engine, receiving heat according to the same law, in which no such 
unbalanced expansion takes place, and no such useless resistances 
occur. 

Loiises of Efficiency in Steam Engines, 

106. As in other heat engines, so in the steam engine the princi- 
pal loss of efficiency proceeds from the narrow limits of temperature 
within which we are practically compelled to work. In a steam 
engine at least two-thirds the heat is always wasted in this way, but 
inasmuch as it is a loss which necessarily occurs whatever be the 
nature of the engine or its arrangement, an engine in which no other 
loss exists is conventionally said to be " perfect," and the efficiency of 
an engine working between given limits of temperature may conse- 
quently be properly estimated with reference to that of a perfect 
engine. When we have to compare engines which work between 
different limits of temperature, a somewhat different course is 
advisable, but such cases will be reserved to a later section of this 
chapter. The present section will be devoted to the comparison 
between an actual steam engine and an ideally perfect engine 
working between the same limits of temperature. 

No actual steam engine is perfect in the sense just described, 
and its losses of efficiency may be classified thus : 

(1) By radiation to external bodies. 

(2) By transmission of heat to the exhaust steam. 

(3) By clearance and wire-drawing. 

(4) By misapplication of heat to the feed water. 

(5) By misapplication of heat during expansion. 

(6) By incomplete expansion. 

(7) By excess back pressure. 

The first of these causes of loss of efficiency can only be esti- 
mated experimentally, and what is known about it will be considered 
in a later chapter ; the second will only be treated incidentally here, 
as it properly belongs to Chapter X. on the action of the sides of the 
cylinder ; the third will be discussed in a special chapter (Chapter 
IX.), and there remains to be considered in detail in the present 
chapter the last four, which will be treated in order. 

107. If the action of a perfect steam engine (Art. 62) be ex- 
amined, it will be found that an essential part of the process is, that 
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the temperature of the feed water should be raised by compression 
and not by application of heat ; for which purpose it is necessary 
that the condensing steam should be taken from a surface con- 
denser before the condensation is complete, and by means of a pump 
playing the part of an air pump as well as a feed pump, compressed 
until the condensation is complete and the pressure has risen to that 
of the boiler. That such a process is theoretically possible is mani- 
fest from what has already been said, but it is very difficult to carry 
out, without introducing evils greater than that against which it 
would be intended to provide. In actual steam engines the conden- 
sation is completed at the condenser temperature, and the feed water 
is raised in temperature by direct application of heat ; no doubt, a 
smaller feed pump is then required, and consequently less power is 
consumed in driving it, but this advantage is more than counter- 
balanced by the heat necessary to raise the temperature of the 
water. 

In Fig. 30 the indicator diagram of a perfect engine is repre- 
sented hy CA B D, while C ABDD' represents the diagram of an 
engine in which the compression part of the process is not carried 



Fig. 30 




out. Then, the cases differ in this, that more work is done and 
more heat expended in the second case than in the first. It is clear 
that we shall have 



Excess work done . . 
Excess heat expended 



= AIQB.CDD') 



in which last result the temperatures of lx>iler and condenser are 
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supposed Tj, Tq respectively, and the deviation from unity of the 
specific heat of water is neglected. 
Now, proceeding as in Art. 100, 

AreaCDiy ^T, - T, - T,\og,^\ 

and the excess heat, if properly utilised in a perfect engine, would 
have produced an amount of work expressed by 

Available heat = {h, - A,)^l^« = {T, - T^) ^^^o (nearly) ; 

hence the loss by misapplication of heat must be 

This kind of loss belongs to Class I. of the general causes of loss 
considered in Art 105, and the result might have been written down 
at once from the general formula there given ; its absolute value is 
the same whether or not the engine is in other respects perfect 

For example, suppose the boiler pressure 95 lbs. per square inch, 
and the condenser temperature 120**, then we have 

T^ = 325^ + 46r = 786'; T^ = 58r ; 
^1 = 95; p,^ 1.68. 

Hence we obtain 

Logc ^ - ^' " ^" = -3022 - -2608 = -0414 

and, multiplying by T^, 

U^ = -0414 X 581 = 24-05 thermal units, 

which is the loss of heat required, being the thermal equivalent of 
the additional work which might have been done had the heat been 
properly used. 

In the thermal indicator diagram, Fig. 29, page 228, the ciu^e 
OBI represents the supply of heat to the feed water at rising 
temperature, and, therefore, in applying the general formula of 
Art. 105, 

Rectangle ^'jK'= T^ <^. 
Area 01NZ= T^- T^', 
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so that the area OKI^ when multiplied by the factor TJT^, 
represents the loss. 

To find the percentage of loss, when the boiler supplies dry 
steam, it is sufficient to remember that 

Total heat expended = H^ - h^= 1093, 

being simply the total heat of evaporation from 120" at 325**, of 
which in a perfect engine would be utilised 

Available heat = ^^ " ^o x 1093 = -261 x 1093 = 285. 

The loss, then, is 24 thermal units out of 285, or about 8 • 5 per cent. 
The maximum value of this loss in practical cases is 10 per cent., 
but, unless the pressure be high, it is much less than the value now 
found, as is also generally the case in non-condensing engines. If 
the boiler pressure be 60 • 4 instead of 95, and the temperature of the 
condenser 102* instead of 120°, the loss will be found to be 21 '85, a 
result which will be employed in a subsequent article. 

The loss here considered must not be confounded with the loss 
by non-utilisation of the waste heat of a furnace in heating the feed 
water. The heat utilised in a feed-water heater is no doubt better 
employed than if it were altogether wasted, but it would be still 
better employed if it could be used in the boiler to generate steam 
from water at the boiler temperature. A feed-water heater, then, is 
to be considered as increasing the efficiency of the boiler, not that of 
the engine. 

The compression shown in this article to be theoretically advan- 
tageous is entirely diflFerent from the compression taking place in 
actual steam cylinders ; this kind of compression is in general also 
advantageous, but from quite different causes, as will be seen 
hereafter. 

108. The next cause of loss of efficiency, namely, misapplication 
of heat during expansion, likewise belongs to Class I. of Art. 105, 
being due to supplying the steam with heat after its temperature 
has fallen. The heat in question is supplied by the cylinder, which 
itself obtains that heat partly from the steam jacket, if there is one, 
but chiefly from the steam condensed during admission. Its value 
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is found by the general formula of the article cited, that is to say, if 
U^ be the loss, 

aQ Q 



r.-r.j..M.«|. 



in which the whole heat Q supplied during expansion is supposed 
divided into parts A 0, each supplied at a corresponding temperature 
t ; thus, t is the mean absolute temperature of the expanding steam 
during a small part of the expansion, in which the heat supplied is 
AC 

For example, in Art. 53, in considering hyperbolic expansion 
from 60-4 to 8-5, that is to say, from 293° to 185** the whole 
expansion was divided into four stages, thus 

293" 266'* 239° 212* 185° 

41 48 56 62-3 

in which the heat supplied during expansion in thermal units per 
stage of 27° was found to be as shown by the numbers placed below. 
Then taking for t the mean absolute temperature for each stage, we 
find 



AQ 41 48 56 62-3 
^-r=7ri+7n + 687+659-= ^^^^' 



and further 



41 + 48 + 56 + 62-3 ^ J07J ^ .g^gQ 



r^^ 754 754 

Hence, if the condenser temperature be 102°, 

U2 = 563 X -0236 = 13- 3 thermal units, 

which represents an amount of heat which might have been wholly 
transformed into work had the heat Q been properly used. Had 
the heat Q been used in a perfect engine, its value would have been 

Available part of = 207-3 x ^^^ "/^^ - 52-51 ; 

/54 

thus 25-3 per cent, of the heat supplied diuing expansion is wasted. 
So it is in every case where heat is supplied during expansion ; 
that heat is not wholly wasted, for it increases the work done by the 
expanding steam, but this increase is by no means as great as if the 
same heat had been applied in the boiler to generate more steam. 
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The actual amount of the loss will vary considerably, according to 
the nature of the expansion curve, and will be greater the greater 
the fraction of the whole which is supplied near the end of the 
stroke. If the expansion curve be accurately given, then, by the 
methods of Chapter VI., the heat supplied can be found for each 
step of the expansion, and hence the process just now used in the 
particular case of hyperbolic expansion can be applied ; but the final 
result can also be obtained by a difibrent method in any case in 
which the area of the expansion curve and the terminal state of the 
steam are known. For, by formula (B) Art. 91 applied to the 
operation represented in the diagram, Fig. 30, hy A B D' C, 

Log.^+-^ + S.— =-^, 

the suffix 1, as usual, referring to the initial, and the suffix 2 to the 
final, state of the steam. Also, comparing the whole heat expended 
with the area of the diagram, 

Ti - Tg + L^x^ + = L^x.2 + (Pm - Pa) ^2. 

where Pm is as usual the mean forward pressure, and the term con- 
taining it is reckoned in thermal units. Divide this last equation 
by r^, and subtract it from the first, then 

- {Pm " P^l^i'Y ' 
and thus U^ is found by the equation 

To — T~\ ^ ^ ~T~\ - ^'^'z, Y^ • 

Thus, in the example of hyperbolic expansion just considered, 

T^ = 754^^2= 646^2^2= 1 • »* = 7*22; 
hence we obtain 

hjll^ = -1432 : ^^ = 1-525 : log. J> = -1546. 

Also, since the expansion is hyperbolic, 

• {P,n - P^ ^2 = P2 ^2 log* r = 138-4 thermal units. 
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dividing which by T^ we obtain '1835; hence, performing the 
calculation^ 

f7^2= -0235 To, 

a result nearly identical with that found above. 

It is to be remarked that when, as is sometimes the case, heat is 
taken away during expansion, the loss, as calculated by this formula, 
may prove negative, and then expresses the saving occasioned by 
taking away heat from the steam during expansion, instead of at the 
higher temperature of admission. The waste occasioned by the 
action of the sides of the cylinder is the sum of this loss and the loss 
by re-evaporation during exhaust, and hence is greater or less than 
that indicated by the re-evaporation during exhaust according as 
this loss is positive or negative. This point will be considered 
hereafter, but the calculation is only given here for the sake of 
illustration of principles. 

109. The next cause of loss is incomplete expansion : in a 
perfect engine expansion is carried on till the pressure has fallen to 
that corresponding to the temperature of the condenser, but in 
actual engines this is never possible ; in the first place, the back 
pressure behind the piston is always greater than that corresponding 
to the temperature of the condenser, for reasons to be explained 
presently, and it never can be profitable to expand the steam below 
that limit, while practically the greatest exjTansion is still further 
limited by other causes. Hence the work obtained from 1 lb. of 
steam in actual engines is always less than in a perfect engine from 
this cause : and the magnitude of the loss is thus investigated. 

In Fig. 31 let DM represent the pressure and D N the volume 
of 1 lb. of steam at the end of the stroke, while B B shows the line 



Fig. 31. 




of condenser pressure corresponding to the temperature of the 
condenser. Through D trace an adiabatic curve by the preceding 
rules till it reaches that line in B : then the area DBS represents 
an amount of work which would have been done in the perfect 
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engine and which is not done in the actual engine, and is con- 
sequently the loss by incomplete expansion. This loss belongs to 
Class n. of Art. 105, and takes effect by generating kinetic energy 
in the exhausting steam, which is afterwards changed into heat by 
fluid friction and becomes part of the waste heat given out in the 
condenser. Proceeding as in Art. 100, 

ArefiNDBE = T, - T, + 5^2. (^ - T,) - To-log^^ 

in which the suffix 2 refers to the terminal state of the steam and 
the suffix to the condenser. But the area of the rectangle D Bin 
thermal units is 

Kectangle DE = %^^. ^2 = (l - g)^2 ^2, 

where Fg is the actual volume of 1 lb. of steam ; hence for the loss 
( C/3) we have 

Us = {T, - T,) \i + ?^?j - Tolog.^ - (1 - f)P^^2. 

in which formula P^ V2 ^^ supposed expressed in thermal units. 

For example, let the expansion terminate when ^2 = ^*4 or 
^2 = 461° + 185' = 646% and let T^ = 102° + 461° = 563° be the 
temperature of the condenser corresponding to p^ = 1, then assuming 
the steam dry at the end of the stroke or x^ = 1, we have, as in a 
previous example, 

Pa ^2 -=70; :^«= 1-525; 

.-. U, = 83 (1 + 1-525) - 563 . logc ||| - 70 (l - g^) 

= 209-57 - 77-42 - 61-17 
= 70-48 thermal units, 

which is the loss by incomplete expansion. 

The loss here calculated depends solely on the state of the steam 
at the end of the stroke and the temperature of the condenser : it is 
rarely less than 15 per cent., and more often from 20 to 30 per 
cent., in condensing engines. In non-condensing engines it may be, 
and often is, comparatively small, because in these the pressure Pq is 
the pressure of the atmosphere. 
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110. Lastly, the process in an actual engine differs from that of 
a perfect engine in the back pressure (j>^) being greater than that 
(Pq) corresponding to the temperature of the condenser. This 
difference is due partly to frictional resistance in the exhaust ports, 
coupled with the difference of pressure necessary to exhaust the 
cylinder in the short space of time in which that operation takes 
place, and partly to the presence of air in the condenser. It may 
conveniently be called the excess back pressure : its value depends, 
as formerly stated, on the speed of piston, the dimensions of the 
exhaust ports, and on the terminal pressure. 

In Fig. 31 let the line B} S^ be the line of mean back pressure, 
then the loss by excess back pressure is clearly represented by the 
rectangle S^ B, or if U^ be the loss in thermal units, 

* 5-36 P2 

For example, let the terminal pressure be as before 8*4, and the 
temperature of the condenser 102", so that^Q is unity, while jpg the 
real mean back pressure is 3, then we have 

C/. = 70 X 5^ = 16-67 thermal units. 
o'4 

111. Let us now add together the four losses just found for the 
particular case considered of an engine working with hyperbolic 
expansion of about 7^ times from initial pressure 60*4, the steam 
being dry at the end of the stroke and the temperature of the con- 
denser 102° : we have 

Thermal 
units. 
Loss by heating feed . . . . . . = 21-85 

„ during expansion .. .. .. = 13*30 

„ by incomplete expansion . . . . = 70 • 48 

„ by excess back pressure . . . . = 16 • 67 



.*. Total loss .. .. =: 122-30 



Now the useful work per lb. of steam is given by the formula 
Useful work = (P« - Pg) F^ foot lbs. 

« P, r. . ^** " ^y . thermal units, 
ft 
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i^ ^2 ^2 ^ supposed in thermal units ; but 

1 + log, 7-22 
i>- = f^ .i>i = 24-9, 

the expansion being hyperbolic, and thus 

Useful work = 182 '5 thermal units. 

This result added to the total loss gives about 305 for the number of 
thermal units per lb. of steam which could have been turned into 
work had the engine been perfect. We have a means of testing the 
truth of this result, for by Art. 25 the total heat of formation is 
given by the equation 

but since the temperature of the condenser is 102° and the tempera- 
ture at the end of the stroke 185°, 

^2-^0= 1138- 70 =1068, 

while (Pm — P2) ^2 ^^ already been shown to be 138 thermal 
units, nearly ; 

.-. Q = 1068 + 138 = 1206, 

in which calculation the jacket heat is included. Now of this there 
would have been changed into work in a perfect engine the amount 

U = 1206 X ^^"^Q = 1206 X -2433 
= 305-5 thermal units, 

or practically the same. 

The coincidence is not accidental, for if to the algebraical values 

of the four losses given in the preceding articles we add the 

algebraical value of the useful work done, the result will be found 

to be the general value of Q, the total heat of formation, multiplied 

T ^ T 
by the fraction -^ — ^, showing that the whole heat expended 

in producing the steam, in the state in which we find it at the end 
of the stroke, is fully accounted for by the useful work done and by 
the four losses which we have been considering. 

R 2 
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We can now express the expenditure of heat in oseful work and 
the losses of heat in terms of the work of an ideally perfect engine 
by dividing by 305, whence we obtain 

Useful work done . . 
Loss in heating feed 
„ during expansion 
„ in complete expansion 
„ in excess back pressure 

Available heat 

The difference between the expenditure of heat in an engine 
such as that considered in Case I., Art 24, Chapter IQ., and that 
in a perfect engine given in Art. 62, Chapter V., is thus accounted 
for. The calculations of Chapter HI., given in the table p. 51, show 
that little is gained by increasing the ratio of expansion beyond a 
moderate limit. The reason of this is that the loss by misapplica- 
tion of heat during expansion, and excess back pressure, rapidly 
increases with the ratio of expansion, and thus the direct saving by 
increased expansion is counterbalanced. 

The exhaust waste, together with clearance and wire-drawing, is 
here neglected, as was also the case in the articles cited : the effect 
of these causes is so considerable that condensing engines rarely 
utilise more than 40 or 50 per cent, of the available heat, and often 
much less. Non-condensing engines, however, have in general a 
greater relative efficiency, many of the causes of loss of efficiency 
being less influential in their case : hence they utilise sometimes as 
much as 75 per cent of the whole amount of heat, which could be 
turned into work in a perfect engine working between the same 
limits of pressure. 

Unavoidable Losses. Conditions of Practical Economy, 

112. In the preceding articles the useful work and various losses 
in a heat engine have been compared with the useful work of an 
ideally perfect engine working between the same limits of tempera- 
ture. This method is highly instructive as an illustration of thermo- 
dynamical principles, but it is not sufficient when taken by itself. 
For these limits are in reality the temperatures at which the engine 
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receives and rejects heat The ultimate source of heat has a tempera 
ture much higher than the upper limit, and the atmosphere into 
which the heat ultimately passes has a temperature much below the 
lower limit, so that the limits in question depend on the class of 
engine considered. The practical economy of the engine depends 
on its absolute performance, not solely on the success with which 
it utilises the heat which is available within the working limits 
of temperature. As a measure of absolute performance we adopt 
the expenditure of heat in thermal units per I.H.P. per minute ; the 
ratio of work done to heat expended, which we commonly call the 
" absolute " or " apparent " efficiency, may also be used, but it has 
already been pointed out that this ratio (page 151) has no special 
significance, and the term " efficiency " is better avoided. Of this 
total expenditure 42 • 75 is converted into useful work, and the rest 
constitutes the loss which may be distinguished into the avoidable 
and the unavoidable loss. 

Let Tq be the temperature at which heat is rejected, which 
generally has in each class of engine some definite value, and, in the 
first instance, suppose the engine capable of receiving all its heat at 
a temperature Tj, then there is an unavoidable flow of heat into the 
refrigerator given by 

T 
Unavoidable Loss = = — --=- x 42*75. 

This transfer of heat is a necessary consequence of the nature of the 
process by which a heat engine converts heat into work; in a 
refrigerating machine it is a gain, not a loss, and, as pointed out on 
page 148, waste occurs in almost every case in which heat generated 
by combustion is used for practical purposes, by not making use of 
the available difference of temperature to produce such a transfer. 

A loss to this extent is absolutely unavoidable, but in addition it 
will frequently happen that the nature of the engine renders some 
further loss practically necessary. In explosive gas engines the heat 
is necessarily supplied at rising temperature, and generally must be 
rejected at falling temperature. The loss thus occasioned may 
properly be reckoned as part of the unavoidable loss, and the total 
amoimt is most conveniently estimated by replacing T^ - Tq, the 
total range of temperature, by the effective range found by calculating 
average temperatures of supply and rejection of heat as explained in 
the last chapter. 
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Adding 42*75 to the total unavoidable loss, we obtain the 
imavoidable expenditure of heat, and the difference between this and 
the actual expenditure, as determined by experiment or estimated by 
calculation, gives the avoidable loss. This it is which shows the 
margin for possible improvement in an engine of the class considered. 
As already remarked, however, Art. 98, the question of what con- 
stitutes an " avoidable " loss must often be to some extent a matter 
of convention. 

113. In non-condensing steam engines the temperature of reject- 
ing heat is taken at 212"*, for the difference between this and the 
temperature of the atmosphere is made no use of. Writing then 
Tq = 673, we obtain in thermal units per I.H.P. per 1', 

TT -J 1.1 T 28,800 

Unavoidable Loss = -=-^ — =7 , 

where T^ - Tq is the range of temperature. If any conceivable 
engine is considered possible, T^ is the temperature of the boiler, but^ 
if the loss by " misapplication of heat to the feed water " (Art. 105) is 
considered as unavoidable in consequence of the absence in all actual 
steam engines of the necessary pump, we must replace 7\ by Tm, the 
average temperature at which heat is supplied as found by the 
equation on page 223. 

In condensing steam engines the temperature of the condenser 
varies considerably, but when below a certain limit, its variations 
have no real influence on the performance of the engine. Hence a 
fictitious temperature may properly be chosen as in non-condensing 
engines, and the value we shall adopt is 102° F., giving 

Unavoidable Loss = =--^ — = . 

Taking for example the case we have been considering in this 
chapter, and referring again to page 223, it will be seen that 
T,n = 734, Tq = 563, and therefore. 

Unavoidable Loss = 140 thermal units per I.H.P. per 1', 

which includes the loss by " misapplication of heat to the feed." Had 
this not been included the range of temperature would have been 
taken as 191° instead of 171°, and the loss would have been 126 
instead of 140. 
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CHAPTER IX. 
CLEARANCE AND WIEE-DRAWING. 

114. By " clearance " was originally meant the distance between 
the piston and the cylinder cover when the piston stands at the end 
of its stroke, some small interval being necessary to provide against 
a possible variation in the stroke due to wear of the connecting-rod 
brasses. The term is, however, now employed in the theory of the 
steam engine to signify a volume, being the whole volume included 
between the piston and the slide valve at the instant when the 
stroke commences. Clearance is expressed as a fraction of the 
whole piston displacement ; thus, if X be the piston displacement^ 
c X IB the clearance, where c is a fraction which ranges from * 02 
to ' 3, according to the size and type of engine. Clearance modifies 
to a greater or less extent almost every calculation relating to the 
steam engine, and its neglect may give rise to serious errors, but we 
have thought it advisable to reserve its consideration to a special 
chapter, on account of the complexity thereby introduced if the 
question be considered at all thoroughly. 

Together with clearance it is convenient to consider two other 
intimately-connected subjects — first, that of compression ; secondly, 
wire-drawing. In practice, the exhaust steam is rarely permitted to 
escape fsom the cylinder throughout the return stroke; on the 
contrary, the exhaust port closes before the end of the stroke, and 
the steam still remaining in the cylinder is compressed by the 
advancing piston till at the end of the stroke the clearance contains 
steam of higher pressiu-e than before, though (usually) of lower 
pressure than that of the boiler. Again, if the pressure shown by 
the indicator during the admission be compared with the boiler 
pressure, a diflference, always perceptible and sometimes very great, 
will be observed : the steam is then said to be " wire-drawn." The 
amount of wire-drawing depends on the speed of piston, the state 
of the steam, and the magnitude of the admission ports: its 
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influence is very complicated and cannot be treated exactly, but 
nevertheless it is necessary to have some idea of its general 
character. 

As usual, we commence with the simplest case, which is that 
where compression and wire-drawing are left out of account : the 
problem is thereby rendered far easier, and its solution offers no 
considerable difficulty. 



Effects of Clenrance considered alone, 

115. In condensing engines with no sensible compression, the 
clearance at the end of the return stroke is full of steam of low 
pressure, not more than 2 or 3 lbs. per square inch, and in this 
section we suppose that steam wholly neglected, that is to say, the 
clearance is regarded as absolutely empty. On this supposition, 
when the admission valve opens, the steam rushes in and fills 
the empty space with steam of the boiler pressure, which then 
presses against the piston and exerts energy upon it as if there 
were no clearance. 

Now imagine a cylinder without clearance of the same volume 
as the original cylinder including clearance, then, if the state of the 
steam were exactly the same in the two cases, the only difference 
would be that in the cylinder with clearance the steam would not 
do as much work during admission as in the cylinder without 
clearance, because the piston does not move through the clearance 



Actually, if the boiler steam be supposed precisely the same in 
the two cases, the cylinder steam will often be rather drier with 
clearance than without clearance; but, reserving this^)oint for 
future consideration, we shall suppose the steam in the same state, 
for which it is only necessary to suppose that the boiler steam is 
slightly wetter for the cylinder with clearance than for the cylinder 
without clearance. 

In Fig. 32 (page 253), N S ^ X represents the piston displace- 
ment for a cylinder the clearance of which is represented by iV" 
=: c X \ then S — {Y + c) X represents the total volume of the 
actual cylinder, and also the volume of the cylinder without 
clearance with which the comparison is to be made. N M repre- 
sents the part of the stroke traversed before the steam is cut off : 
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then if iVilf = m . iV5, m is the cut-off and 1/m is the apparent ratio 
of expansion. But the real ratio of expansion (r)iB OS : M, 

.-. (1 + c)Z= r{c + m)X, 
or, 

r= ^-^ • 
c + m' 

so that r is no longer the reciprocal of the cut-off, as when clear- 
ance is neglected, but has a value which is smaller the greater the 
clearance. 

For example, suppose the steam cut off at i\y and the clearance 
also ^f then 

r = -. = -- = 5*5. 

tV + tV 2 

The example has been purposely chosen to show how great the 
influence of clearance may be : but, though not often so great as 
this, it is always so great as to render a determination of the 
clearance indispensable before the real ratio of expansion used in an 
engine can be determined with any approach to accuracy. 

Next, to compare the mean pressures on the piston in the two 
cases considered, it is only necessary to compare the areas E A B SN 
and D ABSO, the first of which represents the energy exerted on 
the piston when there is clearance, and the second when there is 
none. The question arises in two forms. 

(1) Being given the ratio of expansion and the law of expan- 
sion, it is required to find the actual mean pressure on the piston 
when the clearance is known. Here, from the data of the question 
the mean pressure (Pt») is known on the piston of an engine 
working without clearance : that is to say, 

P,n.0S = AxQ2.DABS0, 

But if Fm he the actual mean pressure, 

Frn.NS^ AresiEABSN', 

.-. P^(l + c)X -- Fm.X = Area BE NO 

= PicX 

where P^ is the initial pressure : thus, 

Fm. =(1 +c)Pm- cPy 



Digitized by VjOOQIC 



250 CLEARANCE AND WIRE-DRAWING. [Oh. IX. 

For example, let the steam be cut off at ^, and the clearance be 
'^, then the real ratio of expansion is, as shown above, 5*5, and 
assuming hyperbolic expansion, 

1 +log,5'5 ^ . ,0 p 

which gives the mean pressure when there is no clearance with the 
same ratio of expansion, and 

P'^ = 1-1.P'^-tV.A=-*39P„ 

which gives the true mean forward pressure to be used in conjunc- 
tion with the area of the piston and the stroke in calculating the 
horse-power. 

(2) But instead of this the datum of the question may be the 
actual mean pressure on the piston as determined by an indicator 
diagram in the usual way, and it may be required to find the 
equivalent mean pressure in an engine of the same power without 
clearance. In that case let P^ be the mean pressure in question, 
and Pfi^ the equivalent pressure, then 



or 



P'm 



1 +C 

The object of this process is to reduce the mean pressure from 
the piston displacement to the volume of the steam. In practice the 
base of the indicator diagram always represents the stroke, and the 
mean pressure is found by dividing the area by the stroke. Hence, 
when the abscissae of the diagram are taken to represent volumes, 
the mean pressure refers to the piston displacement instead of to the 
volume of the steam as it ought to do when questions relating to the 
expenditure of heat are under consideration. 

116. From what has been said it is clear that the volumes repre- 
sented by the abscissae of the indicator diagram are to be reckoned 
not from E N, the commencement of the stroke, but from i> 0, so as 
to include the clearance, and when the diagram is taken to represent 
the changes of state of 1 lb. of steam this must be borne in mind. 
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Thus, in considering the expenditure of heat, S^ is to be taken as the 
base of the diagram, and not the stroke NS, 

In finding graphically or by calculation the expenditure of heat, 
the only diflference is that the area of the diagram representing the 
external work done during the formation of the steam is diminished 
by the area of the rectangle DN: the internal work done in pro- 
ducing steam in a given condition being quite independent of clear- 
ance. Hence the graphic construction of Art 28 performed on the 
base S will be unaltered, and the result in combination with the 
actual area of the indicator diagram will represent the total heat of 
formation. The heat pressure representing it, however, will be 
different, according as the base OS or the base NS ia chosen : in 
the first case it will compare with the reduced mean pressure of case 
(2) of the last article : in the second case it will compare with the 
actual mean pressure on the piston. 

The formula for the total heat of formation, 

will be unaltered if by P^ we understand the reduced mean pressiu-e 
of case (2) of the preceding article. 

The loss of work per lb. of steam by clearance when, as in the 
present section, there is no compression, is 

Loss = Area DN = gA^s^ /^ . p v 
I +c " I + c ^ ^ 

understanding by Fj, F^ as usual the actual volumes of 1 lb. of 
steam, and by r the real ratio of expansion, and remembering that 
the volume F^ corresponds to the total volume of the cylinder. 

Compression, 

117. The compression of the steam behind the piston during the 
retiu-n stroke has no important influence on the total energy exerted 
on the steam piston, but only on the back pressure and the consump- 
tion of steam. The ratio of expansion is just the same whatever 
the compression, and the only difference in the forward action on 
the piston consists in the state of the steam being somewhat dif- 
ferent according to the amount of the compression. When the boiler 
steam rushes into the partly empty clearance it becomes drier, as 
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previously stated, but the amount of drying Is less, and that the 
fuller the clearance, and hence the state of the steam depends on the 
compression. This source of complication is for the present to be 
avoided by supposing the boiler steam to be slightly altered accord- 
ing to the amount of compression, so that the state of the steam in 
the various cases considered may be the same after reaching the 
cylinder. 

Let the exhaust port be imagined to close at a known point of 
the return stroke, then a certain quantity of steam will be enclosed 
behind the piston : this steam is conveniently called the " cushion " 
steam, to distinguish it from the steam discharged from the cylinder, 
and its volume, at release, as compared with the total volume of the 
cylinder will be denoted by n. The value of n may be found 
approximately from the indicator diagram, as will be seen presently. 
If the whole contents of the clearance be reckoned part of the 
cushion steam, the ratio of weights will often be much greater 
than the ratio of volumes, on account of the water remaining after 
exhaust (Chapter X.) : but it will be more convenient to include in 
the cushion steam only so much of the whole contents of the clear- 
ance as is necessary to make the two ratios equal, and to treat the 
excess water separately, as virtually forming part of the sides of the 
cylinder (Art. 108). 

If we trace the changes undergone by the cushion steam from 
the instant when the exhaust port closes, it appears that, in the first 
place, it is compressed by the piston till the end of the stroke, or a 
little before, when it fills the clearance space with steam at a 
pressure, usually less than that of the boiler, which may be called 
the cushion pressure ; in the second place, it is compressed further 
by the entrance of fresh steam from the boiler ; in the third place, 
it enters the cylinder, and, after cut-off, expands, doing work upon 
the piston ; in the fourth place, it suddenly expands, doing no work, 
except in overcoming back pressure ; while, finally, either it or a 
precisely similar mass, resumes its original place, and recommences 
its cycle of changes. 

Thus the whole mass of steam in the cylinder may be separated 
into two parts, the cushion steam and the working steam, of which 
the latter goes through nearly the same change as if there were no 
clearance, and the former goes through a series of changes without 
being condensed at all. The consumption of steam per stroke is, of 
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course, only the working steam, and not the whole amount of steam 
contained in the cylinder after cut-off. 

Let us now compare the action of the steam in two cylinders 
of the same total volume, one without clearance, and the other with 
clearance and compression. The ratio of expansion is the same in 
the two cases, and the mean forward pressure, being independent of 
the compression, is found by the preceding rules. The consumption 
of steam is, however, diminished in the proportion 1 - n : 1, while 
the back pressure is increased; thus, the energy exerted on the 
steam piston per lb. of steam is increased in the proportion 1:1 - n, 
while the useful work done is altered in a more complicated way, 
according to the amount of compression. 



Fig. 82. 




To exhibit the process graphically, let S, Fig. 32, represent, aa 
before, the total volume of the cylinder, and ON the clearance, 
while KEF is the line of mean back pressure, assumed uniform till 
the exhaust closes at G ; then F G represents the volume of the 
cushion steam at its lowest pressure. The curve GVT g represents 
the compression of the cushion steam from the exhaust volume G F 
to the initial volume D g, of which compression, part, namely G T, 
is produced by the steam piston, and the remainder ^ T is produced 
by the influx of boiler steam into the clearance. The fraction n is 
given by the equation 
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where V is the point of intersection of the compression curve and 
the line B V Z corresponding to the terminal pressure. The figure 
represents two compression curves, one for the case in which n is 
small, and the other where n is large ; in the first case the point V 
lies within the clearance, and the consumption of steam is greater 
than in a cylinder without clearance with the mrm piston displace- 
ment ; in the second case V lies without the clearance, and the con- 
sumption of steam is less instead of greater. The first case is common 
in condensing engines, and the second in non-condensing. The area 
E A B KG T is the area of the diagram, and represents the useful 
work done per stroke — that is to say, by a weight of steam less than 
if there were no clearance, in the proportion 1 - n:l. The space 
YF ma,y be called the effective clearance, the consumption of steam 
being the same as if there were no compression with clearance Y V, 
If we express the effective clearance as a fraction (c^) of the piston 

displacement, 

c^ = c - n (1 + c), 

a quantity which may be positive, zero, or negative, according to 
circumstances. 

118. If the base OS oi the diagram be now understood to repre- 
sent the volume of 1 lb. of steam in its terminal state, then 

kx^EABKQT 



Useful work per lb. of working steam = 



1 - n 



The value of 1 - ti, that is to say, the consumption of steam, 
diminishes when the compression is increased, while the area 
expressing the whole useful work done also diminishes; thus the 
useful work done per lb. is altered, but the alteration may be an 
increase or a diminution, according to circumstances. In fact, a 
value can be found for the compression which shall make that 
useful work a maximum, as may be seen by the following general 
reasoning. 

The n lbs. of cushion steam are alternately compressed and 
expanded ; now the compression, as far as the cushion pressure, is 
performed by the steam piston, and takes effect as a diminution of 
the useful work done, while the expansion exerts energy on the 
piston only till the terminal pressure is reached, when the expan- 
sive energy of the cushion is dissipated by sudden expansion. Thus 
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the cushion steam absorbs energy from the steam piston at every 
stroke, and this loss is greater the greater n. On the other hand, 
the consumption of steam is less the greater n, and consequently 
there must be some value of the compression for which the loss is 
least. A loss there must always be, however, except in one parti- 
cular case — namely, the purely ideal case, in which the expansion is 
carried on till the terminal pressure is the same as the back pressure, 
and the compression is so great that the cushion pressure coincides 
with the initial pressure, so that, at the end of the stroke, the clear- 
ance is full of steam at the boiler pressure. Under these circum- 
stances the useful work done per lb. of steam is unaltered, the 
diminution in total work being exactly balanced by the diminution 
in the consumption of steam. 

To obtain definite results it is now necessary to make some 
assumption regarding the form of the compression curve of the 
cushion steam and the value of n. 

In the first place, it is to be observed that the expansion (or com- 
pression) curve of steam is always approximately an hyperbola, unless 
the quantity of water mixed with the steam be excessive ; and we 
may therefore fairly suppose the curve VTG (Rg. 32) to be an 
hyperbola, starting from G, the point where the exhaust closes. 

Let now the ratio of compression — ^that is to say, FG : F B — ^be 
denoted by R, then, returning to the supposition that the base of the 
diagram represents the total volume of the actual cylinder, 
FG^RcX, 
GK^ (1 + c)Z- RcX', 

therefore the area Tff^S -AT representing the whole back pressure 

work done 

= P^{\ +C.X- RcX) + Pg.iJcZ.log^iJ 

= P^X{\ -^ c - cR -^ cR\og^R) 

where P^ is the back pressure before the exhaust closes. Thus the 
mean back pressure on the piston for the whole stroke is 
Pb = Ps(l + c - ciJ-h cRlog^R). 

The value of R is easily found when the point where compression 
begins is known. For example, let compression begin at '8 of the 
return stroke, then 

1 -I- c - c5 = -8; 
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or assuming c = -j^^, as in a previous example, 

i? = (-2 +-1)10= 3; 
lience 

P3 = P3(1 +-1 --3 +-3. log, 3) 

= 1-129. Pg. 

Having thus found the mean back pressure, the mean effective 
pressure is to be obtained by subtracting the result from the value 
of the mean forward pressure found in Art. 115, then 

F„, - Pb = (1 + c){Pm - Ps) - cP, + cIiP,{l - log, 72), 

and the influence of clearance and compression is thus determined. 
The total useful work done, expressed graphically by the area 
EABKGT^ia found by multiplication by X. 

119. So far no important error can arise from the assumption 
that the compression curve is an hyperbola through G : in calculat- 
ing w, however, the error of the assumption may be greater, and it 
will be desirable to diminish it by finding the point T directly from 
the diagram, making an allowance for the effect of lead ; for assuming 
T known, we have only to suppose jT Fan hyperbola, a supposition 
which cannot be far from the truth. 

Then, since FT is an hyperbola, 

FR P/ 

where Pc is the cushion pressure represented \yj NTin the figiu-e, 
and Pg is, as usual, the terminal pressure ; 

The " effective " clearance (see last article) is consequently 

In general we may write Pe = R Pg, and thus 



a value of n which we shall have occasion to use presently. 
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120. The useful work now becomes (page 254), 
Useful work = X , 



Fm-Ps 



1 -n ' 

or if ^2 ^ ^^® terminal volume of the steam per lb., 

Useful work = -^ . ^^'^-^lIi (per lb.) 
1 + c 1 - » ^^ ^ 

If there had been no clearance the useful work would have been 
Useful work = V^ (P^ - P3), 

and therefore the loss is given by the equation 

- «(Pm - P3) + 1^(A - ^^3 + P^P, log R) 



u,-v. 



1 - n 



It has been already pointed out that for some value of the compres- 
sion the loss will be least. This value is found by applying the 
usual rules for a maximum or minimum to the value of the useful 
work per lb. of steam just obtained, the variable being R and the 
value of n expressed in terms of R by the equation given above. 
The result of this operation is given by the equation 

(1 + c)P2log. R-cRP^ = {\+ c){F^ - P3) - cPi, 

which may be put in a simple form if it be supposed that the 
expansion is hyperbolic, so that 

P - P \±Hif 

whence, substituting and simplifying, the equation reduces to 

- R _ rP^ cr / RP^\ 
log._=l--^___(l__3), (A) 

and the value of the greatest work becomes simply 

Greatest work = P^ V^ log^ R, (B) 

s 
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where in (B) R has a value previously found, by trial, from (A). 
Corresponding values may be found if the expansion be not hyper- 
bolic, but the result on this supposition is sufficiently approximate 
for the purpose. 

For example, let us take the data 

equation (A) becomes 

or 

, R \ R 

from which, trying a few values of R by aid of the table of hyper- 
bolic logarithms, we easily find 

i2 = 6i (nearly); 
or, again, if we take a higher rate of expansion, say 



we obtain 



r = 8:c = -:P3 = ^.Pi, 



R R 
logc "8 =32' ^^ ^ == ^^ '^ (nearly). 



Placing the value in equation (B), 

Useful work per pound of steam = 1 • 832 P^ Fi : (i2 = 6 J) ; 

= 2-442.Piri:(i?= 11-5). 



>} » 



Suppose now we calculate the work when c = 0, that is to say, when 
there is no clearance, then 

Useful work = F, (P„ - P,) = P^ Tj jl + log, r - ^»[ , 

which, in the two preceding cases, becomes 

Work = 1 -886 . Pi Fi jr = 4 : Pj = iPjl 

= 2-579 Pi r,j, = 8:P,= Ip,); 
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the difference between these results and the former ones gives the 
least possible loss by clearance. 

.-. Loss = -054. Pi Tj, or -137 P^ Fy 

Hence the percentage of total work lost by clearance is at least 
3 per cent, in the first case, and 5 * 3 per cent in the second. The 
loss will of course be greater if the clearance be greater, as is not 
uncommon in practice. 

The point in the stroke at which compression should begin for 
least loss is obtained from the equation 

where ;? is the fraction of the stroke required, whence, taking the 
cases considered above, 

z = -65, or 2 = -33, 

results which show that in condensing engines it is usually incon- 
venient or impossible to commence compression sufficiently early to 
reduce the loss to a minimum. In non-condensing engines P^ is at 
• least 15 lbs. per square inch, and a moderate ratio of compression 
produces a great cushion pressure. 

Let us next suppose no compression, and inquire how great the 
loss will be by clearance in the special cases considered. Putting 
iJ = 1 in the general value for the useful work : 

Useful work = ^ F, , 



where 



n = r. • r=r- f 

1 + C Pg 



which, still supposing the expansion hyperbolic, and taking the 
numerical data above given, becomes 

1-721 Pi^i, or 2- 178 Pi Ti. 

Comparing these values with those just given, when there is no 
clearance, we find for the loss 

•leSPiTi, or -401 PjF;, 

showing a loss of 8j, or 15J per cent. 

s 2 
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The numerical value assumed for the clearance in the preceding 
examples is often exceeded, especially in recent marine engines; 
the results obtained therefore show that the loss by clearance is 
very considerable when there is no compression, and may be dimi- 
nished by compression, conclusions which are doubtless in the main 
correct, though the value of the loss cannot be exactly determined, 
and may be somewhat exaggerated in the preceding calculations. 
In the next chapter it will be shown that compression has the im- 
portant additional advantage of diminishing the action of the sides of 
the cylinder. The partial compensation in consequence of the drying 
effect of clearance will be considered presently. 

The fact that there always is a loss by clearance, except in the 
ideal case where the expansion is complete, was first pointed out by 
Mr. Macfarlane Gray, in a paper read before the Institution of Naval 
Architects in 1874 ; and in the same paper it was shown that for 
a particular value of the compression the loss was reduced to a 
minimum. 

121. In finding, graphically or otherwise, the heat expended on 
the steam when clearance and compression are taken into account, 
B V(F\g, 32) must be regarded as the base of the diagram, because 
it is B F^ which determines the consumption of steam and represents 
its terminal volume. If this be done, all internal-work-pressures will 
be unaltered, but extemal-work-pressures — such as, for instance, the 
mean forward pressure — must be reduced, when necessary, from the 
base NS^ representing the piston displacement, to the base B F", 
representing the terminal volume of the steam. 

The energy exerted by the working steam is employed, partly in 
compressing the cushion steam and partly in doing work on the steam 
piston ; while the energy exerted by the cushion steam during its 
expansion is also employed in doing work on the steam piston ; 
hence the whole work done on the steam piston is equal to the energy 
exerted by the working steam, subject to a correction corresponding 
to the expansion or compression T V^ occasioned by the compression 
Tg of the cushion steam by the working steam being not exactly 
equal to its expansion g V. This correction is positive or negative, 
according as V lies within or without the clearance — that is to say, 
according as n is small or large ; it is, however, of small amount, 
and may usually be disregarded. In applying the formula for the 
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total heat of formation, the mean forward pressure is therefore to be 
estimated as if there was no compression, and then reduced as just 
described. 

Drying Effect of Clearance. 

122. It has been akeady explained that, in the preceding articles, 
the steam has been supposed in the same state, when comparing 
together the case with clearance and the case without clearance, and 
that to realise this it is necessary that the boiler steam should be 
imagined of various degrees of dryness, according to the circum- 
stances of each special case. The reason of this is that when the 
steam rushes into an empty or partly empty clearance the expansive 
energy is employed in generating kinetic energy which, if time erwugh 
elapses, is absorbed by fluid friction, and appears as heat. Any 
complete investigation of the effect of clearance and compression 
must then include the consideration of the drying effect of clearance, 
at any rate so far as to ascertain the magnitude of the error pro- 
duced by its neglect. 

The effect in question is greatest when there is no compression, 

as in Art. 115 : in that case the admission work is diminished by the 

quantity cP^X; that is to say, 

Q p y CT 

Diminution of admission work = —-^ — ^ = :; . P, V. 

1 + c 1 + c * * 

for each 1 lb. of steam admitted. 

Now the total heat of formation of the steam in its initial state 
is diminished by an exactly equal amount, and hence this result, ex- 
pressed in thermal units, is the difference between the heat neces- 
sary to produce the boiler steam and the heat necessary to produce 
the actual steam in the state in which it actually enters the cylinder 
after being dried by absorption of kinetic energy by fluid friction. 

Let, then, x^ be the actual dryness-fraction after admission, and 
x\ the boiler dryness-fraction : x^ - x\ represents the number of 
lbs. of moisture evaporated per lb. of steam, and clearly 

or P.V. 

•"^-"•^ = 1— c'-ZT' 

where L^ is, as usual, the latent heat of evaporation expressed in 
the same units as P^ Fj : thus, 

cr X. 

^ ^ 1 + c 1 + ^• 
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where k is the number given by the formula on page 175, or by 
Tables III. and V. — a simple result for the drying effect of clearance 
where there is no compression. Evidently it increases greatly when 
the expansion increases. The extreme case possible, and that only 
ideally, is when cr =^ 1, so that no admission work at all is done : in 
that case, 

^1 - ^'i = f^ (nearly). 

Referring to the Tables for the value of ^, it will be seen that 
the drying effect of clearance may be as much as 8 per cent, in this 
extreme case. In all ordinary cases it is far less, but nevertheless 
is sufficient perceptibly to diminish the loss by clearance. 

For example, let us take 

15 ^^ 



•^1 - 2;'i = i . :nT = '^22 . x^, 



1 x^ 

or, 

x\ = -97821, 

and the heat expended per lb. of steam will be approximately 
diminished by clearance in the proportion • 978 : 1. Now the useful 
work done per lb. of steam was shown to be 1 • 886 P^ F^ without 
clearance, and 1 • 721 PiFi with clearance, which last result must 
now be divided by • 978 to enable us to make a true estimate of the 
effect of clearance. Thus the effective work is 1*76 Pi F„ instead 
of 1-72 P, Fi; and the true loss is -126 Pi F",, or 6-7 per cent., 
instead of 8^ per cent., as was found to be the case when the drying 
effect of clearance was omitted. 

The partial compensation due to the caiise here considered is 
proportionally less when there is compression than when there is 
none : it can be calculated in each special case by a proper modi- 
fication of the foregoing process, but enough has been said to render 
the method of procedure intelligible. No great reliance can be 
placed on the results of the calculations, for reasons to be stated 
presently (Art. 127). 

Steady IFire-drawiiig. 

123. As already stated, steam is s<aid to be ** wire-drawn" when 
a sensible difference of pressure exists between the boiler and the 
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cylinder during the admission of the steam. Such a difference 
proceeds partly from frictional resistances consequent on the for- 
mation of eddies, and partly from the fact that the motion of the 
piston is not uniform, but gradually increases from the commence- 
ment to the middle of the stroke, and of these two causes we 
consider the frictional resistances first. 

In Fig. 33, ^ ^ is a large cylinder, and DE sl small one, the 
two being connected by a pipe, F, provided with a stop-cock which 



Fig. 33. 



p» 




can be opened or closed at pleasure. The large cylinder contains 
steam of pressure P^, confined by a suitably loaded piston, which 
flows through the pipe into the small cylinder I) Ey the piston of 
which is loaded with pressure Pg* ^^® difference between P^ P^ 
depending on the frictional resistance overcome in the pipe -F, which 
may be made to vary at pleasure by opening the stop-cock. The 
pistons are imagined to move forward with velocities «i u^ which in 
the present case are uniform. 

Under these circumstances, let a time be considered during 
which 1 lb. of steam flows from the large cylinder to the small one ; 
then, clearly, the only change produced in the whole mass of. steam 
included between the pistons, is due to the transfer of 1 lb. of steam 
from the large cylinder to the small one, the remainder of the 
steam remaining in the same condition as before. 

Applying the principle of work, we have 

Energy exerted = Work done H — - , 

the last term being the change of kinetic energy consequent on the 
increased velocity with which the lb. of steam moves. But the 
energy exerted is P^ Vi, where Vi is the specific volume of steam in 
the large cylinder ; and the work done consists partly of external 
work. Pa ^21 done in overcoming the resistance to motion of the 
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small piston, and partly of internal work, which is given by rules 
previously stated. Hence we obtain 

which may be written 

but with the notation employed in previous chapters (Art. 12), 

/=A + px = ^ + (Z - Pv)x = h-\- Lz - PV\ 
thus, 

— — — = Aa - /tj + LgX^ - A«i ; 

which is a general formula applicable to any case in which the 
motion is steady — that is to say, when the pistons move uniformly 
under uniform pressure. The only suppositions made are, that suf- 
ficient time elapses to permit the kinetic energy, corresponding tp the 
rushing motion through the pipe jP, to be converted into heat by 
fluid friction when the eddying motions subside into the simple 
motion of translation of the small piston, and that any heat gene- 
rated by friction against the sides of the pipe passes into the steam, 
not into the metal of the pipe. 

The very important general formula here given is applicable to 
many special cases, of which that to be considered in the present 
article is when v^ u^ are small, while the difference of pressures is 
not very small. Let the velocity of the small piston be not more 
than 16 feet per second, or 960 feet per minute, then the height due 
to that velocity is under 4 feet, and the kinetic energy is conse- 
quently less than 4 foot-lbs. and may be neglected ; then, as u^ is in 
any case less than u^ we have simply 

= h^-\ + ^2^2 - ^l^lJ 

a formula which enables us to find x^ the final dr3niess-fraction of 
the steam when its initial dryness is known, and also the pressures 
in the two cylinders. 
Hence 
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'where L^ L^ are expressed in thermal units, a formula which is 
applicable to every case of wire-drawing which is steady and not 
too rapid. 

By subtracting x-^ from each side, 



L, 



or using the formula for L (Art. 4), 



a formula which shows that steam is made drier by wire-drawing, 
and enables us to calculate the amount of the drying. 

For example, let steam at 60*4 lbs. per square inch be wire- 
drawn to 14 '7 lbs. per square inch, and let it contain initially 5 per 
cent, of moisture, so that a^ = '95, then 

^1 = 296° :<2 = 212** :i2 = 966; 
81 

= -0274, 

showing that more than half the moisture is evaporated. It will be 
seen, however, that the amount of drying is nearly proportional to 
the difference of temperature, and hence is generally much less than 
in the extreme case here supposed. 

In the investigation just given the large cylinder represents the 
boiler or other reservoir from which the steam is supplied ; for, on 
entering the cylinder, the steam is pressed from behind just as it 
would be by the ideal piston introduced for the sake of clearness. 
The small cylinder is the working cylinder in which the steam is 
used, and the difference of pressure between it and the boiler and 
the steam pipe connecting the two can be roughly estimated. 

Let the ratio of areas of the cylinder and steam pipe be m, then 
mu^ is the velocity through the pipe, and neglecting u^ in com- 

parison (1 + /) -- — ? = head due to difference of pressure. Let 

A jP be the loss of pressure in the steam pipe, and V the mean 
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Bpecific volume of the steam entering from the boiler, then F. A P is 
the head in question, and dividing hy P V 

AP _ m^u\{\ + F) 
P " 2g.PV 

For example, if the velocity through the pipe be 100 f. s., taking 
PTas 60,000 ft. lbs., 

AP_ 1 + F 

P "" 386" 

The value of P, the coefficient of resistance, can be estimated for a 
pipe of given length and diameter. 

On passing into the cylinder there would be a gain of pressure, 
instead of a loss, if the pipe simply led into the cylinder ; but the 
contraction at the steam port probably occasions a further loss, 
difficult to estimate with any approach to exactness. In any case, 
observe that the drop of pressure due to this cause is proportional 
to the square of the velocity of the piston, and also to the density 
of the steam. 

124. Wnben clearance is combined with wire-drawing, the effect 
in drying the steam is of course much greater. It will be sufficient 
to consider one case, namely, that in which there is no compression 
and the clearance is regarded as sensibly empty when admission 
commences. 

The difference between this case and the last is, that now the 
piston does not move through the clearance space, and that, con- 
sequently, the work done in driving the piston is diminished in 
the proportion 

11 c , , cr 

or 1:1 - . 



r ' r 1 + c' ■ 1 + c' 

the volume of the cylinder being regarded as unity for the purposes 
of the calculation. Hence the equation of the last article becomes, 
omitting the velocities for the reasons previously stated, 

or, making the same changes as before, 

L^x^= io X., + /a - <i - ^ ^ ^^ '> 
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1 
c = _:r= 4:«i= '95; 
ID 

and let the wire-drawing be from 66 to 60 lbs. per square inch, then 
^1-/2= 6-2° :Z2 = 909 \L^v^ = 859-4; 

866 1 
•'• '^"909'*'46'"'"' 

jcj = • 973. 

From this example it appears that the effect of clearance is 
much greater than that of moderate wire-drawing in drying the 
steam ; but, as before, it is much diminished by compression. 

125. The loss by wire-drawing may be differently stated, accord- 
ing to the particular cases which are compared together. The most 
natural case to take is, perhaps, to compare the performance of an 
engine working as in Art 100, page 223, with one which is in all 
respects similar except that the steam is wire-drawn down to a given 
pressure. 

Let jTi jTg be the absolute temperatures, and let the other nota- 
tion be as before, then, writing down the values of the useful work 
{U) done in the cycle as given by the formulae on page 223 for 
initial temperatures Tj, T^ and condenser temperature Tq, the dif- 
ference will be found to be, remembering that L^ scg + Tg = L-^ x^ + T^ 
(p. 264), 

Loss ^U,-U,^ T,^-^^P - ^ - log^J. 

This may either be written (see page 229) 
Loss = T^ {<^., - <t>A 
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or may be reduced to a simple form by substitution for Xg ^2» ^^^ 
replacing the logarithm by its approximate algebraic value. We 
thus obtain 

Loss = T^(j^ - y)L^^^ 

For example, let 

Ti = 764^ : Ta = 754° : ^o = 563'' : iCi = • 95, 

corresponding to wire-drawing from 70 to 60 lbs. per square inch, 
then Li Xi = 856 ; 

.'. Loss = 8-39 thermal units. 

The loss here, as in Chapter VIII., means the loss of available heat ; 
that is to say, the heat-equivalent of work which might have been 
done in a perfect engine working at 70 lbs., but is not, in conse- 
quence of wire-drawing. It must consequently be compared, as in 
the case of the other losses considered in the chapter cited, not with 
the whole heat expended, but with the fraction available for 
mechanical purposes. Other things being equal, it is proportional 
approximately to the fall of temperature, Twt to the fall of pressure. 

The loss here calculated is less than the direct loss during ad- 
mission due to the loss of pressure by wire-drawing. This may be 
taken as V^. AP^ where V^ is the mean specific volume of the steam 
admitted, and A P is the drop of pressure. In the example its value 
is 12*1 thermal units, and the difference between this and the result 
(8 • 4) just found is the saving occasioned by the drying effect of 
wire-drawing. In practical cases, however, the saving would not be 
so great. 

Unsteady Wire-drawing. Influence of the shmtness of th^ Period of 

Admission, 

126. Wire-drawing in practice is much more complicated than 
in the comparatively simple cases which have just been considered, 
on account of the varying motion of the piston. This has a 
two-fold effect on the difference of pressure between boiler and 
cylinder, the result being that, at the beginning of the stroke, the 
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difference is not large, but that it goes on increasing as the stroke 
progresses, the admission line drawn by the indicator exhibiting a 
gradually falling pressure, with a rounded cut-ofF corner instead of a 
constant pressure with sharp cut-off. Moreover, the period of 
admission is so short that it frequently happens that there is not 
sufficient time for the absorption of kinetic energy by fluid friction, 
as supposed in the preceding section. 

In the first place, the acceleration of the piston has a direct 
influence apart from frictional resistances, an idea of which may be 
obtained by considering the simpler case of an incompressible 
fluid flowing through a pipe into a cylinder provided with a piston 
which moves with velocity u^ Let the ratio of areas be m, then, 
m W.2 is the velocity of the fluid flowing through the pipe. Further, 
let the piston be connected with a uniformly-revolving crank, then 
if the obliquity of the connecting rod be neglected, the acceleration 
of the piston is well known to be 4 tt* ti* y, where y is the distance of 
the piston from the middle of its stroke, and n is the revolutions 
per 1". Then since the acceleration (/) of the water in the pipe is 
obviously m times the acceleration of the piston, we must have 

/ = m to* y = 7w 4 TT^ n* y. 

Now take two points in the pipe, A and jB, distant I from each 
other, then, if the water moved uniformly, there could be no dif- 
ference of pressure between A and B, except that due to frictional 
resistances; but if there be an acceleration in the direction A B, 
P^ must be greater than P^ in order to produce that acceleration. 
Let A be the area of the pipe, w the weight of a cubic foot of the 
fluid, then 



or putting / = 1, 



(P^-P^)^=^ .Al.f; 



P^- PB = m^ ^TT^n* y^ 



a formula which gives the difference of pressure (so far as due to 
acceleration) for each foot length of the pipe in pounds per square 
foot. 

In the theory of reciprocating pumps, attention has to be paid 
to this effect of unsteady motion, which restricts considerably the 
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speed at which it is possible to drive them, and renders an air 
vessel necessary to avoid shocks. Some idea of its magnitude, in 
the case of a steam cylinder, may be obtained by considering that 
at moderate speeds a maximum value of i:i^n?y would be about 
100, when the units are feet and seconds, while Wy the weight of a 
cubic foot of steam, will not often exceed '33, hence a maximum 
value of the fall of pressure per foot length of pipe would be m lbs. 
per square foot. If now there were no initial condensation, m 
would be a little, but not much, greater than the ratio of areas of 
piston and port, and hence would not exceed 20, so that the fall 
of pressure per foot length of pipe should not in any case exceed 
*14 lb. per square inch at the commencement of the stroke, gradu- 
ally diminishing as the piston approaches half stroke. In high 
speed engines the value of 4 tt* n* y might exceed 2000 ; but since 
the loss of pressure in question is largely reduced by the elasticity 
of the fluid, it is probable that it seldom becomes large. 

Frictional resistances are doubtless, usually, far more influential 
in the production of a difference of pressure between the boiler 
and the cylinder; they vary as the square of the velocity with 
which the steam rushes into the cylinder, and hence, if there were 
no initial condensation, would be zero at the beginning of the stroke, 
and gradually increase up to half stroke if cut-off has not previously 
occurred. The line drawn by the indicator pencil during admission, 
often called the " steam line " by writers on the indicator, is accord- 
ingly not horizontal, but falls as the stroke proceeds. When the 
ports and passages are too small for the speed of piston, the fall is 
very marked. When there is any great amount of initial condensar 
tion, the velocity of the steam through the ports, at a particular 
instant, will depend in great measure on the. rate of condensation 
at that instant, and will be increased ; thus the fall of pressure is 
increased, and is not perhaps necessarily greater at the end of the 
admission than at the beginning, though no doubt that generally 
occurs in practice. 

127. The other reason, mentioned above, why wire-drawing, in 
an actual steam cylinder, is more complicated than in the simple 
case considered in the preceding section, is the shortness of the time 
allotted for admission, in consequence of which the eddying motions, 
due to frictional resistances and especially to the sudden expansion 
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from the area of the port to the area of the cylinder, have not time 
to subside, but continue for some instants after cut-off, or even 
perhaps, in some cases, till the end of the stroke. 

At any point in the stroke, either before or after cut-off, imagine 
the piston suddenly held fast, and, if open, the port suddenly 
closed, the whole mass of steam in the passages and cylinder will 
be in a state of violent motion, and its pressure will not be uniform 
throughout, but will generally be greater in the passages than in 
the cylinder. In a very short space of time, however, the pressure 
will be equalised, and the kinetic energy of the motion will be 
absorbed in the form of heat : thus the pressure in the cylinder will 
rise slightly, and there remain stationary. Suppose this operation 
carried out at every point of the stroke, and the corresponding 
pressures laid off on a diagram, which may be called the "equi- 
librium " diagram, that diagram will in general lie above the actual 
diagram, and will not coincide with it until after the steam is cut 
off, and where the piston speed is high may even, in extreme cases, 
be conceived to deviate from it at the end of the stroke. 

In the investigations relating to the drying action of clearance 
and wire-drawing in the present chapter, and to the heat supplied 
during expansion in Chapter VII., it has been presupposed that 
there was no sensible difference between the two diagrams, and each 
particular case must be carefully examined and allowance made for 
possible error before relying on the results of such calculations. It 
may be in some cases that instead of clearance making the steam 
drier, it makes it actually wetter than it was in the boiler. And 
the heat supplied during expansion may be in some cases con- 
siderably less than would appear from an actual diagram, however 
carefully taken. 

The question here considered may also be dealt with without 
any reference to the " equilibrium " diagram, by treating the kinetic 
energy not yet absorbed by fluid friction as part of the internal 
energy of the steam, in addition to the energy stored up in steam 
of the same quality at rest. The heat supplied during expansion, 
found by the processes of Chapter VII., is therefore to be corrected 
by the subtraction of the difference between the kinetic energy of 
the steam in its initial and final states respectively ; or if, as will 
usually be the case, the kinetic energy in the terminal state may be 
neglected, the correction will simply be the initial kinetic energy of 
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the steam. Hence it is possible to find a maximum value of the 
correction so far as due to wire-drawing : for, if the difference of 
pressure between boiler and cylinder he F — P*, and the mean 
specific volume of the steam admitted be V^y the kinetic enei^ in 
question must be less, and will, probably, be much less, than is given 
by the formula 

Kinetic energy = (P - F^) F, = ?-^ . F,F„ 

which readily may be calculated in thermal units by use of Table TVa, 
Now in the American experiments (Chapter XI.), from which the 
data were taken employed in Chapter VII., the difference of pressure 
between boiler and cylinder does not appear to have exceeded one- 
tenth the boiler pressure (absolute), and therefore seven or eight 
thermal units is an excessive estimate of the correction in question. 
Where the pressure is reduced by throttling to one-half the boiler 
pressure or less, the case of course is very different. It is more 
difiicult to find a maximum limit in the case of clearance, but, as the 
correction cannot exceed a small fraction of the work done, it 
seems that if the data are given correctly there is no reason to doubt 
the substantial accuracy of the results given in the examples in 
question. 

The influence of the shortness of the time allotted for admission 
on the effects of wire-drawing was first pointed out by Zeuner, in a 
paper in the CivU Inginieur for 1875, to which we shall have 
occasion to refer hereafter. In the case of a gun the kinetic energy 
of the products of combustion has a very similar influence on the 
work done during their expansion. This question will be considered 
in the Appendix. 

The formula and graphical process of Chapter III. for determin- 
ing the total heat of formation of the steam at the end of the stroke 
are quite unaffected by the circumstances considered in the present 
article, but the exhaust waste in some extreme cases may include 
kinetic energy stored up in the exhausting steam, instead of being 
exclusively due to re-evaporation during exhaust and external 
radiation. 

128. In Art. 30, Chapter III., it has already been explained that 
the figure drawn by the pencil of an indicator represents the average 
changes of state of the whole mass of steam shut up in the cylinder. 
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but that) when clearance and wire-drawing are taken into account, 
these changes are not exactly the same as the actual changes of state 
of any particular portion of the steam. The diagram of energy of a 
particle of steam can never have any compression curve differing 
greatly from the expansion curve, nor can there be a rounded cut-off 
comer, such as appears in actual indicator diagrams. 

In compound or triple expansion engines the diagrams taken 
from each cylinder are affected in different degrees by the clearance 
and compression in that cylinder ; and the proper method of com- 
bining into a single diagram, such as was given in Art 28, page 63, 
will be considered in Chapter XL The clearance of the cylinders 
of recent marine engines, especially of the high pressure cylinders 
of triple expansion engines, is generally very large. A number of 
examples of the value of the clearance-ratio, and also of the surface- 
factor fi employed in the next chapter, will be found in the 
Appendix. 
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CHAPTER X. 

AOnON OP THE SIDES OP THE CYLINDER AND OP 
WATER REMAINING APTER EXHAUST. 

129. When the volume of steam actually delivered from a steam 
cylinder at release is compared with the volume of dry steam at the 
terminal pressure, corresponding to the amount of feed water used, 
after deduction of the jacket supply, it is always, or nearly always, 
foimd that the first is far less than the second, showing that at the 
end of the stroke the steam discharged from the cylinder must contain 
more or less water, which is either re-evaporated during exhaust^ or 
is carried out with the exhaust steam in the shape of suspended 
moisture. Some of this effect is no doubt due to the fact that the 
steam supplied by the boiler is rarely dry; but in general the 
difference in question is far too great to be thus accounted for, and 
it is therefore necessary to suppose that liquefaction takes place 
after the steam enters the cylinder. Moreover, when the expansion 
curve drawn by an indicator is examined, it is almost always f oimd, 
even when the greatest care has been taken to eliminate disturbing 
causes, to show that evaporation takes place during expansion. 

Now, these unquestionable facts can only be explained by 
supposing that liquefaction takes place during the admission of the 
steam to the cylinder, and evaporation during expansion and exhaust. 
This alternate liquefaction and evaporation may be supposed to be 
due either to the action of the metal of the cylinder, or to the effect 
of water remaining in the cylinder after the exhaust is completed. 
Let us first consider the action of the metal. 

InUial Conderisation. 

130. It is in the first place clear that the amount of steam 
liquefied during admission to a steam cylinder, by contact with a 
x^mparatively cold surface, must depend on the area of the surface. 
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It is true that other circumstances must have great influence, and 
especially the time during which the contact lasts, together with the 
condition and temperature of different parts of the surface, but the 
first consideration is the actual area of surface. 

Now, on entering the cylinder, the steam first comes in contact 
with the piston, the cylinder cover, and the passages, which make 
up the clearance space. The total area of these parts may be 
described as the " clearance surface," and it is evident that if we 
write 

IT 

Clearance surface = /x . - cP , 
2 

where d is the diameter of the cylinder and ft a coefficient^ the value 
of this coefficient must always be greater than unity. Its actual 
value in three engines experimented on by Major English, ranges 
from 1*85 to 2*1, and in many types of engine is still greater; 
in the cylinders of three large marine engines employed in vessels 
of war, it was found to range from 1 * 5 to 3, and it is only in 
engines provided with Corliss or other similar valve gear, that it 
is as small as 1 * 1. Let m be the cut-off, as on page 249, and X the 
stroke, then, as the piston advances to the point of cut-off, the sur- 
face irrnXdiB exposed, and at the end of the admission the total 
surface in contact with the steam is consequently 

Admission surface — /i.jrd^-^-mwXd. 
Ik 



The volume of steam then in the cylinder is 

Volume of steam = j X d* (c + w), 

and its weight, inclusive of the fresh steam which enters the cylinder 
to supply the place of that liquefied, is 



Weight of steam - ^X^all^, 



where V-^ is the specific volume of the wet steam filling the admission 
space. Hence, by division. 

Admission surface per lb. of steam « < ~ + -I . 

c + w 12 A d\ 

T 2 
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For the purposes to which this formula is applied, it is often 
sufficiently accurate to write 

Surface per lb. = 4 Tj |^ + ^>, 

where, as usual, r is the ratio of expansion. 

The formula shows that^ with a given initial pressure, the admis^ 
sion surface i^er lb. is increased by an increase in the ratio of 
expansion. It may also be written in the more useful form, 

Surfaceperlb. = 4r.[^ + jL|. 

where F^ is the volume of the wet steam filling the cylinder at the 
end of the stroke, from which it appears that, with a given terminal 
pressure, the ratio of expansion has much less influence. In either case 
the exposed surface per lb. of steam is greatly increased by shorten- 
ing the stroke, and the clearance surface is, unless the stroke be 
long, by far the most important part of the whole. It will of course 
be luderstood that it is the actual area of surface which is here 
spoken of ; the different parts of the whole may, and generally will, 
be very different as regards time of exposure and condition of 
surface. The case of a compound engine will be considered in the 
next chapter. 

In the Appendix to Chapter VI. methods have been explained 
by means of which the quantity of heat abstracted from each lb. of 
steam during admission may be determined, and hence we are in a 
position to find the heat abstracted per square foot of admission 
surface. It is true that the results of these methods are not free 
from possible errors of considerable magnitude, occasioned by diffi- 
culties of observation, ignorance of the quality of the steam supplied 
by the boiler, and certain effects of wire-drawing detailed in the last 
chapter. Moreover, the value of the coefficient /x is only known in 
exceptional cases. A rough approximation is, however, all t)iat is 
needed for our present purpose. 

The annexed table gives some examples of the results of such 
calculations in several of the American experiments, the value of fi 
being assiimed as 2.* The engine of the £a4Ae was operated as a 

* In the first edition of this work the value of fi was taken as unity, and the 
estimates of the amount of heat abstracted per square foot of surface were much 
greater. 
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simple engine in the particular experiments here considered ; the 
cylinder was jacketed, but the jacket does not appear to have 
supplied much heat, as the liquefaction in it was small. The engine 
of the Dallas was simple, and the cylinder was not jacketed. 



iNrriAL Condensation 


IN Steam Cylinders. 






1-^ 


•i 


1 






Heat Abstracted. 


Dimensions of 
Cylinder. 


Per 
Lb. 


Per. 

Sq. Ft. 


Per 

Sq.Pt 
per min. 


Bache 


12-6 


89 


40 


49-2 


62-8 


558 


11-4 


2736 


Stroke = 2' 


8-6 


90 


46 


48-2 


47-4 


421 


8-8 


2112 


Diam. = 2' 1" 


5-1 


91 


54 


47-4 


30-3 


269 


6-7 


1608 


Dallas 


5-1 


47 


49 


60-0 


34-5 


317 


5-3 


1272 


Stroke = 2' 6" 


3-9 


47 


57 


53-6 


26-4 


243 


4-5 


1080 


Diam. = 3' 


2-9 


46J 


64 


46-6 


21-5 


198 


4-2 


1008 



These results are only rough estimates, for reasons already stated, 
but they are enough to show that the heat abstracted during the con- 
densation which takes place as the steam enters the cylinder is 
exceedingly great when compared with the area of condensing surface 
and the time of contact. The table shows the rate of abstraction on 
the supposition that the time of contact was one-fourth of a second ; 
the actual time varied, but was generally considerably less. That 
more than 25 per cent, of the steam supplied by the boiler may be 
condensed on entering the cylinder is a fact established by many 
conclusive experiments, and, indeed, at high rates of expansion in a 
single cylinder, the proportion may exceed 50 per cent. We have 
only to compare the surface of the cylinder with the surface of an 
ordinary surface condenser to see that the former is far more efficient 
as a condenser than the latter. And if, instead of the condensation, 
we consider the re-evaporation which immediately follows, we shall 
be led to the conclusion that a steam cylinder is by far the most 
efficient evaporating apparatus wjiich is known. Hence attempts 
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have often been made to explain away the facts, or, if that is 
impossible, to attribute them exclusively to the action of water 
contained in the cylinder. For the present we are concerned with 
the action of the metal alone, and we shall now show that in the 
alternate condensation and re-evaporation which occurs in a steam 
cylinder, the action of the metal is far more powerful than it would 
be in a continuous process of either kind. 

Flaw of Heat by Conduction. 

131. When heat is transmitted from a medium ^ to a medium B 
through a metallic plate which separates th^n, the quantity of heat 
transmitted in a given time depends, firsts on the area of the surface 
in contact ; secondly, on the diflference of temperature. Let us sup- 
pose the temperatures Tj^ and Tst then all the heat passing from A 
to B must pass, first, irUo the plate ; second, through the plate ; and 
third, ofwt of the plate ; and each of these three passages requires a 
certain difference of temperature. Thus the temperature tj^ of the 
outer surface of the plate is less than T^^ while that of the inner 
surface is less than ^^, but greater than Tb- The present and next 
following articles will be devoted to the consideration of the passage 
of heat through the plate, which takes place by conduction, for which 
purpose we suppose the temperatures tj^ and t^ known. 

If these temperatures have remained the same for some little 
time, the same quantity of heat per minute flows out of A into the 
metal, and out of the metal into the medium B. The flow of heat is 
then said to be steady^ and is governed by very simple laws, for if F 
be the flow per square foot per minute, y the thickness of the plate, 

y 

where /is a coefficient of conductivity, which is known roughly for 
iron by the experiments of Forbes and others. Forbes foimd that a 
difference of temperature of 1** would cause the transmission per 
square foot per minute through a plate 1 foot thick of as much heat 
as would raise about *01 cubic foot of water through V, Hence, if 
y be reckoned in inches, 

/=7-5. 

Forbes' results show considerable discrepancies in different bars 
experimented on, owing .probably to differences in the quality of 
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the iron, and also show that the conductivity of iron diminishes as 
the temperature rises. Lorenz and also Angstrom independently 
obtained results which at the same temperature are not very 
different from those of Forbes. Smaller values of / are given by 
some experimentalists (page 283), and it should be noticed that in 
curved surfaces the results are modified. We may, however, pro- 
bably take the formula 

y 

as giving approximately an average value of the rate of transmission 
of heat by conduction through iron and steel at temperatures such as 
occur in steam cylinders. Some comparative result for other metals 
will be given further on. 

Fig. 84. 




Fig. 34 shows a section of a plate through which heat is flowing : 
a is a point on the hotter surface, h on the cooler, while P is a point 
within the plate taken for convenience on the straight line a P c at a 
perpendicular distance y from the hotter surface. When the flow is 
steady the formula applies to all points, and shows that the ordinate 
Pn graphically represents the difference of temperature tj^ - t 
between P and a on the same scale that h c represents tji - tg. The 
tangent of the angle c a b — ^that is to say, Pn/a n — measures what 
we may conveniently call the " thermal gradient " in degrees to the 
inch. If t be the thermal gradient, we have 

F'f.i, 
a definite value of F corresponding to any given value of L 
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As an example, suppose the flow of heat to be 5244 thermal 
units per square foot per hour, or 87*4 per minute. Writing this 
last value for F^ and taking y as unity, we find 

/^-<B-y:^ = 11-65, 

showing a thermal gradient of less than 12** per inch. This par- 
ticular example is given as being the mean flow through the plates of 
a marine boiler experimented on recently by Professor Kennedy. 
The smallness of the result shows that a very small part of the 
thermal resistance to the passage of the heat from the hot gases of a 
furnace to the water in a boiler can be due to the metal, illustrating 
the well-known fact that thickness and material of boiler plates have 
little influence on the efficiency of heating surface of the boiler. 

Turning now to the results given in the table on page 277, we 
find that the smallest value given for the rate of abstraction of heat 
by a square foot of cylinder surface is about 1000 thermal units per 
minute, corresponding to a thermal gradient of about 140*" per inch. 
If the thermal gradient were uniform, as in the case of steady flow,, 
such a result would hardly be possible in a cylinder of ordinary 
thickness, but in a steam cylinder it is evident that, so far from 
being steady, the flow must fluctuate periodically from the changes 
of temperature in the cylinder in the course of a revolution of the 
engine. 

132. Eetuming to Fig. 54, suppose, in the first instance, the 
temperatures of the two surfaces the same, the whole plate having 
the temperature ta- Next imagine a hot body applied, raising the 
surface A immediately to the temperature tj^ ; then, after the lapse 
of some little time, the flow becomes steady as before, as indicated 
by the thermal gradient cah. But before this can be the case the 
plate must be heated, and this requires time. In the first place, 
then, more heat will flow into the plate at the surface A than flows 
out of it at the surface By the diflerence producing a gradual rise of 
temperature at each point of the metal, and thus at each instant and 
at each point of the plate the temperature varies. We may express 
this by a temperature curve for each instant considered. One of 
these curves aF c\b shown in the figure. At first they are nearly 
horizontal, in the neighbourhood of J9, and nearly vertical in the 
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neighbourhood of A^ but they rapidly become more and more nearly 
straight, in a short time sensibly coinciding with the straight line 
aFcoi steady flow. 

The slope of each curve at any point graphically represents the 
thermal gradient, at first extremely great at points near it^ but 
rapidly diminishing as time passes and as the interior of the plate is 
penetrated. Thus the flow of heat from A into the metal is for the 
first moment of the change very much greater than the steady flow 
under the same difference of temperature. 

The thermal gradient i at any point F is the tangent of the 
angle c'a' V made with the horizontal by the tangent a' F c' to the 
temperature curve at P', and we shall have in all cases 

where the flow F now varies from instant to instant and from point 
to point of the metal. 

We now proceed to show that these two distinct kinds of varia- 
tion are necessarily connected together. 

In Fig. 34 imagine the plate divided into vertical layers of thick- 
ness A y, and consider the layer in which F lies. At this point F 
has a definite value, but it changes as the thermal gradient changes 
on passing through the layer, the curvature at F showing that the 
thermal gradient is greater on entrance than on exit. Hence more 
heat enters the layer than leaves itj and the excess must be employed 
in raising the temperature of the layer. For our purpose time is 
most conveniently measured by the angle turned through by a 
uniformly rotating crank. If JV be the number of revolutions per 
minute, 6 the angle turned through from some given position in 
circular measure, 6/2'n-N is the corresponding time in minutes. 
Any small interval of time may now be measured by the correspond- 
ing angle A 6 turned through by the crank, and the quantity of heat 
flowing through the layer in that interval will be-P. ^Oj 2irN, 

Now suppose 

w = weight of unit volume of the metal, 
8 - specific heat of the metal, 

then k; 5 . A y is the quantity of heat ijecessary to raise the tempera- 
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ture of unit area of the kyer through 1*", and the rise of temperature 
A / of the layer in the interval must be given by 



an equation which may be written 



dF ^ ^ dt 

dy do 

Finally, by differentiating the value of F previously found, and 
substituting, we obtain the general equation of the conduction of 
heat in a steam cylinder, namely, 

where // w s is, for brevity, replaced by h. 

This general equation, which is known as " Fourier's equation," 
connects the rate of change of temperature with the temperature at 
different points of the mass of metal. The coefficient h which it 
contains is that form of the coefficient of conductivity which must be 
used when we are considering changes of temperature of the metal, 
which evidently depend not merely on the rate of transmission of 
quantities of heat, but also on the specific heat per unit volume {w^ 
of the material. In the present case the unit' of volume to be con- 
sidered is a plate 1 foot square and 1 inch thick, which in wrought 
iron weighs 40 lbs., whence, taking the specific heat of iron as *12, 
we have 

ws 4-8 .16' 

which is the absolute value of k for wrought iron, to be adopted with 
the units we employ. The comparative values, assuming iron as 
unity for different materials, are given in the annexed table. 

It may be remarked, however, that the results given by different 
experimentalists differ considerably, partly from the difficulty of 
making accurate experiments on conductivity, but no doubt in great 
measure from differences in quality of material. In the analogous 
case of electric conductivity it is well known that great differences 
are produced by impimties in the metal. The value given by 
Sankine,* on the authority of Peclet^ for the conductivity of iron, 
* Sieam Engine^ 6th editioD, p. 259. 
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which, expressed in the units we employ, is about 3*8, is known 
to be much too small, probably because the thermal resistances at 
entrance and exit were not completely eliminated by the method 
adopted. The ratio of the conductivities of lead and iron given by 
KanMne, agrees with more recent experiments by Lorenzand others. 

COMPARATIVB CONDUCTIVITY OF MATERIALS. 



Hatarial. 


/• 




VE 


i-y 


Copper 


6 


5-4 


2-33 


2-U 


Brass 


2 


2-5 


1-58 


1-27 


Iron 


I 


1 


1 


1 


Lead 


•5 


1-5 


1-2 


•4 


Glass 


•01 


•02 


•u 


•07 


Water 


•01 


•0087 


•093 


•107 



133. The working fluid in a heat engine in all cases goes through 
a cycle of changes of temperature, and when the engine has been in 
steady work for some time, each particle of the metal of the cylinder 
must do the same, returning to its original temperature at the end 
of every complete period. The cycle for the internal surface in con- 
tact with the working fluid is not the same as the cycle of the fluid, 
the changes being smaller and occurring later. In the gas engine 
the difierence must be very great; in the steam cylinder it must 
exist, and probably may be very considerable, but in every case there 
must be a definite cycle at the internal surface, which, at the present 
stage of our work, must be supposed known. Within the metal the 
changes must be smaller and must lag behind more and more the 
greater the distance from the surface, because time is required to 
transmit the changes from the surface to the interior of the metallic 
mass. 

In Fig. 35, OZ IB A line rotating with the crank, and inclined at 
an angle to a given position OA,foT which a particle of metal at 
the internal surface has its highest temperature t^ and the length 
OA IB taken to represent ti - t^ where t^ is the mean temperature 
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of the particle. On -4 as diameter describe a circle catting OZ in 
Py and suppose the cycle such that 

(<i - Q cos e. 



t-t, = OP 



Fig. 35. 




Such a cycle is called an Harmonic Cycle, and in all periodic 
changes is of fundamental importance. The diagram graphically 
represents such a cycle, in the same way as Zeuner's Valve Diagram 
shows the position of a slide-valve for any position of the crank ; the 
motion of a slide valve indeed is properly described as an " harmonic 
motion." The second circle below represents temperatures below 
the mean, occurring when is greater than 90° and less than 180°. 

As a necessary consequence of the surface cycle, as will be seen 
presently, particles at any distance y from the surface go through a 
similar cycle, but the changes are smaller and occur later the 
greater y. In the figure the cycle at <?, a point such that Oo = y,ia 
represented by two circles constructed on a line aoa inclined at an 
angle )3, the diameters (d) of these circles representing the half-range 
of temperature at o on the same scale that A ( = D) represents the 
half-range at 0. 

The value of p is proportional to y, and we shall write 

/3 = my 

where m is a quantity to be found presently, and the diameters d, D 
are connected by the equation 



2>.€-"'^y = 2>. 



,-fi 
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The temperature at any point distant y from the surface is there- 
fore given by 

< - <o = ^ • « """^- cos (* - ^y)- 

The truth of this solution ig now verified and the value of m 
found by substitution in the general equation of the last article. 
Performing this operation we obtain 

The angle p gives the fraction of a period by which the changes 
at depth y lag behind the changes at the surface. If ^ = 2 ir they 
will lag behind by a complete period, and, therefore, will agree with 
those at the surface. The corresponding depth (y^) is given by 






which, for iron, becomes, by substitution for k 



Vo 



s/jf (approximately), 



a formula which gives the depth in inches at which the changes at 
N revolutions per minute agree with those at the surface : at half 
this depth they would be exactly reversed, the metal being hottest 
when the surface is coldest, and conversely. 

The extent of the fluctuation of temperature diminishes with 
great rapidity as the depth increases, according to the same law as 
the orbit radii of the particles of water in an oscillating wave. On 
making the calculation by substitution of 2 ir for ^, we find that the 
range of temperature at the depth y^ mentioned above is less than 
1 /500th of the range at the surface, and even at half that depth it is 
only l/23rd. A table of depths will be given presently. 

134. We next proceed to- find the quantity of heat which enters 
and leaves the metal in the course of a revolution. Firsts by differen- 
tiating the equation for t, and afterwards putting y = o, we obtain 
f = m/ { - sin tf + cos tf } (t^ - t^), 

a formula which gives the rate at which heat is entering or leaving 
the metal at any point of the revolution. Its maximum value occurs 
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when the value of is - ir fi; that is, heat enters the metal most 
rapidly when the crank is 45*" degrees behind the position at which 
the surface has its highest temperature. In the same way, heat is 
leaving the metal most rapidly when the crank is 45° behind the 
position at which the metal has its lowest temperature. This 
maximum rate in both cases is given by 

When 6 lies between - 3 tr / 4 and + v/ i, heat is flowing into the 
metal, and the total amount so entering is found by integration 
to be 



Q 



IT JV ^^ *'' ^k 



;^'(h-io). 



On substitution for / and k of their values for iroji, we find in round 
numbers 



= \/|>^2(<x-g. 



The same quantity of heat leaves the metal in the second half 
revolution, and the cycle then recommences. This formula gives 
the heat alternately abstracted from and supplied to the fluid filling 
the cylinder by a square foot of a surface of iron at N revolutions 
per minute, the quantity 2 (t^ - t^) being the range of temperature, 
not of the fluid, but of the metcily at the internal surface of the 
cylinder. 

Action of Mbtal of Cylinder. 



Bevolutions = N) 
per minute .. ^ 


26 


60 


100 


200 


300 


400 


600 


Penetration = yo| 
in inches .. .. ) 


•894 


•632 


•447 


•316 


•268 


•224 


•182 


Heat abstracted = Q) 
persq.ftperlOO'j 


49 


34-6 


24^6 


17^3 


14^1 


12^3 


10 


Jacket ratio = yr- 


•166 


•110 


•078 


•056 


•045 


•039 


•032 



In the annexed table the second line gives the penetration in 
inches at the revolutions given in the first line, as calculated from 
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the formula for y^, the result being for wrought iron. It will be 
seen that at 100 revolutions the result is about half an inch; at a 
depth of one-quarter of an inch, then, the range of temperature is 
only l/2drd that at the surface. For other materials the result may 
be obtained by multiplying by the number given in the column 
headed ^fk in the table of conductivity (page 283). The second 
line gives the heat alternately abstracted and given out by the metal 
for a range of temperature of 100°. As the result is proportional to 
the range, it can readily be found for any other range. Thus, at 
100 revolutions and a range 150**, the heat abstracted by the metal 
in one-half the revolution and given out in the other half is about 
37 thermal units per square foot The multiplier for other materials 
than iron is given in the column headed// \/£ in the table of con- 
ductivity. 

135. Hitherto we have tacitly supposed that the mean tempera- 
ture of the metal is the same at all points, a supposition which 
implies that the cylinder is thoroughly clothed so as to prevent the 
escape of heat, but is not supplied with heat at^he external surface 
by a steam jacket or otherwise. In the equation employed in the 
last article, 

^ - <^ = Z> . c -»y , cos (tf - my), 

t^ is then an absolute constant. But the Fourier equation is satisfied 
if f 0, the mean temperature at any depth y, is given by the formula 

<'o = 'o + »o • y 

where \ is a constant. In Fig. 36, E represents the thickness of 
the cylinder ; A A'ia the internal surface, Z Z the external. ZZ is 
kept at a given temperature i^ by a steam jacket^ or in a gas engine 
by a stream of cold water. The case of a steam cylinder is the one 
shown in the figure. OvlZ Z take 

EZ^t,-to 

where t^ is the mean temperature of the internal surface A A\ 
Joining Z the ordinate o n represents the mean temperature of a 
particle of metal at a distance On = y from the internal surface. 
The range of temperature at this point is just the same as before, 
and is represented in the figure by the two logarithmic curves, AaZ^ 
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which is a curve of rtummum temperature, and A a! Z^ which is a 

curve of minimum temperature. The changes of temperature are 

exactly the same as before ; it is only the mean temperature which 

is altered. 

Fig. 86. 




The flow of heat through a cylinder of thickness t is now obtained 
by superposing a steady flow from without^ 



J^.=/.io=/ 



h-h 



upon the same variable flow as before. The effect of this is that the 
steam jacket supplies in the course of half a revolution the amount 
of heat 

and thus the fluid within the cylinder during the hot part of the 
cycle gives out the heat Q - Jy and during the cold part receives 
the heat Q + «7, where Q is the quantity of heat given by the 
equation previously foimd, that is (p. 286), 



«=:^n/^-<^^-^^>- 



Two cases will now be considered, which may be regarded as 
typical. 
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(1) Let t^ = til that is, let the temperature of the external surface 
be kept by a steam jacket at the maximum temperature of the 
internal surface, a condition of things which is aimed at though not 
often realised in an ordinary jacketed steam cylinder, then 



Q " 2e ' \^ 2N' 



Q 

In an iron cylinder 1 inch thick this becomes • 783 / V ^, and the 
numerical results for various cases are given in the preceding table. 
The multiplier for difference of material is given in the column 
headed V^ in the table of conductivity, and if the cylinder be not 
1 inch thick we have only to divide by the thickness in inches. 
Thus in a cylinder half an inch thick the results are doubled. They 
are the same whatever the range of temperature. 

(2) In the cylinder of a gas engine the external surface is kept 
by the water jacket at a temperature much below the lowest tem- 
perature of the internal surface. If we assume then that tQ - t^ is 
a certain multiple of t-^ - t^^ then the ratio J j Q will be that same 
multiple of the fractions given in the table. In this case the fluid 
in the cylinder gives out the heat Q + / in the hot part of the 
cycle, and receives the heat Q - J in the cold part. 

In either of these two cases we see that a certain definite connec- 
tion exists between the heat continuously supplied or abstracted at 
the external surface, and the alternate out-flow and in-flow of heat 
at the internal surface of the cylinder. 

136. The results given in the table (p. 286) for the action of a 
metallic surface are obtained by supposing : — 

(1) That the variation of temperature of the external surface of 
the mass of metal is small. 

(2) That the variation of temperature of the internal surface is of 
the simple harmonic kind. 

The first of these hypotheses is undoubtedly very approximately 
correct, but not so the second. In a simple harmonic variation, the 
time of receiving heat is the same as the time of giving out heat. 
Now, whatever the connection between the temperature of the 
steam and the temperature of the metal, it is quite clear that the 
time during which the metal receives heat .must be much less than 
the time during which it gives out heat In fact, most of the 

U 
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condensation occurs in a small fraction of the period when the steam 
is first admitted, and the temperature-cycle of the metal at the 
internal surface must be very complex. It is, however, well known 
that any cycle whatever may be considered as made up of elementary 
cycles, each of which is of the simple harmonic kind, the period of 
each being some aliquot part of the period of the compound cycle. 
This principle was demonstrated by Fourier, and applied by him to 
many questions relating to the conduction of heat. It has also been 
extensively employed in other branches of physical science, and 
especially in Acoustics.* It immediately follows that in any cycle 
whatever the heat (Q) which alternately enters and leaves the metal 
must be given by a formula of the form 

Q = \/ -1^ X Range of Temperature, 

where 5 is a number which can be found for any known cycle, being 
for a simple harmonic cycle in wrought iron equal to 6, as shown on 
page 286. This question has been considered at some length by Dr. 
Kirsch.t In one example worked out by him for a cycle resembling 
the cycle of the steam in an ordinary steam cylinder, — ^the metal 
receiving heat for about one-third of the period, — ^his results may be 
shown to give a value of B^ about the same as if the cycle were of 
the simple harmonic kind. The principal difference is that the 
mean temperature of the cylinder is loioered, being now less than the 
arithmetic mean of the highest and lowest temperatures. The 
rapidity with which the temperature rises as the steam is admitted 
favours the abstraction of heat by the metal, and this about com- 
pensates for the shorter time in which the abstraction takes place. 
In the present state of our knowledge, however, the practical utility 
of such calculations appears to be limited, because the cycle of the 
metal will generally differ by an unknown amount from the cycle 
of the steam. Moreover, the approximations used are not entirely 
free from diflBculty when the rise of temperature takes place almost 
instantaneously (p. 292), as in a steam cylinder during admission. 

The action of the metal is greatest when the temperature is changed 
most rapidly and the period of exposure to the extreme temperatures 

♦ A very clear account of Fourier's Theorem will be found in the late Pro- 
fessor Donkin's Treatise on Acoiutics<, Macmillan, 1870. 

t Die Bewegung der Wdrme in den Cylinder Wandungen, Leipzig, 1886. 
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is most prolonged, that is when the admission of steam is prolonged 
to the end of the stroke. The values of Q are then probably greater 
than those given in the table, but in ordinary cases, with a cycle 
like that of the steam, these numbers may be considered as rough 
estimates of the amount of heat which actually enters and leaves 
the metal during a revolution, and comparing them with the results 
of experience as presented in the table on page 271, we are at once 
led to the conclusion that the tevryperature cycle of the metal must 
generally he very different from that of the steam. This conclusion will 
be further developed as we proceed. 

Difference bettoeen the Temperature Cycles of the Steam and the 
Metal. 

137. We have hitherto been considering exclusively the trans- 
mission of heat from the inner surface of the cylinder to the exterior, 
and conversely : let us now turn our attention to the exchange 
of heat between the steam and the metal. Evidently there must 
be a difference of temperature to render this exchange possible, and 
the difference may be large, as in the case already referred to of 
the hot gases of a furnace and the exposed surface of the furnace 
chamber and flues. Yet^ when such an expression is used, it must 
not be supposed that there is a finite difference of temperature 
between particles of fluid and particles of metal in actual contact. 
It is probable that no such discontinuity occurs in nature, and what 
is really meant is that a steep thermal gradient exists in the fluid 
in the immediate neighbourhood of the surface. This remark is 
sufficient to show that any sensible difference between the tempera* 
ture of saturated steam and that of a perfectly clean surface on 
which it is condensing, must be due to the obstruction occasioned 
by the film of water deposited by the condensation ; the temperature 
of a mass of saturated steam being necessarily very nearly the same 
throughout. The obstruction, however, of a layer of water is very 
great^ even when the thickness is very small, on account of the very 
low conductivity of water. When the flow is steady, a film yj^th of an 
inch thick will have the same effect as a plate of iron one inch thick ; 
and hence, in any process of condensation by passing steam through 
tubes, the efficiency of the condensing surface will depend chiefly 
on the rapidity with which the surface can be cleared of the water 
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deposited, and on the activity of the circulation of the cold water 
on the outside of the tubes. Thickness and material of tubes, as 
already stated in the corresponding case (p. 280), of the heating sur- 
face of a boiler are of minor importance. The presence of air, either 
in the steam or in the cooling water, checks condensation, by 
preventing the contact between steam and metal. 

In the case of a steam cylinder, the obstructive effect of the film 
is far less, because the coefficient to be considered is now *Jk for 
penetration, or f j'JT for flow (p. 287). Moreover, from the table 
of results already given, it will be seen that the amount of water 
deposited, if spread uniformly over the surface, will not usually 
exceed t^^^ ^^ & pound per square foot, that is the film wiU not 
be more than i^^th of an inch thick, corresponding to a thickness of 
about ^th of an inch of iron. And this thickness is of course only 
gradually deposited as the condensation proceeds. Thus, even if 
we make a large allowance for unequal distribution, it is probable 
that the temperature of the metal (when clean) before the end of 
the admission, rises nearly to the temperature of the steam, but that 
the rise is not quite instantaneous. 

Similarly, when the temperature of the steam falls in consequence 
of the fall of pressure due to expansion, the temperature of the 
metal can hardly be supposed much greater than that of the film of 
water deposited by condensation, and therefore it is only when the 
surface becomes dry, or when the fall of temperature of the film is 
retarded by molecular cohesion, that a considerable difference of 
temperature between steam and metal appears to be possible. And 
as the range of temperature of the metal has been shown to be 
much less than that of the steam, we must conclude that the surface 
actually is dry during the greater pait of the exhaust. This con- 
clusion, however, may be considerably modified by the effect of 
grease or other impurities. The possible effect of molecular cohesion 
will be referred |q hereafter. (Art. 141.) 

138. When a steam pipe or other hot body is placed within 
a chamber containing air or some other gaseous fluid of temperature 
the same as that of the walls of the chamber, an escape of heat 
takes place which is proportional to the exposed surface of the body. 
When the surface is dry, the escape is due to two causes ; (1) radia- 
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tion, (2) convection. The conductivity (/) of gases is exceedingly 
small, and its influence may be neglected. 

Radiation would occur even though the chamber were empty, 
and the escape of heat due to it is then the difference between the 
heat radiated from the body to the sides of the chamber, and that 
radiated from the sides of the chamber to the body. It is dependent 
on the condition of the surface being greater for a blackened surface 
than when the surface is polished. Convection is due to the 
presence of the fluid. The particles of the fluid actually in contact 
with the surface acquire the temperature of the surface, and in 
consequence their density is diminished ; the action of gravity then 
sets up a current which removes them from the surface, their place 
being supplied by others, which in their turn acquire the tempera- 
ture of the surface. Thus heat is carried off by a mechanical process. 
The escape of heat due to each of these causes is not proportional 
to the difference of temperature ; but is, proportionally, greater for 
large differences of temperature than small ones. It is also depen- 
dent on the actual temperature being greater for high temperatures 
than low ones, and on other circumstances. It is not necessary for 
our purposes to state what is known on the subject, it is sufficient 
to say that at ordinary temperatures, when air and (probably) dry 
steam is the fluid in question, the total escape of heat from a dry 
surface does not exceed ' 05 thermal units per square foot per minute 
for each degree of difference of temperature. This, however, is only 
so long as the air is at rest ; if a current of air circulates over the 
surface, the escape is greatly increased by the mechanical carrying 
off of heat, which may properly be described as " convection," even 
though not due to gravity only. 

If a gaseous fluid be contained in a chamber the sides of which 
are at a uniform temperature above that of the fluid, the quantity of 
heat received by the fluid will depend partly on the power of absorb- 
ing radiant heat possessed by the fluid, and partly on the process of 
convection. Hence the escape of heat from the sides cannot be 
supposed to exceed the limit just mentioned, and may be consider- 
ably less so long as the convection currents are due to gravity only ; 
but, as before, it may be much increased by causing the fluid to 
circulate. If the temperature of the fluid change periodically, as in 
a steam cylinder, the transmission of these changes, measured by 
the coefficient k (p. 282), is rapid, on account of the very small 
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density of gases, but the qiumtitf^ of heat transmitted by conduction 
is still very small. 

In a steam cylinder at release the internal surface is probably in 
most cases still covered wholly or in part with a portion of the film 
of water deposited by initial condensation. The sudden fall of 
pressure on exhaust is necessarily accompanied by a corresponding 
fall of temperature, which, on account of its suddenness, penetrates 
the metal to a very small distance. Heat therefore flows out of the 
metal with great rapidity, as represented by a steep thermal gradient ; 
and the re-evaporation of the remaining water may therefore be 
supposed to be nearly instantaneous, when the amount is not too 
great. The flow of heat wiU be obstructed as soon as the surface 
becomes dry, and the fall of temperature of the surface will there- 
fore be momentary only, being followed by a rapid rise, the dry 
surface then having a temperature considerably above the exhaust 
temperature. During nearly the whole of the return stroke, till 
compression begins, the dry surface will now lose heat at a rate 
which will be much increased by the agitation of the steam, the 
suddenness with which the effect takes place, and, doubtless, also 
by the moisture produced by expansion, which renders the 
absorption of heat greater and more rapid. The quantity of heat 
thus escaping cannot be estimated, even approximately, but must be 
many times greater than the estimate given above for a continuous 
process with dry air or steam. 

Adopting the highest possible estimate, however,. it is difficult 
to suppose that more than a very small fraction of the action of the 
sides of the cylinder in steam engines can be due directly to this 
cause. Its true influence is indirect^ by widening the range of 
temperature of the metal in a manner to be explained presently. 

Conditions on which the Intensity of the Action of the Sides depends. 

139. From what has been said on the subject of conduction, it 
appears that the action of the metal is quite adequate to produce 
the condensation and re-evaporation actually observed in steam 
cylinders ) and that, in fact, the eflects would be much greater than 
they are if the range of temperature of the metal were as great as 
that of the steam. Further, we find that the action of the metal 
must be almost completely mperfiddl, heat being drawn from a film 
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deposited during condensation and given out again almost exclu- 
sively to the same film as it re-evaporates during expansion and 
exhaust. The great mass of steam not in immediate contact with 
the metal must therefore expand adiabaticaUy, and partially condense, 
as it would in a non-conducting cylinder. The water in the cylinder 
at release therefore consists of two parts ; (1) the suspended moisture 
produced by adiabatic expansion, (2) the portion (if any) of the 
film which has not been re-evaporated during expansion. The first 
of these will be carried out of the cylinder with the exhaust steam ; 
and in some cases a part of the second may also be swept off 
the surface by the rush of steam, but the greater part will either 
be re-evaporated at release, as described above, or remain in the 
cylinder. When the re-evaporation is complete, so that the surface 
becomes dry, a small amount of heat (S) will be given out by the 
metal in addition to that required for re-evaporation. Hence the 
action of each square foot of the metal must be subject to two 
general conditions. 

(1) The weight of steam (W) condensed during the formation of 
the film must be equal to the weight of water re-evaporated diuing 
expansion and exhaust, together with the weight of the part of the 
film (if any) swept off the surface by the exhaust steam, or remaining 
behind in the cylinder. 

(2) The heat supplied to the metal during condensation must be 
greater than the heat drawn from the metal during re-evaporation, 
by the amount S ^ J where S is the amount of heat which escapes 
after the surface becomes dry, and J is the amount of heat received 
by the part of the surface considered, either by lateral conduction 
from other parts or by conduction from the outside of heat supplied 
by a steam jacket or otherwise. 

If now the re-evaporation were conducted under the same con- 
ditions as the condensation, the corresponding quantities of heat 
would be necessarily equal ; but the conditions are frequently such 
that less heat is required for re-evaporation, the difference being a 
small quantity, Z, The second condition is then expressed by the 
equation 

Z = S^J, 

which will only be satisfied for some definite range of temperature 
of the metal which determines the intensity of its action. 
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When the engine is working without expansion a calculation can 
be made which will illustrate this point. Assuming 

t^ = Temperature of Admission, 
^3 = Temperature of Exhaust, 

then the temperature of the metal will rise to t^ (nearly) during 
admission, but at exhaust will not sink to ^3 but will remain at some 
higher temperature which we will call t The range of temperature 
of the metal is now /^ - t, and the amount of heat supplied to the 
metal during the formation of the film is 



Q=.Tr,L, = ^^(t,-t), 



where L^, as usual, is the latent heat of evaporation at temperature 
ty At the end of the stroke the pressure and temperature are sud- 
denly lowered, and the film adhering to the surface may be supposed 
to re-evaporate under the exhaust pressure (p. 294), absorbing the 
same amount of heat as would be required if the water were placed 
in a cylinder below a piston which is held fast till the temperature 
has fallen, and then allowed to rise under the exhaust pressure. 
On this hypothesis, the heat abstracted during re-evaporation is 
therefore less than Q, being given by 

Hence we find 

sf - / = g - 0^ - »^(<i - <3 - (is - Li)), 

and substituting for L^ L^ 

s -j^ '3fF{ti - ^3) = g.-lii^^iA). 

Since '3 (^^ - ^3) will always be a small fraction of L^, we see that 
a very small amount of heat, 8 -- J, by disturbing the balance 
between condensation and re-evaporation, is capable of producing a 
considerable action of the metal, as represented by the quantity of 
heat Q received during condensation. And it seems clear that this 
general conclusion must be true^ even if (as is possible) the small 
quantity of heat - 0^ be not given with precise accuracy by the 
above formula. 

If the quantities of heat S and «7 can be estimated, the initial 
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condensation can be found. As regards S we may provisionally 
assume 






where £' is a co-efficient representing the escape of heat from a dry 
surface of metal, after the re-evaporation is complete, per degree of 
difference of temperature per minute, and then, assuming J zero, 



ti-t^fF.L,.^J. 



By addition t disappears, and we thus obtain the formula 



L,^^^^-J^N, 



which determines the weight of steam condensed initially per square 
foot of surface per revolution, in terms of two constants, B and Ky of 
which B depends mainly on conductivity, and K on the escape of 
heat from a dry surface. The value of these constants could only 
be found by comparison with experiment. As regards K^ its value 
probably depends on the density of the steam at exhaust and release, 
for we know that in air engines the efficiency of the heating and 
cooling surfaces is proportional to the density of the air (p. 120) : 
and it is probably also greater the gi*eater the difference of tem- 
perature and the higher the speed. 

Neglecting the effect (sometimes considerable) of lateral conduc- 
tion, the value of / is connected with that of Q, If the difference 
between the temperatiu'e of the external surface and the mean tem- 
perature of the internal surface of the cylinder be J (^^ - t^) as on 
page 288, the value of J will be 

and on substitution it will be found that the effect of the steam 
jacket is the same as if the conductivity of the metal, as measured 
by the constant B, had been reduced. By raising the temperature 
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of the external surface of the cylinder, it is evidently possible to 
make S — J zero, and initial condensation will then be avoided 
altogether. This has actually been done in some recent experiments 
by Mr. Donkin, the cylinder being heated by gas flames. 

If the cylinder be without covering, / will be negative, repre- 
senting heat which escapes from the external surface. The action 
of the metal is greatly increased. 



Action of a Simple Plate, Water Remaining after Exhaust. 

140. When the engine is working expansively the calculation 
becomes much more complicated, and, for the purposes of iUustration, 
we shall suppose the cylinder non-conducting, and the action of the 
sides represented by a thin metallic plate attached to the piston. 
The influence of such a plate upon the expansion curve has been 
thoroughly considered in Chapters VI. and VII., and in a former 
article it has been shown that the true action of the metal bears a 
general resemblance to that of siich a plate. Let C be the heat 
supplied by a square foot of plate per degree, then, with the same 
notation as was employed in the last article, 

The weight of water JF deposited as a film covering the plate now 
falls in temperature as the expansion proceeds, and while doing so 
receives the total amount of heat C (or the quantity C/fF per lb.) 
for each degree of the fall. Applying the equation given on page 215, 
the fraction of W evaporated will be 



L, 



t; t, 



s 



where the capital letters, as usual, refer to absolute temperatures, 
and the suffix 2 to the end of the expansion. 

The values of x obtained from this equation are of course 
greatest when t is greatest, that is, when t = t^ and even then are 
always fractional, showing that the whole of the film produced by 
initial condensation will not be evaporated during expansion, but 
that a certain portion 1 - a; will remain, which can be calculated 
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by the above formula. When the exhaust opens, the portion in 
question wholly or partially evaporates, and the temperature of the 
metallic plate falls until enough heat has been supplied to produce 
that evaporation. If the expansion has been considerable, the 
lowest temperature of the plate will not be so much above the 
exhaust temperature as to render it necessary to take into account 
the quantity of heat S which escapes after the surface has become 
dry ; and, therefore, when a permanent regime has been attained, the 
plate returns exactly to its original temperature ty and the whole 
process will then be repeated indefinitely. When this is the case, 
the exhaust waste will he C (t^ - t) thermal units per square foot of 
plate per revolution. 

Now, if the fraction 1 - a; be evaporated by a fall of temperature 
<2 - t, we must have, since the absolute weight of that fraction will 
be ^ (1 - rr), an abstraction of heat from the plate given, as before, 

by 

whence, substituting for C/W, as before, 

1 . ^ = ^.2^^ A 

an equation which, in combination with the preceding, will give the 
value of t That value will always be less than t^ and should it be 
greater than ^g, represents the actual temperature of the plate during 
exhaust^ which will be lower and lower the greater the expansion. 
But if the expansion proceed far enough, the calculated value of t 
will be equal to or less than t^ ; in the first case the range of 
temperature of the plate will be the same as that of the steam, and 
in the second, as the plate cannot sink lower, the conclusion is that 
the initial condensation is always greater than the re^vaporation 
during expansion and exhaust. Water then accumulates in the 
cylinder, forming a permanent film on the plate, which increases in 
thickness at every revolution, until the conditions are altered in such 
a way as to enable a permanent regime to exist. 

As a numerical example, suppose that the initial pressure in the 
cylinder is 90 lbs. per square inch, and the back pressure 3| lbs. per 
square inch, corresponding to an initial temperature {t^ of 320*', and 
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an exhauBt temperature (Q of 150° ; then, so long as the terminal 
pressure is not less than about 20 lbs. per square inch, the lowest 
temperature (t) of the plate will be above the exhaust temperature, 
and the effect of the pkte will be to produce an initial condensation 
and exhaust waste, which gradually increase as the expansion 
increases. Any water which may happen to be in the cylinder at 
first will gradually evaporate till the permanent rigime has been 
reached, and the minimum exhaust waste will be 78 (7 thermal 
units per square foot of plate. But if it be attempted to carry 
expansion beyond the critical pressure of 20 lbs. per square inch, 
accumulation of water will begin, and the action of the plate will be 
indefinitely increased. 

141. The effect of the actual surface is much more complex than 
that of the thin plate considered in the preceding article, because 
the supply of heat to the film is not the same for each degree that 
the temperature falls, but varies greatly. Moreover, the outflow 
and inflow of heat always lag behind (p. 286) the corresponding 
changes of temperature, so that re-evaporation may continue through 
a part or the whole of the return stroke. It is probable, however, 
that we may safely conclude — (1) that the re-evaporation is not com- 
plete at the end of the expansion, and (2) that if the expansion is 
not too great the siuiace at release becomes rapidly dry. At low 
ratios of expansion the action therefore may be supposed to resemble 
that considered in Article 139. Initial condensation increases as the 
expansion increases, and at high ratios of expansion becomes large, 
on account of the great range of temperature of the metal, which is 
probably seldom, if ever, less than the range of temperature during 
expansion. The effect of speed is to diminish initial condensation, 
but no precise law can be stated. The action of the steam jacket 
will be to diminish condensation in a manner analogous to that 
already described. 

It is further probable that cases may occur in which the surface 
never becomes dry. Condensation then predominates over re- 
evaporation, and the excess tends to accumulate in the cylinder. As 
already stated, a film of water of very small thickness would be 
sufficient to prevent any sensible communication of heat to the 
metal ; and if we imagine such a film permanently to cohere to the 
surface, its action will be the same as that of a metal of very low con- 
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ductivity, and will consequently be much less than that of a surface 
not thus protected, notwithstanding the greater range of temperature 
to which it will be subject. The same remark applies to any water 
which may collect in angles and comers of the surface, if it be 
supposed to form a coherent mass. Thus, accumulation of water, 
when cohering in this way, does not imply increased action, but 
rather the contrary. Nor does there seem any reason why the 
accumulation in this case should cease. It is probable, therefore, 
that a permanent regime is reached in these cases, by the breaking up 
of the water into spray by the rush of the exhausting steam, and in 
the case of the barrel surface by the returning piston sweeping off 
the film into the clearance space. The excess of condensation over 
evaporation will ultimately be carried off with the exhaust steam, 
but part of the broken water will remain behind in the clearance 
space, and increase the initial condensation. A small quantity of water 
when broken up, will have the same effect as a thin plate of metal. 
This view of the question has been taken by some writers, notably 
by Mr. Illeck in a paper published in the CUvU Ingerdeur for 1876, 
where it is also pointed out that priming water entering the cylinder 
at intervals may be a potent cause of condensation. A similar 
view is advocated by Professor Zeuner, who regards the clearance 
contents as being always the principal cause of condensation. Under 
what circumstances, and to what extent^ water accumulates in steam 
cylinders is still uncertain, for, apart from the difficulties already 
referred to, it seems quite possible that the fall of temperature and 
the re-evaporation of the film during expansion and exhaust may be 
retarded by molecular cohesion. Hence the calculations given in 
Arts. 139, 140, are useful for the purposes of illustration only; they 
cannot become the basis of a formula of practical value until the 
subject has been more thoroughly studied experimentally. It must 
also be remembered that^ as already remarked (page 276), the 
different parts of the whole exposed surface will be very different as 
regards time of exposure and condition of surface ; in particular, 
the central part of the barrel surface is exposed twice to steam and 
twice to exhaust in each revolution, that is, the period of its tem- 
perature-cycle is only one-half that of the clearance surface, and its 
range of temperature is of course much less. We shall therefore 
return to the question in the next chapter when we come to consider 
in detail the results of experiment. 
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Losses of Efficiency, 

142. Let us now return to the question of the losses of efficiency 
in a steam engine, considering especially the loss directly due to the 
action of the sides and the manner in which the other losses are 
effected by it. A number of examples of this action have already 
been given in the appendix to Chapter YI., but we shall now proceed 
by a different method, employing the thermal diagram introduced 
by Mr. Macfarlane Gray, which is well adapted for the purpose, 
because (p. 228) the outflow and inflow of heat are directly repre- 
sented by the area of the several parts of the diagram. Clearance 
and wire-drawing are for the present neglected. 



Fig. 87. 




In Fig. 37, OA S^Sq represents such a diagram, constructed as 
in Fig. 29, p. 228, for the evaporation of water in a boiler at tem- 
perature Ti and condensation at Tq, Si Sq being the saturation curve 
and A the Ipgarithmic curve for the rise of temperature from T^ 
to T^ on entering the boiler. The point S^ therefore represents 
dry saturated steam of temperature T^ which (neglecting priming 
water) we may suppose supplied by the boiler. 
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The vertical line Si K would represent adiabatic expansion, but 
instead of this we now suppose that condensation takes place during 
admission in the manner already explained, so that the state of the 
steam at the end of the admission is actually represented by the 
point 1, such that 

A\ 



^^1 



where 1 - a^ is the initial condensation. The heat abstracted from 
the steam, as shown on page 226, is represented by the rectangle 
1 Si MN, the base of which is the zero line ZZ. 

The initial condensation is supposed large in consequence of the 
steam being cut off early, and in such cases the condensation pro- 
bably not unfrequently continues after cut-off, the expansion curve, 
as shown on an ordinary indicator diagram, actually for a short 
distance falling below the adiabatic curve. When plotted on a 
thermal diagram, as described on page 230, the expansion curve 
then falls within the vertical 1 N representing adiabatic expansion. 
As soon as abstraction of heat ceases the curve becomes vertical, as 
shown at the point b in the figure. The total amount of heat 
abstracted from the steam by the metal of the cylinder or the water 
it contained before condensation commenced is, 

Qi = Area, EblSiMy 

the small amount Eh\ N being abstracted after cut-off. Ee-evapo- 
ration now commences, becoming large as the expansion proceeds, 
so that the steam soon becomes drier than it was initially. Thus, 
the expansion curve, when plotted on a thermal diagram, is of the 
form 1 6 a 2, cutting the vertical at the point a and terminating at 
the point 2, which represents the terminal state of the steam. The 
heat supplied to the steam during the process of re-evaporation 
during expansion is given by 

Q^ = Area ba2mE. 

The steam is now released, and rushes into the condenser. This 
part of the process is not mechanically reversible, and our method 
is not directly applicable, we therefore replace it by an ideal process 
which is reversible and gives the same final result. Let us imagine 
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that the dteam is retained in the cylinder and gradually condensed 
by abstraction of heat until the temperature has fallen to Tq. The 
specific volume of the mixture of steam and water during this 
operation remaining always constant^ we shall have at each pointy 

vx = %\^x.^ 

where, as usual, x is the dryness-fraction, v the specific volume of 
dry steam of the pressure considered, and the suffix 2, as in the 
diagram, refers to the terminal state of the steam. Hence it follows 
that at every step in the condensation. 



V 



and knowing a;, we can, as on page 230, plot on the diagram (Fig. 37) 
the corresponding curve 2 3 0, which is a curve of constant volume. 
Or we can at once plot this curve, by the process given on the 
page just cited, directly from the vertical line which represents it 
on the mechanical diagram. The area 3 2 m n between this curve 
and the zero line Z Z now represents the heat abstracted during 
this ideal process of condensation, which, because the volume is 
constant^ is also the amount of internal energy lost by the steam in 
passing from the state 2 to the state 0. The condensation is now 
completed at the temperature T^, the additional heat abstracted 
being represented by the rectangle OZno, If now we examine 
the difference between the ideal process and the actual one in which 
the -steam is released at the point 2, and suddenly expands until its 
pressure has fallen to that due to the temperature of the condenser, 
the condensation being then wholly carried under that pressure, we 
at once see that exactly the same amount of energy is supplied by 
external bodies in the two cases, and therefore, the heat rejected must 
be the same. Hence, when there is no excess back pressure (p. 241), 
the area, OA 12 0, represents the useful work. To represent the 
effect of excess back pressure we have only to draw the horizontal line 
3 3, at a height 3 m, representing the corresponding temperature T^ 
then, reasoning as before, the area ^12 3, which is shaded in the 
figure, shows the useful work, and the area (? 3, the loss by excess 
back pressure. The loss by incomplete expansion is given by the 
area 2 4, for if the steam had expanded adiabatically from the 
state 2, to the condenser temperature, the expansion curve would 
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have been the vertical 2 4, and the additional work 2 04 would 
have been done. On calculating the areas 00 3 and 2 4, the same 
formulsd will be obtained as have already been given in Articles 
109, 110, page 241. 

It is, however, sometimes practically more convenient to include 
in the loss by excess back pressure that part of the loss by in- 
complete expansion which corresponds to expansion below the 
pressure p^. This loss is then represented in Fig. 31, page 240, by 
that part of the whole shaded area which lies below the back pressure 
line Bf <y, when prolonged to meet the curve, and in Fig. 37 by the 
very approximately trapezoidal strip on the base K. If T^ be the 
absolute temperature corresponding to the back pressure, the area of 
this strip gives 

Loe8 = (T, - ro)(log,^ + I - i-log*^) 

in which formula the last term may generally be neglected, repre- 
senting as it does the small triangle at by which the trapezoid 
diflFers from a rectangle on OK, On this supposition the result 
differs from the area OASiK, which gives the work of a perfect 
engine, only in the factor (T^ - Tq) being replaced by T^ - Tq, and 
therefore 

T - T 
Fractional loss = =^ =^ , 

being simply equivalent to wasting the part T^ - T^ of the range of 
temperature theoretically available. This result can easily be cor- 
rected if necessary for the omitted term. The same result may be 
obtained, though less easily, from the mechanical diagram, by the 
formulse for C/g, C/^, on pages 241, 242. 

143. It thus appears that if by the process of Art 104, page 
230, a complete indicator diagram be plotted as a thermal diagram, 
the area of the resulting closed figure will represent the useful 
work, and the areas of its several parts will represent the outflow 
and inflow of heat, notwithstanding the fact that parts of the 
process are not mechanically reversible. Hence, it is clear that such 
a diagram shows graphically the efficiency, whether absolutely or 
relatively, to an ideally perfect engine. 
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(1) Taking first the absolute efficiency, we have only to observe 
that (page 227) 

Heat expended = Jli - A^ = Area OAS^MZ, 

and therefore 

., , . «s . Area^l 2 33 
Absolute efficiency = t Tnrdr^nn^' 

(2) Next^ admitting that the cycle of the engine is the best 
attainable (page 246), the useful work done by an ideally perfect 
engine is represented by the area OASiK{pSLge 227), and there- 
fore 

t» w. « . Area ^12 3 3 

Eelative efficiency = ^^qAS^K 

It is this last fraction which is the " true " efficiency, the difference 
between the two areas in question being the margin for possible 
improvement The effect of a steam jacket will be considered 
presently. 

Again, it was found above that the amounts of heat stored up 
in the cylinder during condensation by action of the sides, and 
restored during re-evaporation, were (page 303), 

Q^ » Area Eba2m, 
The difference of these is 

Ci - G2 = Areal Ja2mJlf5i, 

which represents an amount of heat lost by the cylinder, either in 
consequence of re-evaporation during exhaust, or by the escape of 
heat in some other way, that is, the area in question graphically 
represents the Exhaust Waste. Of this, the rectangle m K below 
the condenser line OK represents an "unavoidable loss," and the 
remainder gives the avoidable 

Loss by Action of Sides =» Area l(a 2 4 KSy 

As thus estimated, the loss includes (1) a loss by "misapplication 
of heat during expansion " (Art. 108), and (2) a loss by leakage of 
heat into the condenser without doing work, of which, as pointed 
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out on page 240, the first might (at least in ideal cases) be negative. 
It is, however, not practically useful to make this distinction. 
Another way of stating the question is — 

Loss by initial condensation = Area 1 hEMSy 

Saving by re-evaporation during expansion = Area bEm2a. 

Taking the difference of these, 

Loss by Action of Sides « Area lba2m MSi, 

of which, as before, the rectangle Km forms part of the unavoidable 
loss. 

When the cylinder is jacketed and the jacket is supplied with 
steam from the boiler, a separate diagram, placed to the right of the 
vertical SM^ should be constructed for the steam supplied to the 
jacket, the horizontal scale of the subsidiary diagram being less 
than that of the original in the ratio of the weight of the jacket 
steam to the weight of the boiler steam. The exhaust waste will 
now include the heat supplied by the jacket. 



X 2 
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CHAPTER XI. 

EXPERIMENTS ON STEAM ENGINES. CONDITIONS OF 
ECONOMICAL WORKING. 

144. The more important parts of the theory of the steam 
engine having been discussed in the preceding chapters, let us now 
go on to apply the theory in further detail to the working of steam 
engines, making use of data furnished by some of the numerous 
experiments which have been made. 

Let the data be the indicated power, and either the amount of 
feed water used in a given time, or the condensation water, with its 
rise of temperature, or, preferably, both these last data combined. 

The indicated power must be determined from a number of 
diagrams, accurately taken every few minutes, for a considerable 
time ; a single diagram is of little value where accuracy is desired. 
The feed water is to be determined by direct measurement during 
the same period, and care must be taken that the water level in the 
boiler is precisely the same at the beginning and end of the experi- 
ment; the loss of water, frequently occasioned by imperceptible 
leakage, is, so far as possible, to be estimated and allowed for ; and 
the boiler pressure, height of barometer, and temperature of the 
feed, are to be frequently noted, so that mean values can be obtained. 
The case where the condensation water is the datum will be men- 
tioned presently. 

From these data it is possible to find approximately the per- 
formance of the engine, both absolutely and relatively to a perfect 
engine working between the same limits of temperature. The result 
will be exact, instead of approximate, if the amount of water carried 
over with the boiler steam be known — a matter to be considered 



As an example, we select an experiment made with the compound 
engine of the U.S. steamer Rttsh. (See Art 148.) The data 
are: — 
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Water per LH.P. per hour = 18 • 38 lbs. 

Average boiler pressure above atmosphere = 69*06 lbs. per sq. in. 

Average barometer =14*81 „ „ 

Average temperature of feed . . . . =114"*. 

First — Suppose the boiler to supply dry steam, then 
Heat expended = H^ - hf^ 

where the suffix 1 refers to the boiler temperature (315"), corre- 
sponding to the absolute boiler pressure (83*87). Referring to 
Tables I. and II., 

H^ = 1178; Ao= IH - 32 = 82. 
. - . Heat Expended = 1096 thermal units per lb. 

T^-.x TTTn II 1096x18-38 „„^ 
Ditto per LH.P per 1' = ^ = 336. 

The number thus obtained is the best measure of the absolute per- 
formance of the engine. We may, if we please, compare it with the 
thermal equivalent of a horse-power, and thus obtain 

Absolute efficiency = = *127 ; 

but the fraction thus obtained has no special significance (pp. 151, 
245), and is better described as the Coefficient of Performance. We 
may also conveniently estimate the consumption of coal by assuming 
a probable value for the available heat of a pound of coal of good 
quality. The value given by Mr. Mair, in a paper cited further on, 
is 11,000 thermal units when the boilers are not forced, and of good 
design ; and, adopting this value, 

. ^^ , 336 X 60 336 , ^, 
Consumption of Coal = ^^^^^ = j^ = 1*84. 

The three results thus obtained are merely three ways of stating the 
same thing, of which the first may be considered the best. 

The temperature of the feed water to be assumed in the calcula- 
tion is to be taken before being raised by heat supplied by a feed 
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water heater, in case the heat is derived from the hot gases of the 
furnace, and not directly or indirectly from the steam supplied by 
the boiler. 

The corresponding performance of a perfect heat engine working 
between the limits of temperatiure 114° and 315*" is (page 140), 

776 X 42 -75 
Q 2^1 165; 

and therefore, by division. 

Relative Efficiency = ^^ = "491. 

The fraction thus obtained is in a much truer sense the efficiency of 
the engine, being the ratio of the heat actually converted into work 
to the heat which could be converted into work by any engine what- 
ever, however perfect, supplied with heat at 315** and rejecting it at 
114°. A Carnot cycle, however, when employed in a steam engine, 
requires the use of a specially designed feed pump (p. 236), never 
applied to any actual steam engine. Moreover, if a steam engine 
were constructed with such a cycle, there would be an unavoidable 
loss connected with the boiler which theoretically need not exist in 
a steam engine of ordinary construction. The boiler of a steam 
engine is not supplied with heat from an indefinite source of fixed 
temperature, but from hot gases which are cooled while supplying 
heat. An essential part, therefore, of a theoretically perfect boiler 
is a feed water heater analogous to a Siemens interchanger (page 
124), which shall raise the temperature of the feed water while 
cooling the hot gases below the temperature of the boiler. 

If the cycle be not that of Carnot, the engine, as will be seen here- 
after, can be made equally efficient by the addition of a properly 
constructed feed water heater. This, however, is best considered 
separately, and in our perfect engine we therefore suppose heat 
supplied as in the simple cycle of Art. 96. The mean temperature 
of supply is consequently given by the formula on page 223, which 
for dry steam becomes 
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In the present case, if we suppose the limits of temperature as before 
to be 114" and 315', we find by Table VI., 

^= 1-U95 : logc5= '2998. 

• ^'" = l-:ii93 = ^^^- 

Thus, the mean temperature at which heat is supplied is 756 - 461, 
or 295'' F. instead of SIS'", and the performance of a perfect steam 
engine is now 

756 X 42 -75 _.^ . 

®=^95^rTi-r = ^^^^- 

By division we now find the eflSciency to be -531 instead of •491. 
This result supposes that the lower limit of temperature is 114**. The 
right value to adopt will be considered further on. 

Secondly. — If the boiler supply moist steam, the total heat of 
evaporation must be calculated by the formula on page 17. 

Hence it appears that^ to obtain exact results, when the amount 
of feed water used is the datum, the amount of priming water in the 
boiler steam must be known. A number of methods have been 
employed to determine this quantity. The most common is as 
f oDows : — 

A known weight of steam from the boiler is allowed to escape 
into a tank of cold water, the weight of which is known, and the 
rise of temperature noted. Otherwise it is condensed in an actual 
surface condenser, or a calorimeter plajdng the part of a small 
surface condenser, and the heat given out to the condensation water 
determined. In either case the experiment is one on the total heat 
of evaporation of water, and requires for minute accuracy all the 
precautions described by Begnault in his memoirs referred to in 
Chapter I. Some of the errors may be rendered insensible by 
making the experiments on a large scale, as has been done by 
Mr. Willans, but the difficulty of measuring the mean temperature 
of the water at the beginning and end of the experiment with 
sufficient exactness is rather increased than diminished. A very 
minute error will cause a relatively considerable error in the deter- 
mination of the amount of priming water. If the experiment is 
carried out with care, however, the dryness fraction may be deter- 
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mined with tolerable exactness — say within 1 per cent — and 
enough such experiments have been made to render it certain that^ 
unless some special cause of priming exists, the steam from an 
ordinary boiler contains less than than 5 per cent, of moisture. The 
actual amount no doubt varies from time to time, according to the 
circumstances of the evaporation, and probably does not usually 
exceed 2 or 3 per cent* 

145. Let us next suppose that^ instead of the feed water being 
measured, the quantity of water discharged from the condenser per 
minute is noted, and the difference of temperature between the 
water entering and the water leaving. The observation has hitherto 
been made for injection condensers only, and in this case the water 
leaving the condenser consists partly of condensed steam, and partly 
of the water entering the condenser, which, while rising in tempera- 
ture, absorbs the heat given out by the condensing steam. 

Let ^be the weight of water leaving the condenser in pounds 
per I.H.P. per minute, and W the weight of the condensed steam, 
while /q is the temperature on exit, and 0o on entrance, then 

where R is the heat given out by each pound of condensing steam. 
But if Q be the heat expended, reckoned from 0o« 

0=t;' + 5 + <o-«o (Art U), 

where U is the useful work done per pound of steam, so that 

WU ^ 42-75. 

Substituting these values, 

Wq^ W{i^^ ^0) + 42-75. 

Thus the heat discharged from the condenser in thermal units per 
I.H.P. per minute, when added to the constant 42-75, gives the heat 
expended redcoMd from the temperature of the water on enkring the 
condenser. 

This result ia quite independent of the quality of the steam 

* For an aooount of various other methods which have been employed to deter- 
mine the amount of priming water in bofler steam, the reader is referred to 
Thetyretucke MatchvMii^Lihre^ yon Dr. F. Qrashof , Band iii. Heft iv. They are all 
difficult to applyt and not more accurate. 
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supplied by the boiler, but does not include any loss by external 
radiation, and, on the other hand, the work done per pound of 
steam is not exactly the indicated work, but is a smaller quantity, 
because the friction of the piston generates heat, which forms part 
of that which appears in the condenser. 

For example, in an engine of 46*21 I.H.P., the quantity of water 
discharged from the condenser was observed to be 408 * 3 lbs. per 
minute. The water, on entrance, had a temperature of 53**, and on 
exit of 89*" * 54, so that the rise of temperature was 36** * 54. Dividing 
408-3 by 46-21, and multiplying by 36-54, we obtain 322-86 as 
the thermal units per I.H.P. per minute, discharged from the con- 
denser; and adding 42-75 we obtain 365*6 as the expenditure of 
heat when the feed water is drawn from the water entering the 
condenser. When the feed water has a different temperature, the 
exjienditure of heat cannot be calculated exactly without knowing 
the quantity of steam used. If the boiler pressure is known, the 
quantity of steam used can be found approximately by neglecting 
priming water. For, assuming that the boiler supplies dry steam, 
the expenditure of heat per lb. is the total heat of evaporation /row 
the temperature from which the expenditure is reckoned at the 
temperature of the boiler. Thus, in the present example the expen- 
diture of heat per lb. is 1158 thermal units, and the weight of steam 
used is therefore 365-6/1158, or '316 lb. per minute, or 19 per hour 
per I.H.P. This process may be called " estimating the consumption 
of steam from the condensation water." Though not exact, the 
weight of steam thus found is sufficiently accurate to enable us to 
obtain the correction necessary to find the expenditure of heat when 
the feed has any given temperature. In the present case, if the feed 
is taken from the water leaving the condenser, the correction is 
-316 X 36-54, or 11-6, and the corrected expenditure of heat is 
354 thermal units per I.H.P. per minute. Theoretically, the weight 
of steam used might be found by measuring the water entering the 
condenser, a method which was actually adopted in some of 
the French experiments ; but this measurement is not practically 
easy to carry out, and any error will be multiplied many times, 
because the weight of condensation water is fully twenty times the 
weight of the feed water. 

The measurement of the heat discharged from the condenser has 
long been used as a practical method of testing the performance Of 
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steam engines by Messrs. B. Donkin and Co., and the test is, no 
doubt, a valuable one, being to a great extent independent of the 
performance of the boiler. For details of the mode of practically 
carrying out the method, we must refer to an article in Engineering 
for February 5th, 1875. 

The heat discharge from a condenser reckoned in thermal units 
per I.H.P. per minute is often called the " Farey-Donkin Constant." 
When corrected as just described, it gives correctly the heat rejected 
by an engine. In the example the Farey-Donkin Constant is 322 - 8, 
or when corrected 311-2, which number measures the actual flow of 
heat into the condenser. Of this, a part^ calculated as described in a 
former chapter (page 246), is the unavoidable flow which forms a 
necessary part of the working of every steam engine, however 
perfect, and the remainder is a loss which is theoretically avoidable. 

146. The two observations of feed water and condensation wat^r 
may be made at once, and in that case we have a means of verifying 
the first law of thermodynamics, by showing experimentally that the 
heat appearing in the condenser is actually less than the heat sup- 
plied in the boiler ; and at the same time by use of the known value 
of the mechanical equivalent of heat, we can obtain some idea of the 
possible magnitude of the external radiation and of the amount of 
priming water in the steam supplied by the boiler. 

As an example, take an experiment made by Messrs. B. Donkin 
and Co. on a 60-H.P. compound engine at the Hele Works, described 
in Engineering for November 3rd, 1871. The necessary data are as 
follows : — 

Boiler pressure (absolute) •• 

Water evaporated per I.H.P. per 1' 

Water discharged from condenser 
Bise of temperature in condenser 
Indicated horse-power =56-88 

Heat discharged from condenser .. =337-6 j^^fg^ ^?r®^ 

Beckoning the temperature of the feed as 5P * 66, being the mean 
initial temperature of the injection water, for reasons explained in 
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the last article, we find for the total heat of evaporation 1153 thermal 
units, and hence 

Heat expended per I.H.P. per V = 394 '9 thermal units. 
But, on the second mode of reckoning, 

Heat expended = 337-6 + 42-75 = 380-35, 

a result which shows that 14-55 units of heat per I.H.P per minute, 
together with the heat generated by friction, were wasted in radia- 
tion, inclusive, probably, of the heat discharged in the water from 
the steam jacket. When this water is not returned into the 
condenser, and so reckoned as part of the discharged water, the 
difference of temperature between it and the water entering the 
condenser has to be allowed for. This difference in the present case 
appears to have been about 122°, and the quantity discharged was 
102 lbs. per hour, or -0298 per I.H.P. per minute: thus, 122 x 
•0298, or 3-63 of the above difference must be subtracted, leaving 
10*92 units per I.H.P. per minute, which is the difference between 
the external radiation and the heat supplied by friction of pistons 
and valves. If we estimate the friction at one-twentieth of the 
engine power, it would amount to 2-1 thermal units per I.H.P. per 
minute, leaving 13 units for radiation, or about one-thirtieth of the 
whole heat supplied. It is to be observed, however, that this is a 
maximum result, proceeding from the suppositign that the steam 
supplied by the boiler was perfectly dry. It would be reduced one- 
half by supposing that steam to contain 2 per cent, priming water. 
The experiment here made lasted ten hours, and careful observations 
were frequently made throughout that time, so as to obtain average 
results. 

In France many such experiments have been made by M. Him, 
with quite analogous results, and it may therefore be considered as 
experimentally demonstrated that the amount of heat appearing in 
the condenser of an engine is really less than that supplied in the 
boiler, and if Joule's value of the mechanical equivalent of heat be 
assumed, we may further conclude that, when an engine is thoroughly 
clothed, the loss by external radiation is not important, and that the 
steam from an ordinary boiler need not contain any important 
amount of priming water— conclusions which are confirmed by direct 
experiments on the radiation from siuiaces, and on the amount of 
water contained in boiler steam. 
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More recently some valuable experiments of the kind now under 
consideration have been made by Mr. J. G. Mair on a number of 
engines of different tjrpes.* The loss by radiation was found to be 
from 1 to 3 per cent., being generally less than 2 per cent.. Mr. 
Mair, like M. Hirn, found that when such experiments are carried 
out with accuracy, a small fraction of the whole heat expended 
remains unaccounted for. One reason of this may be that given 
by Hirn — namely, that the air contained in the steam carries with 
it a certain proportion of vapour ; but it seems also possible that a 
minute amount of leakage may be unavoidable. 

147. The expenditure of heat, reckoned from the temperature of 
the condenser in the example just considered, is — 

Heat expended = 395 - -3424 x 31-66 

:= 384 thermal units per I.H.P. per V, 

Taking the temperature of the condenser as 84**, and assuming a 
Carnot cycle, the relative efficiency is foimd to be • 391. Apart from 
the question of the cycle, however, this fraction, when compared with 
that obtained for the Bush ( ' 491), does not measure correctly the com- 
parative economy of the two engines. The condensed steam always 
contains air, and a certain amount of leakage of air into the condenser 
is unavoidable. Hence, as already remaiked in Chapter lU., p. 79, the 
absolute pressure in a condenser is always greater than that which 
corresponds to its temperature. There is, in consequence, an excess 
back pressure, giving rise to a loss depending on the imperfection of 
the vacuum, not on the action of the steam. The pressure in a con- 
denser is seldom, if ever, less than 1 lb. per sq. in», however low its 
temperature, and temperatures below 102*" are therefore always 
useless. In comparing different engines we consequently adopt 102** 
in the first instance as the lower limit of temperature, instead of the 
actual temperature of the condenser. 

The subjoined table shows the performance of a number of con- 
densing engines, calculated on the supposition that the value of Tq is 
102 + 461, that is, 563. The six engines selected are as follows : — 

I. A compound beam engine, by Mr. Leavitt, employed for 

* Proceedings of the ImtUution of Civil Engineers., vol. Ixz., p. 313 ; also vol. 

Ittit, 
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pumping sewage at Boston, U.S.A. A detailed description is given 
by Professor Peabody,* from which the experimental results are 
taken. 

J. A compound beam rotative engine of the receiver type. The 
trial was made by Mr. Mair, and described by him in the first of the 
two papers cited above. The reference letter (J) is that used by 
Mr. Mair. 

K. Triple expansion engine of the steamer Meteor. The trial was 
made under the direction of Professor Kennedy, and is described by 
him in a paper read before the Instiiution of Mechanical Engineers in 
May, 1889. 

E. Compound engine (receiver type) of the U.S. revenue steamer 
Bush. This is one of the American experiments frequently referred 
to in this work. They were made in the year 1874-5 on the 
machinery of the five steamers Bache, Bttsh, Dexter^ Dallas, and 
Gallatin. Their results, and the conclusions to be drawn from them, 
are the subject of various reports by Mr. Emery, which have been 
reprinted in Engineering, vols, xix., xxi. (See also Peahody, 
p. 268.) 

N. A single cylinder beam rotative engine. Trial described by 
Mr. Mair in the second of the two papers cited above under the 
same reference letter. 

G. Single cylinder direct acting engine of the GaUatin. One of 
the American experiments referred to above. 

The mean temperature of supply (Tm) is calculated as on p. 311, 
taking Tq = 563, and hence the mean available range of temperature 
Tm - ^0 ^s found. The necessary expenditure of heat is now 
obtained from the formula (p. 246), 

the ratio of which to the actual expenditure, reckoned from 102*, is 
the efficiency when the standard of comparison is an engine working 
with the best vacuum (about 28 inches) practically attainable, corre- 
sponding to a pressure of 1 lb. per sq. inch. The actual pressure 
was very difTerent in the diflferent engines. In Mr. Madras engines, 

* Thermodynamics of the Steam Engine^ page 298. This excellent work will 
be quoted oocaaionally in the following pages by the word Peabody. 
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J and N, it is not given, but can be estimated from the total back 
pressure ; in the others it forms part of the observed results. The 
difference between the corresponding temperature and 102° is the 
loss of range by imperfect vacuum, and the corresponding fractional 
loss in a perfect engine working with the actual vacuum is obtained 
(very approximately, p. 305) by dividing by the total range. In I 
the loss is insensible, and in J it must have been very small ; in the 
rest it is very considerable, amounting in G to as much as 24 per 
cent Subtract now these fractions from unity and divide the ratio 
previously obtained by the results ; we thus obtain the efficiency of 
the engines when the standard of comparison is a perfect engine 
working with the same vacuum and boiler pressure. The tempera- 
ture of the feed water is supposed 102"*, but the result does not in 
any way depend on the temperature of the feed, because the heat 
supplied to a lb. of steam is the same in the perfect and the imper- 
fect engines : it is only the work done by the steam that is different. 
If the standard of comparison therefore be an engine working with 
the same boiler pressure, vacuum, and temperature of the feed, the 
results will be the same whatever that temperature. They are the 
same (very approximately)* as would be obtained by calculating 
the mean temperature (Tm) and the expenditure of heat from the 
temperature corresponding to the actual vacuum, but the method 
here described appears preferable for simplicity of calculation, 
and as showing more distinctly the great influence of variations 
in the vacuum. When calculating the absolute performance, the 
temperature of the feed must be taken account of as before. The 
effect of a feed water heater will be considered hereafter. 

Taking first the three engines I, J, E^ we observe that the 
efficiency is the same in all, being about 63 per cent, while the con- 
sumption of steam is greater in K, notwithstanding the much higher 
boiler pressure employed. The consumption in I, J is the lowest yet 
recorded by thoroughly trustworthy experiments, and we see that it 
is in great part due to the excellence of the vacuum. In K the 
vacuum was good for a marine engine, yet the difference amounts to 
about If lb. additional back pressure, corresponding to a waste of 
15-4 per cent of the mean available range of temperature. Thus 
the mean effective range was only 192"* in E^ with a pressure of 

* If the yacuum is veiy bad, thie direct method would be sensibly more 
accurate. 
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160 lbs., while in I it was 207*, with a pressure of 114 lbs. That 
lowering the back pressure has much greater effect than raising the 
boiler pressure is sufficiently obvious, but it should be carefully 
noticed that this is in strict conformity with the thermodynamical 
principle that the power of a heat engine depends on the available 
difference of temperature. The work of the air pump, here left out 
of account, will be considered subsequently. 

Turning next to R, N, G, we find that the efficiency is much 
lower, ranging from 49 to 66 per cent., while their absolute perform- 
ance is much inferior. The loss by imperfect vacuum is relatively 
much greater in a low-pressure engine, and the mean effective range 
of temperature is small. In N the vacuum is assumed as about 
26 inches, but may have been somewhat better. 

148. An efficiency of from 49 to 63 per cent, appears low, yet 
the engines considered are all examples of about the lowest con- 
sumption of steam obtained in engines of their type with the sup- 
posed boiler pressure. Let us, therefore, now consider the various 
ways in which efficiency is lost. In previous chapters it has been 
seen that these losses are partly thermal and partly mechanical. 
The mechanical losses are those which are occasioned by waste of 
the expansive energy of the steam — ^at admission by clearance and 
wire-drawing — during expansion by "sudden drop" and wire- 
drawing, between the cylinders of a compound engine — and at 
exhaust by incomplete expansion and excess back pressure. These 
losses may be called collectively the Waste Work, and are best 
expressed in terms of the Useful Work as found by experiment. 
By far the most important part of the waste work in condensing 
engines is generally the Waste Work at Exhaust, and it is this 
which we shall first consider. It is represented graphically by the 
shaded area in Fig. 31, p. 240, in which the line BSB corresponds 
to the actual condenser pressure now to be denoted by p^y B^ ff to 
the total mean back pressure (p^) and ND to the terminal pressure 
(p^y of which the last two must be taken from an average indicator 
diagram (p. 308). Strictly speaking, the curve 2> ^ is an adiabatic 
curve, and the area should be determined by the exact formulas 
given in the articles cited. We may, however, with sufficient 
approximation, suppose D B & curve of the form pF^ = Const, 
with a value of n which, for simplicity of calculation, we take as 
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10/9, and it is then easily seen that the area in question will be 
represented by a pressure on the piston given by 

Waste Pressure =i>2 $9 - 10 (?^^ | + A. 

just as the ua^ work is represented by the mean effective pressure 
Pm - Ps, which' i s also known from the diagram. Thus the ratio of 
the waste work at e^aust to the useful work is obtained by division 
by Pm - i>8> ^^^ su bsequent multiplication by the eflSiciency already 
found gives the fradtion of the work of a perfect engine wasted at 
exhaust. Taking the Rush as an example, the data for which are 
given in the table farther on, 

Waste Pressure = 9-22 |9 - 10 (g^) } + 3-46, 

which will be found to be about 8* 1 lbs. per sq. inch. The efficiency 
as already given is *56, and the mean effective pressure for the two 
cylinders when referred to the low pressure cylinder is 22*6. 

w X- 1 1 8-1 X -56 

.-. Fractional loss = — jr^-^ — = '20. 
22* 

We thus see that no less than 20 per cent of the work in a perfect 
engine is wasted at exhaust^ and adding * 56, 76 per cent, is accounted 
for. The remaining 24 per cent will be described as the Missing 
Work. A part of this indeed is in reality waste work, being wasted 
by clearance and wire-drawing. If there be no compression, the 
loss by clearance at admission can be represented by the addition of 
the term e{pi - p^) to the waste pressure as calculated above, Pi 
being as usual the admission pressure, and the loss at exhaust already 
found can be corrected by multiplication by 1 + c. These cor- 
rections may be considerable when, as in so many marine engines, 
the clearance is large. They are, however, much diminished by 
compression, which should be included in estimating the mean back 
pressure py In high speed engines it must also be remembered that 
the loss by wire-drawing may be very considerable. As explained in 
Chapter IX., clearance and wire-drawing have a complex influence 
on the state of the steam, and it is of little use attempting to 
separate the loss they occasion from the other elements of the 

Y 
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missing work. Radiation, priming, and leakage account for another 
fraction of the missing work, but the greater part of this quantity 
is generally due to liquefaction in the cylinder, as described in 
Chapter X., of which it is to some extent a measure. 

Missing Work in Condensing Engines. 
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30 


22^6 


29 


16^8 


28 


40-2 


Waste .. .. 


3-5 


3^2 


8-1 


13^3 


9^4 


10^6 


29^3 


Fraction of Avail- 
able Heat— 
















Useful Work .. 


•63 


•63 


•56 


•55 


•49 


•51 


•315 


Waste Work .. 


•14 


•07 


•20 


•25 


•27 


•19 


•23 


Missing Work . . 


•23 


•30 


•24 


•20 


•24 


•30 


•455 



The annexed table gives the results of calculations made as just 
described for various engines, of which the first five are the same as 
given in the preceding table under the same letters of reference. I 
is omitted, the indicator diagrams not being furnished. No correc- 
tions of any kind have been made for clearance, so that the 
tabulated values of the missing work include all losses of this kind. 
In the two compound engines J and B the missing work is about 
24 per cent. ; in the single cylinder engines N it is less, being only 
20 per cent. In the triple expansion engine E it is greater, reaching 
30 per cent. ; if it had been only 20 per cent., as in N, the con- 
sumption of steam would have been only 13 lbs. per I.H.P. per hour. 
The difference between G and N is chiefly due to a greater loss by 
clearance. On the whole, making some allowance for clearance 
and wire-drawing, we may say that in the best condensing steam 
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engines about 80 per cent, of the steam consumed is accounted for 
by the useful work and waste work which they do. The waste 
work is inordinately large at low pressure, and this cause of loss 
is imavoidable so long as steam is employed as the working 
fluid, to utilise differences of temperature much below 212**. The 
great economy of J is in great measure due to an excellent vacuum 
and a reduction of the waste work by lowering the terminal pressure ; 
but even then the waste work reaches 14 per cent. In K the waste 
work at exhaust is only 7 per cent, but then the boiler pressure is 
so high that a much smaller part of the effective range is below 212**. 
Engines F and E are added as examples of single cylinder engines, 
in which the missing work is large, for reasons to be explained 
hereafter. The large missing work in K is partly due to the feed 
water heater employed, a point fully considered further on. 

149, In non-condensing engines the efficiency may be calculated 
as in condensing engines, the lower limit now being taken as 212°, 
instead of 102, and the number 24,000 in the formula for Q being 
replaced by 28,800 (p. 246). The result obtained is much higher 
than in condensing engines, being generally about * 75, unless some 
special cause of waste exists. The reason of this is that the waste 
work at exhaust is now of small amount, being only 2 or 3 per cent, 
unless the terminal pressure is exceptionally high, or the boiler 
pressure exceptionally low. 

In a valuable paper read before the InstiMion of Civil Enffineers,* 
Mr. Willans has described a number of experiments on a non- 
condensing engine, which could be arranged to work as a single, 
a double, or a triple expansion engine. The standard of comparison 
adopted is that of a perfect engine, without feed water heater, 
working with the same back pressure and mean admission pressure. 
The effect of adopting the mean admission pressure, instead of the 
boiler pressure, as the upper limit, is approximately to eliminate the 
direct effect of wire-drawing at admission, which, in consequence of 
the great number of revolutions per minute (400) was in most of 
the experiments very large. The adiabatic curve is supposed of the 
form p V* - Const (p. 219), with a value of n, which appears 
somewhat large ; in otiier respects the calculation is based on the 
same principle as that adopted in the present chapter for condensing 

* Proceedings of ike Jnttitution of OivU Engineers, March 1889. 

Y 2 
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engines. The waste work at exhaust being small, however, is not 
separately calculated. This paper will be again referred to 
further on. 

150. It has already been explained, in Chapter III., that when 
steam is formed in a particular way, a certain definite amount of 
heat is required to form it, depending on the amount of external 
work done by it during formation : and hence that when steam is 
found to be in a particular state at the end of the stroke in an 
engine of known power, it is possible to find the total amount of 
heat which has been supplied to it in the boiler and during the 
passage from the boiler to the end of the stroke. This heat, which 
we c«dled the total heat of formation, is given by the formula 

or by the graphical method employed in Chapter III., and the result 
of the calculation is not in any way hypothetical, provided the data 
are correctly given. This formula can also be derived from the 
thermal diagram given on page 302. 

Now the heat (0^) supplied in the boiler, supposing in the first 
instance that the steam supplied is dry, is known when the circum- 
stances of the evaporation are known, and evidently it follows that 
0^-0 must be subtracted, ov Q - Q^ added, as the steam passes 
from the boiler to the end of the stroke. This difference is due 
p^itly to external radiation, but chiefly to waste of heat by re- 
evaporation during exhaust, as has already been repeatedly explained, 
and hence Q^ - Q was called the exhaust waste : its effects have been 
considered in hypothetical cases in Chapter III. We propose in the 
present section to show how the necessary data may be ascertained 
by experiment, and to give some results of the calculation. 

The first step is to find the weight of steam discharged from the 
cylinder per stroke, and this is done by measuring the feed water, 
as in the preceding section, and also the water discharged from the 
steam jacket, if any ) then by subtraction and division by the number 
of strokes observed in the given time, the result must be the required 
weight. These observations require the greatest care, but may be 
carried out without any important error. 

Next, let the volume at the terminal pressure of the cushion steam 
remaining in the cylinder after exhaust be found, as in Art. 84, 
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Chapter IX., and let that volume be subtracted from the total volume 
of the cylinder, including clearance, then the result must be the 
volume occupied at release by the steam discharged from the 
cylinder per stroke, and division by the weight found as above gives 
the volume of 1 lb. of it Now, if the terminal pressure be known, 
it will be possible to find the corresponding volume of dry steam, 
and thus by division the proportion (z^) of dry steam in the steam 
contained in the cylinder at the end of the stroke is found. 

The determination of the volume of cushion steam cannot be made 
with accuracy, and the error thus occasioned, when the compression 
is large, may be of considerable importance, but the principal source 
of error is in the determination of the terminal pressure. The 
indicator used must be carefully tested before and after the experi- 
ment ; every precaution must be taken to avoid oscillations as far 
as possible, and a mean value should be obtained from a large 
number of diagrams, rejecting those which show exceptional variation 
from the mean. It appears advisable to select a period from the 
whole duration of the experiment during which the diagrams vary 
little, showing an approach to uniformity in the conditions, but of 
course the feed water used during the period must be separately 
measured. At low terminal pressures an error of one-tenth of a lb 
per square inch will cause a considerable error in determining x^ 
Any determination of the terminal pressure must be less certain 
than that of the mean effective pressure, and allowance must be 
made for possible error. When, as is generally the case, release 
occurs before the forward stroke is completed, an estimate is to be 
made of what the terminal pressure would have been had the release 
been postponed till the completion of the stroke. 

We now proceed to give two examples, the data of which are : — 

Dexter, Gailatin, 

Boiler pressure (absolute) = 81 • 92 86-4 

Temperature of feed =114* 116 

Terminal pressure =16*87 12*14 

Cushion pressure = 8*27 9-93 

Diameter of cylinder ==26 ins. 34 • 41 

Stroke = 36 „ 30 

Clearance = -0637 -066 

Total weight of feed water . . . . = 178,867 8961 
Revolutions, using same =125,197 6809 
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First consider the Dexter, 

Here the weight of feed water per stroke = '714 lb., and this 
would be the weight of steam discharged at each stroke, if there was 
no loss of any kind : the loss in the case of the DexUr was accu* 
rately ascertained to be 4 * 96 per cent., but although the piston 
appears to have been perfectly tight, it does not follow that all this 
should be deducted; we, however, assume this, and hence the 
actual weight of steam per stroke is reduced to * 679 lb. 

From the data it follows that the volume of the cylinder, in- 
cluding clearance, was 11 -652 cubic feet, of which the fraction 

n = :r-^ . ^ = -0249 (Art. 85) 

was occupied by cushion steam, so that the volume of the • 679 lb. 
of working steam was 11*38 cubic feet nearly, and hence for the 
volume of 1 lb. 

Tg = 16-76 cubic feet. 

If now we seek the volume of dry steam corresponding to the 
terminal pressure of 16*78 lbs., we find from Table III. that the 
value is 23*25 cubic feet, whence, by division, 
x^ = '72 (nearly), 

a value which has been already used in Chapter HI. in finding the 
total heat of formation, neglecting clearance, by the graphical 
method. We shall now employ a formula just quoted to obtain the 
same result. 

The mean forward pressure P«» is given by the experiment as 
41*19 lbs. on the square inch, and this, referring as it does to the 
piston displacement (11 *06), and not to the terminal volume of the 
working steam, must be diminished in the proportion 1 1 • 06 : 1 1 * 38 ; 
thus the corrected value is 

Pn, = 40*03. 

The correction in question does not apply to P^ and therefore in 
thermal units 

(P P\v (40'Q3 - 16*87) X 16*76 

= 72*4 thermal units. 
Now the temperature corresponding to the terminal pressure is 
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found from Table la. to be 219' nearly, and the corresponding value 
of Z is 961 : hence 



and 
therefore 



^2 - ^0 = 219 - 114 = 105 thermal units. 



XgLg = -72 X 961 = 691-9 thermal units. 



= 105 + 691-9 + 72-4 
= 869-3 

is the total heat of formation. 

But the heat expended in the boiler is the total heat of evapora- 
tion of water from 114* at the boiler temperature of 313', that is to 
say, 1088 thermal units ; 

.-. Exhaust waste = 218-4 thermal units, 

or rather more than 20 per cent This calculation does not include 
the loss of water mentioned above, and signifies that the cylinder 
abstracts from each pound of the steam passing through it 218-4 
thermal units, which is afterwards given out by external radiation 
and re-evaporation during exhaust. 

Terminal pressures near to the atmospheric pressure, as in the 
present instance, are perhaps difficult to measure with accuracy, 
but as a difference of half a pound does not make a difference of 
more than 20 thermal units, the calculation is probably very near 
the truth ; supposing only that the boiler supplied dry steam. 

The quality of the steam was not tested, but there is no reason 
to think there was any important amount of priming water. To see 
the effect of priming water on the result, let us imagine the amount 
to be 5 per cent. ; then the whole calculation of the total heat of 
formation is unaltered, but the total heat of evaporation becomes 

G' = ^1 - ^0 + ^ A 

= 313 - 114 + -95 X 893 

= 190 + 848 = 1047 thermal units ; 
.-. Exhaust waste = 178, 

or about 17 per cent. 

The conclusion then seems inevitable that there must have been 
a very considerable amount of heat wasted in this way. 

The cylinder in this instance was clothed, but not steam jacketed. 
Let us next consider a trial made with the machinery of the U.S. 
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steamer OailaHn, with steam jacket in use, the data of which are 

given above, in addition to which we require the quantity of water i 

received from the steam jacket, steam chesty &c i 

This amounted to 460 lbs., so that the total weight of steam 
passing through the cylinder is 8501 lbs., and the weight per stroke 
consequently *624 lb. ; the volume of the cylinder, without clear- 
ance, is 15*86 cubic feet^ and, including clearance, 16*91 cubic feet. 
The fraction of this volume occupied by cushion steam was 

and therefore the volume of the '624 lb. of working steam was 
16*05 cubic feet^ so that dividing by '624, 

F^ « 25'72 cubic feet 

From Table III. we find the volume of dry steam at the terminal 
pressure of 12' 14 lbs. to be 31*45 cubic feet; 

.-. iCj =« '818. 

The tabulated mean forward pressure is 31*684, which being 
diminished as before to reduce it to the volume of the steam, 
gives 

from which is obtained as before, 

(Pm - Pi) V^ « 92*1 thermal units. 

But the temperature corresponding to 12*14 is 202*; hence 

A, - Ao = 202 - 115 = 87; x^L^ = 973 x *818 = 796; 

therefore 

g= 87 + 796 + 92-1 = 975. 

We must now estimate the heat supplied in the boiler ; and in 
doing so we must include the steam supplied to the jacket^ that is 
to say, for each lb. of working steam we must reckon 1 *054 lb. of 
water evaporated in the boiler. The total heat of evaporation 
calculated as usual, is 1096 ; 

.-. Q ^ 1*054 X 1096= 1155 
and hence 

Exhaust waste « 180 thermal units, 
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being about 15]^ per cent, of the whole heat supplied. No allowance 
is made for loss of water of the kind mentioned in the previous 
case. 

151. As has already been repeatedly explained, the prejudicial 
action of the sides of the cylinder takes effect partly by re-evapora- 
tion during exhaust^ and partly by waste during admission and 
expansion. One method of graphical representation has already 
been given by means of a thermal diagram, we now use a 
mechanical diagram for the same purpose. 

The necessary data are — (1) the total weight of feed water used 
in a given time, including the liquefaction in the jacket^ which need 
not be separately measiu'ed ; (2) an average indicator diagram showing 
the average pressure at each point of the stroke ; (3) the average 
boiler pressure and height of barometer ; (4) the amount of priming 
water in the steam supplied by the boiler. 

From (3) and (4) may be found the specific volume of the steam 
supplied by the boiler, which is to be set off on a diagram on which 
are laid down as ordinates the boiler pressure and the terminal pres- 
sure shown by the indicator. In Fig. 38, D A, B C^ are lines of 
boiler pressure and terminal pressure, and D A represents the 
specific volume of the boiler steam. Now, by the construction of 
Chapter YII., or otherwise, draw the adiabatic curve through A^ 
terminating in B on the line of terminal pressure, then if ^^ be 
the line of mean back pressure shown by the diagram, the figure 
DABK} ^ will be the indicator diagram of an engine with non- 
conducting cylinder, in which the back pressure and the terminal 
pressure are the same as in the actual engine. The losses of work 
in such an engine are approximately the same as in the actual 
engine, except so far as due to clearance, wire-drawing, and the 
action of the sides of the cylinder, and hence this diagram may for 
many purposes be adopted as a standard of comparison. 

The data furnished by (1) and (2) are sufficient to enable us to 
find, by a process exactly similar to that of Art 110, the proportion 
between the volume of steam discharged per stroke, and the volume 
of the whole weight of steam (including jacket steam) used per 
stroke, supposed dry at the terminal pressure. This proportion is 
often called the fraction of the whole consumption " accoimted for 
by the indicator " &nd in many experiments on steam engines forms 
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part of the tabulated results. Now multiply the specific volume of 
dry steam at the terminal pressure by the fraction thus found, and 
set off on the diagram M to represent the result : then on if as 
base construct the actual indicator diagram, which will now compare 
with the indicator diagram of the ideal engine with non-conducting 
cylinder, the total consumption of steam being the same in the two 
engines. 

Fig. 38 shows the construction for the trial of the Gallaiiny cited 
in Art. 150, the jacket being in operation, and the ratio of expansion 
about 7^. The data already given show that the total weight of feed 
water per stroke was • 66 lb., and the effective volume of the cylinder 
as before 16*05 cubic feet : hence the volume of the cylinder per 



fig. 88. 



Baeiu . . - /U 




pound of steam is 24 * 3 cubic feet. Take then M 2i'3 cubic feet, 
and allowing for clearance in a manner to be described in a subsequent 
article (Art. 163, p. 357), construct the actual diagram to scale. Next 
set off OD = 86*4, which was the boiler pressure, and assuming 
the boiler to supply dry steam, lay off A D = 5 • 02 cubic feet ; trace 
the adiabatic curve A B, which terminates in B, such that N, the 
terminal volume, is 28*3 cubic feet, and draw K K^ corresponding 
to the actual back pressure of 3 * 6 lbs. per square inch. The dif- 
ference between the real and the ideal diagram represents approxi- 
mately the loss through the action of the sides combined with 
clearance and wire-drawing. By continuing the adiabatic curve A B 
to the line of back pressure, and drawing a new adiabatic curve 
through C, the comparison may be made exact. 
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When the fraction (/) of steam, consumed " accounted for by the 
indicator '' forms part of the tabulated results of an experiment, all 
that is necessary in applying this method is to construct the adia- 
batic curve, starting from the boiler pressure on a scale enlarged in 
the proportion 1 : /, the diagram having been previously corrected 
for clearance. 

The diagram here reproduced from the first edition of this work 
should be carefully compared with the thermal diagram given in 
Fig. 37, page 302, of the last chapter. It will be seen that they 
exactly correspond line by line, the curve A B oi Fig. 38 corre- 
sponding to the vertical S M in Fig. 37, D C to 1 6 a 2, and CM to 
2 3. In the thermal diagram, however, no wire-drawing is included. 
The missing work of Art. 148 is represented in both diagrams by the 
space between the real and the ideal expansion curves. This 
'^missing work" is not the mechanical equivalent of the whole 
exhaust waste or " missing heat^" but only of that part of it which 
could ideally have been converted into work. 

In the case of the Gallatin which we have been considering, the 
whole exhaust waste is 180 thermal units (page 328), of which a 
part is unavailable (page 304). The unavailable part may be calcu- 
lated by a formula which may readily be derived from the thermal 
diagram, when completed (page 307) by the addition of a subsidiary 
diagram for the jacket steam. We have not space to give the process 
in detail, but the amount will be found to be about 108*6 thermal 
units. Subtracting this from 180, the missing work per pound is 
71*4 thermal units. Finally, comparing this with the available 
heat of a pound of steam (282 thermal units), the percentage of 
missing work is found to be 25 * 3. In the table on page 322 this 
case is given in the column headed F, and the missing work will be 
seen to be 30 per cent., the difference (4*7 per cent.) being due to 
the effect of clearance and wire-drawing, which, as before stated, is 
included in the tabulated value of the missing work. 



Cylinder Condensation. 

152. From the results given in preceding articles, it appears 
that, in the mpst economical steam engines, 80 per cent, of the whole 
heat expended is accoimted for, not more than about 20 per cent, of 
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ihe work theoretically possible being " missing." This missing work 
is partly, no doubt, due to radiation and certain small losses con- 
nected with the clearance, which are not completely allowed for, and 
is also in part only apparent in consequence of priming and 
imperceptible leakage being neglected altogether or insufficiently 
allowed for; but the greater part is due to liquefaction in the 
cylinder, as before explained. Moreover, if most other engines are 
examined working with the same boiler pressure and vacuum, it is 
found that the consumption of steam is much greater. Sometimes 
this is due to the waste work being a greater fraction of the useful 
work, but on making the calculation as before, it will generally be 
found that the missing work is largely increased Engines F and E, 
the results for which are given in the tables, are examples, the 
missing work being 30 per cent, in the first, and as much as 45 per 
cent, in the second. 

Cylinder condensation is due to two causes — (1) the action of the 
metal ; (2) to the mixture of steam and water which fills the clearance 
space before admission, and which must have its temperature raised 
by liquefaction of some of the fresh steam arriving from the boiler. 
Both the metal and the clearance contents are real causes which 
must operate to some extent in all cases, but an attentive con- 
sideration of the facts leads us to believe that the metal is the 
principal agent^ and the clearance contents a subsidiary cause, in by 
far the greater number. 

The action of the metal, as sufficiently explained in Chapter X., 
is exceedingly powerful, so much so as to render it clear that the 
range of temperature of a large part or the whole of its surface must 
be much less than that of the steam. Hence the actual magnitude 
of the effect of the metal depends chiefly on the obstruction offered 
to the passage of heat from steam to metal, and, conversely, from 
metal to steam ; an obstruction of the same kind (pp. 291, 292) as in a 
boiler or surface condenser, differing only in degree. This renders the 
question one of such intricacy that it can only be studied to any 
purpose by checking our theoretical conclusions step by step, by 
reference to experience. This we now proceed to do, making use of 
a number of the various valuable experiments which have been made. 
It should be understood, however, that precise and certain conclusions 
cannot be reached solely by comparing together experiments made 
under differing circumstances on engines of different types ; a method 
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which we are obliged to employ, because very few experiments have 
been made systematically for the sole purpose of discovering the 
laws of cylinder condensation. 

153. The first question to be considered is the influence of size 
and speed. That small engines are less economical than large, and 
low speed than high, will be readily admitted ; and to ascertain the 
law according to which cylinder condensation varies with size and 
speed, is the first step needful in order to interpret the results of 
experiment. If the temperature-cycle of the metal were the same 
as that of the steam, or even if it had any fixed relation to it^ the 
question would be easy, for the heat abstracted by a square foot of 
metal is (p. 276), 



«-vi 



X Range of temperature, 



where ^ is a number depending on the nature of the cycle of the 
metal. Hence, for a given cycle of the steam, the initial con- 
densation would vary as the exposed surface (8) per lb. of steam at 
admission, and inversely as the square root of the revolutions. 
Conceive now two engines in every respect similar, but of different 
dimensions, working at the same initial pressure and ratio of 
expansion, and running at such speeds that the initial condensation 
is the same, it may evidently be provisionally supposed that the 
obstructive influences are the same in the two cases, and, in con- 
sequence, that the temperature cycles of the metal are the same. 
If the supposition is correct the ratio S / ^/Ifmaat be the same in the 
two engines. Since everything else is the same, the surface S varies 
inversely as the linear dimensions, that is, inversely as the stroke 
(X), or the diameter (rf). For reasons which will be seen presently, 
it is best to take the diameter of cylinder as the measure of size, and, 
consequently the product d VTTas the measure of size and speed. 
This product will be described as the Speed-Factor. If our law 
of corresponding speeds is correct^ we ought to find that in two 
exactly similar engines for which the speed-factor is the same, the 
initial condensation should be the same. High speed-factors should 
give a small condensation, and vice versd. 

The annexed table gives some examples of single cylinder 
engines without jackets. 
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M. One of Mr. Mair's experiments, similar to N, given in a 
preceding table, but with jacket out of use. 

GK. One of the experiments made by Messrs. Gateley and 
Kletzsch, on an engine of 250 H.P. Being carried out on a 
systematic plan, they are of considerable importance, and will 
be referred to frequently as we proceed. They are described in a 
series of articles in the Joumal of the Franklin Instituie, commencing 
October 1885. 

D. One of the American experiments made on the steamer DaUaSj 
referred to on page 318. 

EA. One of Colonel English's experiments, already given in the 
table on page 322 in the column headed E. 

HH. An experiment by MM. Him and Hallauer, described in 
M. Him's treatise Thermodynamique^ tome 2, p. 24. 

Influence of Size and Speed. 





M 


OK 


D 


EA 


HH 


Cyclb— 












Initial pressure 


56 


62 


47 


71 


55 


Batio of expansion 


3-8 


3^8 


3^9 


3-4 


39 


Dimensions — 












Stroke 


5-6 


3^5 


2^5 


\-b 


5-6 


Diameter 


2-67 


1^5 


3 


I'iZ 


2 


Speed— 












Speed of piston 


223 


476 


286 


120 


336 


Revolutions 


20-3 


68 


57 


40 


30 


Speed-factor 


12 


12^4 


22^6 


8^5 


11 


Initial Condensation— 












Per lb. of steam admitted 


•37 


•38 


•29 


•513 


•30 


„ „ uncondensed 


•59 


•61 


•42 


113 


•43 


Value of yi.rfV]\r .. 


71 


7-6 


9-5 


9-1 


4^6 
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The first two experiments, M and GK, are fairly comparable, 
the engines being similar. In GK, no trial was made at the ratio 
of expansion 3 -Si, given in the table, but from the results given for 
various expansions at the same initial pressure, the initial con- 
densation can be safely estimated as * 38, being nearly the same as 
in M. On referring to the table, it will be seen that the value of 
the speed-factor is about the same in the two engines, while the 
speed of piston in GK, is more than double that of M. Thus the 
speed-factor in this case is a much better measure of the influence of 
size and speed than the simple speed of piston, and there is every 
reason to believe that this is generally the case in single cylinder 
non- jacketed engines. 

154. Next let us compare together M and D. These engines 
difier widely in type, the stroke of D being less than half that of 
M, while the diameter is somewhat greater. Hence the clearance 
surface per lb. of steam in D was more than double that in M ; and 
if we consider simply the total area of exposed surface, we should 
expect to find the condensation correspondingly increased. In fact, 
however, we see that it was very much less, and this suggests the 
suppo&.'Lon that the obstructive influences are much greater in the 
case of I e clearance surface than in that of the barrel surface. In 
many ca^ s we know that it must be so, much of the clearance 
surface be. .g coated with a layer of grease impervious to heat^ and 
the passage scoured by a rush of steam, which sweeps ofl" the water 
deposited bj-^ condensation, before it can abstract heat by re- 
evaporation. In the formula at the bottom of page 275 which gives 
the admissi jn surface per lb. of steam, we now, therefore, replace 
the clearaice surface-factor fi hy fi a where a is a coefficient less 
than unit' , which measures the diflerence of condition between the 
clearance and the barrel surface. The formula may be written in 
the ahui-eviated form 

5=*|i(l+ar), 

where cr is a numerical coefficient given by 

ad 



a- = 



1 + c 
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If we could suppose 

2X 

(T would be zero, and 8 would depend simply on the diameter of the 
cylinder, not on the stroke. We provisionally suppose this condition 
satisfied, leaving the errors of the supposition to be determined by 
further reference to experience, and it is for this reason that d V^ 
was chosen for the speed-factor in the preceding article. It may^ 
here be remarked, that if we wish to take into account the exposed 
surface of the piston-rod, we have only to take for d, the difference 
between the diameter of the cylinder, and the radius (or where there 
is a tail-rod) the diameter) of the rod, instead of the simple 
diameter of the cylinder. 

The smaller condensation in D is now explained as being a 
consequence of its much higher speed-factor, which is 22*6, instead 
of 12. On the other hand, the greater condensation in EA, is seen 
to be due to its low speed-factor, which is only 8*5. In HH, we 
have an example in which a somewhat lower speed-factor (11) is 
accompanied by a stnaller condensation. The causes of this will be 
considered further on. The example is given here for the jake of 
illustrating the necessity for caution in drawing conclusi as from 
isolated examples. 

r 

155. In order to connect the initial condensation wit j the action 
of a square foot of metal, we have only to observe tha. \ 

e-(i-*i)^ ■ 

where 1 - a^ is the initial condensation, reckoned as usual as> fraction 
of the total amount of steam admitted. Now S is prppoxtional to 
Fj, that is to a^ t^i, where as usual v^ is the specific volume >^f dry 
steam at the admission pressure. Hence, by substitution nr S 
(pp. 333, 335), 

y, - ^ « ^-i-. (1 + <r r) y^^ X Range. 

This fraction y^ is the initial condensation expressed as a fraction of 
the steam remaining imcondensed at the end of the admission, or, as 
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we may express it, of water to steam : it will be described as the 
Condensation Batio. The action of the metal is proportional to y^ 
not to 1 - iCi. 

In the preceding article we compared two engines, M and G K, 
in which the condensation is the same, and supposed the obstructive 
influences the same. We now go a step further, and suppose the 
obstructive influences such that for a given initial pressure and 
expansion there is at all speeds the same fixed relation between the 
cycles of the steam and the metal If this be so, we ought to find 
that y^d ^N has a constant value in the examples just considered. 
The values of this quantity are given in the table, and it will be 
seen that (except H H) there is a general agreement. The difler- 
ences might be accounted for by giving some small value to the 
co-efficient o-, or in another way to be mentioned subsequently. 

Again, if the same engine be tried at diflerent speeds with the 
same initial pressure and the same expansion, we ought to find that 
yi j^'N remains unaltered. Very few speed trials have been made, 
but in such as exist, the results for single cylinder non-jacketed 
engines are believed to be in accordance with this law. Especially 
may be mentioned the single cylinder speed trials made by Mr. 
Willans, and described in a paper already referred to. The results 
of these trials show a somewhat greater condensation at low speeds 
than would be given by the law in question, which may be due to 
the cause pointed out in Chapter X. (p. 297), or which may also be 
partially due to the eflect of an imperceptible leakage, a source of 
error extremely difficult wholly to eliminate. 

166. Hitherto we have supposed the cycle of the steam to be 
the same in the cases compared, let us now suppose it to vary. 
This may occur iA three ways, by changing — (1) the back pressure ; 
(2) the initial pressure ; (3) the ratio of expansion. 

(1) Taking first the back pressure, consider Colonel English's 
experiments already referred to. These experiments were made in 
pairs, the initial pressure and expansion being the same in each 
pair, but one condensing, the other non-condensing. Out of a total 
condensation exceeding 50 per cent, the diminution in the non-con- 
densing exx)eriments was only from 3 to 5 per cent., or less than 
one-tenth ; yet the total range of temperature of the steam in 
the condensing experiments was about 170°, whereas in the non- 

z 
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condensing it was only about 100°. Thus the temperature of the 
steam at exhaust has in itself little effect on the condensation in 
a cylinder, and this conclusion is borne out by experiments on non-con- 
densing engines, and the high-pressure cylinders of compound engines. 
If the initial pressure and expansion be the same, the condensation 
is little different. These facts show that one principal difference 
between the cycle of the steam and that of the metal must be that the 
temperature of the metallic surface does not sink very far below the 
temperature at the end of the expansion. Moreover, it appears that 
the escape of heat (p. 294) from a dry surface does not greatly 
influence the amount of condensation. It must be remembered, 
however, that the ratio of expansion in Colonel English's experi- 
ments was not less than 3^, When the admission is prolonged to 
half stroke, or beyond, the result may possibly be different. 

(2) In Colonel English's experiments, the initial pressure was 
about the same in the cases compared; but now, suppose it to 
increase, the ratio of expansion remaining the same. The exposed 
surface per lb. of steam now diminishes, because the weight of steam 
in the cylinder is increased in nearly the same proportion as the 
pressure, and we might suppose that the percentage of steam con- 
densed would be correspondingly reduced. On reference to experi- 
ence, however, we find that there is little change. In some of the 
experiments by Messrs. Gateley and Kletzsch, already cited, the 
initial pressure varied from 27 to 80 lbs. per square inch, while the 
ratio of expansion remained about the same ; the condensation was 
but little diminished, although the pressure increased three- 
fold. At first sight we might suppose that increased range of 
temperature was the cause of this ; but, for reasons already stated, 
we must reject this explanation. The true explanation must be 
that the re-evaporation during exhaust increases in intensity nearly 
in proportion to the density, and alters the temperature-cycle of the 
metal. The range of temperature of the metal is increased, and it 
remains longer at the lowest temperature. Thus the value of B 
increases with the pressure, and only at some limiting pressure, 
to be considered hereafter, reaches the value corresponding to the 
cycle of the steam. Perhaps the coherence of the film to the metal 
obstructs re-evaporation more at low temperatures than at high. 

(3) Next, let us suppose that the initial pressure and exhaust 
temperature remain the same, while the ratio of expansion is 
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increased. A large number of experiments of this kind have been 
made, and thej all show that the initial condensation increases 
rapidly according to some regular law. The circumstances here are 
exceedingly complicated, for we have to consider — (1) the increase of 
the clearance surface per lb. of steam nearly in proportion to the 
ratio of expansion ; (2) the diminution of the intensity of re-evapo- 
ration due to the lowering of the terminal pressure ; (3) the drainage 
of heat from the admission part of the barrel surface of the cylinder 
to the central part of that surface, consequent on its lower temperst- 
ture ; (4) the increased range of temperature of the metal which 
must follow an increase in the range of temperature during expan- 
sion. On examination, however, of the experimental results, we find 
that the action of the metal in this case is, for a limited but sufficient 
range of expansion, proportional to the fall of temperature of the 
steam during expansion, showing that the other causes mentioned 
approximately neutralise each other. Since the fall of temperature 
during expansion is approximately proportional to the logarithm of 
the ratio of expansion, we are thus led to the semi-empirical formula 

for the condensation-ratio, r being, as usual, the ratio of expansion, 
and a constant, which will be called the Condensation Constant, to 
be determined by experiment for each type of engine. The formula 
is limited to values of r, not generally less than 2, and not generally 
greater (sometimes less) than about 8. Outside these limits the 
condensation is greater, as will be seen presently. Within these 
limits the formula gives fairly good results when has been deter- 
mined for a given type of engine working at a given initial pressure. 
The annexed table gives values of C for a number of engines of 
various types. In similar engines they are believed to be somewhat 
smaller at high pressures than at low, and in non-condensing than in 
condensing. In different types one of the most important features 
appears to be the ratio of stroke to diameter, the value of C being 
usually smaller the longer the stroke, as might be expected, since 
the effect of the clearance surface has been neglected in framing the 
formula (see also page 352). The true action of the clearance surface is 
still uncertain. Where it is to a great extent coated with grease, it is 
easy to understand that its effect will be small ; but this explanation 

z 2 
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will not apply to all cases, and no difference has as yet been noticed 
dependent on its condition. Perhaps, when clean, the surface is 
scoured by the incoming steam, so that the film is swept towards the 
periphery of the cylinder as fast as it is formed. Wherever this is 
the case, the metallic surface will have little action, for, as before 
shown (p. 294), re-evaporation upon the surface is the only way in 
which large quantities of heat can be abstracted from the metal. 
Water thus driven to the periphery will, in general, soon evaporate, 
unless the re-evaporation be hindered by molecular cohesion. 

Cylinder Condensation Constants. 



Authority for 


Beferenoe 
LeUer. 


Absolute 

Initial 

Preasore. 


Batioof 
Stroke to 
Diameter. 


Valueof CforNon- 
jaoketed Cylinders. 


Experimental Data. 


Con- 
densinor. 


Non- 
condensing. 


Him & Hallauer 


HH 


55 


2-8 


3-4 




J. W. Hill .. 


H 


90-100 


2-67 


3-7 


3-4 


H. W. Spangler 


S 


95 


2 


.. 


4 


Gateley & Klet-1 
zsch .. .. j 


GK 


80 

40-70 

27 


2-33 


4-4 

5^8 

6 




Mair 


M 


56 


2-06 


5^3 




Emery &Loring 


D 

G 


47 

55 


•833 

•88 


7 
7-5 


5 


Isherwood 


MI 


35 


2-67 


7^5 




English .. 


EA 
EB 


70 
50-76 


112 
1'4 


7^5 
4-7 


6 




'400 rev. 


^ 






f 


6-5 


WiUans 


200 „ 
,100 „ 


W 


50-100 


•43 


•1 


7 
8 



Remarks. — ^These valuee of C are for diameters in feet and revolutions per 
minute, the logarithm being hyperbolic. 
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Some experiments were miade by Colonel English * on a portable 
engine with cylinder 10 inches diameter, in which the piston was 
blocked at the end of the stroke, and the steam admitted to and 
exhausted from the clearance space by the slide valve. The valve 
was driven from the crank shaft in the usual way, but by an 
independent engine. A certain weight of steam was thus admitted 
to the clearance space at every revolution of the shaft, which could 
be measured by connecting the exhaust port with a surface con- 
denser and collecting the resulting water. The difference between 
this and the weight of dry steam necessary to fill the clearance 
space furnishes a measive of the steam condensed. Nearly the same 
results were obtained as in an engine working in the usual way, 
from which the conclusion was drawn that the clearance surface is 
the leading factor in the production of cylinder condensation. The 
conditions of the exhaust, however, were so different in these 
experiments from those in an actual cylinder, and the probability of 
water adhering to the metal in the angles of the clearance space so 
great, that the conclusion does not seem necessary. 

The data relating to the experiments by Messrs. J. W. Hill and 
H. W. Spangler have been taken from a table by Professor Marks.! 
Mr. Hill's experiments were made with great care on three engines 
of the Corliss type at various expansions. Nearly the same value of 
C is obtained from all. Of the two engines tried by Colonel English, 
E A has been already referred to (p. 334) ; E B is a double cylinder 
engine, with cylinders horizontal and attached to a frame beneath the 
boiler. A large number of experiments were made at ratios of expan- 
sion ranging from 5 to 8 * 5. Excluding those made with jacket in 
use, and some in which superheating was evident, they nearly all give 
very consistent results, the value of C being 4*7; this somewhat low 
value being probably due to the steam supply being enveloped in 
the smoke-box, so that the steam was thoroughly dried, j: In two 
sets, however, the value of C is found to be 6. Such isolated dis- 
crepancies in a series of experiments otherwise consistent frequently 
occur, and are possibly due to a small amount of water cohering to 
the metal at the angles of the clearance space. The large value of 

* Proceedings of the IntUiuUon of Mechameal Sngineer$f September 1887, 
p. 608. 

t LimUatUm of the Expamion of Steam, Philadelphia, 1887. 

X Proceedingi of the InstUuUon of Mechanical Engineen, October 1889. 
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C (7*5) obtained in £A may be due to the Bame cause, or possibly 
to priming from the boiler. A small amount of priming or leakage 
makes a great difference in the value of the constant. 

The very smjJl value (3 * 4) of the constant for H H requires 
special notice. Notwithstanding the length of stroke, it might 
have been expected to be 20 per cent, greater, when account is 
taken of the low pressure of the steam. This engine, one of the 
trials of which has already been considered (p. 334), has four in- 
dependent flat valves moved by cams with an extremely small 
clearance,* apparently only '01, an arrangement which probably 
diminishes condensation. But great part of the difference is very 
possibly due to the more complete elimination of losses by leakage. 
These trials are among those especially relied on by Him in his 
controversy with Zeuner, no pains being spared to discover losses 
of this kind. In all the other results, similar small losses probably 
existed in different degrees, and it must be understood that the 
effect of the clearance contents is included in all cases, so that they 
cannot be considered as exactly measuring the action of the metal. 

As showing the effect of difference of type in cases where the 
ratio of stroke to diameter is the same, M I is instructive as com- 
pared with H. These trials were made in 1861 by Mr. Isherwood, 
on the engines of the paddle steamer Michigan, The results are 
fairly consistent, giving at ratios of expansion less than 7 a value of 
C of about 7 • 5. After making full allowance for the lower pressure, 
this is much greater than that (3 • 7) found for H. The difference 
may be attributed to cohering water, the steam pipes being so 
inclined as to drain into the cylinder.! Yet it should be remarked 
that the clearance surface must have been much greater in M I, and, 
as already stated, great importance is by some attached to this. 
Whatever be the real cause of the larger constant required, it 
appears not to affect the form of the f ormula^ though, as might be 
expected, the results are less regular when the condensation is 
large. 

In the table, values of C are added for the Dallas (D) and the 
Qollaiin (G), two of the engines tried by Messrs. Emery and Loring 

* BifiUcOiom d^wnt CHtique de M, O, Zeuner, par G. A. Him et 0. Hallauer. 
Paris, 1881, p. 17. See also Peabody, p. 802. 
t Peabod/y, p. 244. 
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(page 318), but the pressures at cut-off not being given, these values 
are only rough estimates. Mr. Willans' engine has abeady been 
referred to (page 323). 

157. Writing for brevity z = C / d a/ N, and expressing y^ in 
terms of x^, the dryness fraction at the point of cut-off, we find 

1 1 



■^ 1+yi 1 + ^.log^r 

Supposing the expansion hyperbolic, an assumption sufficiently 
approximate for our present purpose, and referring to page 47, 
Chapter III., we find that the effective work of a pound of steam is 
given by a formula which, by substitution of Pj, v^, x^, for Pg* ^2> ^» 
and using the value of x^ just found, becomes 

l+logr-I^ 

Effective Work =» P^v^ h. 

!■¥ z. log€ r 

If z approaches unity, this formula gives nearly the same result 
whatever the ratio of expansion. Gases are very common in which 
the consumption of steam is about the same whatever the expansion, 
and we now see that this arises from the speed being too low for 
an engine of that size and type. To gain anything by expansion 
the revolutions must be considerably greater than is given by the 
formula 

where C is the constant proper to an engine of that type. Again, if 
z be given, we can find the best ratio of expansion. For, applying 
the usual rule for a maximum, when r varies, we find the greatest 
value of the effective work to be when 



'««■'- v(;^->) 



an equation which can be solved by trial when the ratio Pi jp^ of the 
initial and back pressures is known. Let us suppose that the engine 
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makes four times the number of revolutions given above, so that 
z ^ '6f then putting 

r - 2, 3, i, 6, 6, 

we find 

•& = 3-6, 6-3, 9.5, 13, 17. 

Pb 

The importance of cylinder condensation was pointed out long 
ago by Mr. D. E. Clark, and subsequently, in 1861, Mr. Isherwood 
determined the best ratio of expansion in the low-pressure marine 
engines of that day to be about 2. Later, in the engines tried by 
Messrs. Emery and Loring (p. 318), the best ratio of expansion was 
found to be given by the empirical formula, 

*^ ^ ^ 22' 

which gives about the same result as the theoretical formula, when 
the back pressiu'e in the latter is taken at from 6 to 7 lbs., while Zy 
as above, is *5. In applying the theoretical formula, a fictitious 
value must always be assumed for the back pressure, in order to 
allow for clearance, the loss by which increases with the expansion. 
On referring to page 251, it will be seen that when there is no com- 
pression, the estimated back pressure should be increased by the 
amount^ 

Additional Pressure = -^ . «„ 

and there will be a similar increase of smaller amount in other cases. 
Thus the best ratio of expansion depends on clearance and compres- 
sion, as well as on the speed as measured by the fraction z. With a 
small clearance, high speed, and low back pressure, the best ratio of 
expansion may be considerably greater than is given by Emery's 
formula. In small engines running at moderate speed it may be 
much less. 

158. The simplicity of the condensation formula we have been 
using is due to the neglect of a number of disturbing causes which 
to a great extent compensate each other. Hence it is only approxi- 
mate within, certain limits, which we now proceed to consider. 
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(1) If r be less than about 2, the range of temperature of the 
metal has no longer a definite relation to the fall of temperatiire 
during expansion. It becomes relatively greater as the expansion 
diminishes, and haJ9 a definite value when the admission is prolonged 
throughout the stroke. The cause of this is to be looked for in the 
effect of the escape of heat from a dry surface, described in the last 
chapter, which indirectly, by cooling the metal, produces an action of 
the metallic surface where otherwise there would be none. Three 
speed trials were made by Messrs. Gateley and Kletzsch, at revolu- 
tions 34, 50, 63, the initial pressure being 28, and the admission 
prolonged through very nearly the whole stroke. Their results are 
expressed pretty closely by the formula 

4-2 



being about the same as would have been obtained for r = 2. So 
far as they go they indicate, what is not in itself improbable, that 
the coefficient JT, in the formula on page 296, varies in such a way 
that the law of the inverse square root of the speed is satisfied. 

(2) If r is greater than a certain limit, not sharply defined, but 
probably about 7, or in some cases 8 or more, the condensation 
usually becomes much greater than is given by the formula^ a result 
which may be attributed to the excessive extent of the clearance 
surface per lb. of steam, and probably still more to the effect of the 
clearance contents. 

(3) In non-condensing engines and the high-pressure cylinders of 
compound and triple expansion engines, the total range of temperature 
may be too limited to permit of so great a condensation as is indi- 
cated by the formula, and we must then resort to the general value 
of y given on page 336, in which we now suppose that the range is 
the total range of temperature within the cylinder, and assume a 
maximum value of B {osky 6, see p. 290). Neglect o- r as before, and 
replace L^lv-^ by {k + l)Pil 5*36, where A; is a number given by the 
tables or by the formula on page 175 ; we thus obtain 

where t^ - ^g is the total range. If this formula gives a smaller result 
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than the original, it must be employed instead. In order that it may 
do so, the pressure must exceed the value given by the equation, 

in using which it is convenient to notice that (A; + 1) jPi is given in 
the last column of Table V., being the same as px- Let us, for 
example, suppose r = 2 • 72, corresponding to a cut-off of about one- 
third the stroke, and take C = 5*25, then for 

p^ = 60, 70, 90, 110, 140, 
t^- t^ = 70^ 80', 99^ 119% 147^ 

If the initial pressure be greater than the value given for the 
range of temperature in the cylinder stated below, the condensation 
will be limited to the amount given by the formula of the present 
article, as far as the condensation is due to the metallic surface. It 
is certain that some limitation of this kind must exist, though the 
limiting pressure may be much greater than that given by this cal- 
culation. In the high-pressure cylinders of triple expansion engines 
the limit must generally be overpassed, and it may be conjectured that 
this may be one of the cases in which water tends to accumulate in 
the cylinder (p. 300), in consequence of which the condensation may 
be greater instead of less than is given by the original formula. It 
is further possible that the law connecting the condensation with the 
speed may become different. A set of speed trials were made by 
Mr. Willans on a compound engine, from the results of which he 
inferred that the law of speed was in fact very different, but the 
truth of this has been questioned on grounds which will be explained 
further on. Similar remarks apply to many cases of non-condensing 
engines working at a low initial pressure. In these cases especially, 
the condition of the cylinder is probably often unstable, accidental 
causes determining whether the condensation is small from limitation 
of range, or relatively large from accumulation of water. 

159. Let us now turn our attention to the reservoir type of 
compound engine, already considered briefly in Chapter m., p. 63. 
It was there pointed out that the working of the engine depends 
greatly on the relative liquefaction in the two cylinders, and that one 
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reason for its economy may be that the liquefaction in the high- 
pressure cylinder is less than in a simple engine working with the 
same total expansion (see p. 67). To enable us to form some idea 
of the conditions of economical working, let us suppose that the co- 
efficient of condensation is the same in the two cases, and let us first 
ascertain under what conditions the liquefaction in the high-pressure 
cylinder of the compound will be a given fraction (/) of that in the 
simple engine. 

With the same notation as in the articles cited, and further 
supposing the diameter of the large cylinder to be i>, and that of the 
small cylinder d, we have, by application of our condensation 
formula, 

- logg (n r) _ logr 

or since D = V^ • ^ 

log7i = ^^ - l)logr, 

where the logarithms may now, if we please, be common instead of 
hyperbolic. This equation determines the ratio of expansion in the 
cylinder for a given ratio of cylinders, in order that the compound 
may have a given advantage over the simple, or if both ratios are 
given, enables us to find the advantage obtained. 

(1) Let 71 = r, then 

^n = 2/andw= 4/*; 

thus no advantage will be gained by compounding if n is equal to 4, 
and if /is not to exceed *75, n must be less than 2^, and the total 
expansion must not therefore be greater than about 5. 

(2) Again, let n = 2, then assuming 

r= 2, 2-5, 3, 4, 
we find 

/= -70, -80, -86, -94. 
* 
These examples show that the total expansion which can be 
employed in a compound engine, without a large amount of conden- 
sation, is limited, as in a simple engine, and in particular that the 
expansion in the high-pressure cylinder must not exceed a certain 
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limiting value, which is smaller the greater the ratio of cylinders, 
results on the whole borne out by experience. 

It is true that we have supposed the condensation-constant the 
same in the two cylinders, whereas in the high-pressure cylinder, on 
account of the higher pressure and greater ratio of stroke to diameter, 
it will generally be smaller ; but, on the other hand, the compound 
engine has losses which do not occur in the simple engine, as before 
pointed out. 

At greater expansion the comparison is, no doubt, more favourable 
to the compound engine, and engines with ratios of expansion of 1 2 
or more are often found working comparatively economically, not- 
withstanding a great liquefaction in the high-pressure cylinder ; yet it 
should be remarked that any argument which shows that the best ratio 
of expansion in a single cylinder is limited, applies with much greater 
force to the high-pressure cylinder of a compound engine, the loss by 
" sudden drop " at low expansion being much less important than 
the loss by condensation at high expansion (see also p. 353). 

As regards the low-pressure cylinder, it must be remembered 
that, unless there be a reheater, the steam with which it is supplied 
will contain suspended moisture. For, as explained in earlier 
chapters, the central mass of steam not in immediate contact with 
the sides of a cylinder probably expands adiabatically, or nearly so. 
This forms part of the water in the low-pressiu'e cylinder, and like 
priming water supplied continuously (in moderate amount) from the 
boiler, is not an indication of waste, nor to any sensible extent a 
cause of waste. In the low-pressure cylinders of triple expansion 
marine engines of large size, the speed factor is so large that almost 
the whole of the water they contain must be due to this cause, 
except so far as may be due to the clearance contents. Thus, in 
the low-pressure cylinder of the Meteor, the steam not accounted for 
by the indicator was 24 * 7 per cent., but of this a part was condensed 
in the jackets, the drain from which was not measured, and 14 per 
cent, of the steam contained in the high-pressure cylinder at cut-off 
would have been condensed by adiabatic expansion from the initial 
pressure of 140 lbs. to the terminal pressure of about 11 lbs., at 
which the measurement was taken. 

160. According to the view of the causes of cylinder-condensar 
tion, which has been presented in preceding articles, it is only 
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necessary to increase the speed sufficiently to reduce the correspond- 
ing loss to any extent. Thus, the initial condensation will not 
exceed 20 per cent., if y^ is not greater than *25, that is, if the 
speed factor d*/ Ni% not less than 4 C log^ r. Taking, for example, 
r = 4*5, C » 5, the condition will be satisfied if the revolutions be 
greater than 

the diameter d being, as before, in feet. 

But the speed is often limited by external conditions, and exces- 
sive speed is not conducive to economy, so that it is very desirable, 
if possible, to reduce the loss by condensation in some other way. 
The effect of compounding has just been noticed, but a considerable 
reduction may also be effected by the addition of a steam-jacket^ or 
by the employment of superheated steam. 

It has been shown in Chapter X. that the intensity of the action 
of the metal is regulated by the equality which is necessary between 
(1) the weight of steam condensed and re^vaporated upon the 
surface, and (2) the heat abstracted and given out by the surface. 
The effect of a steam-jacket^ as explained in Art. 135, and graphi- 
cally exhibited in Fig. 36, page 288, is to supply a continuous 
current of heat flowing through the metal from without^ which may 
be regarded as superposed on the alternate in-flow and out-flow {Q\ 
already existing. During the in-flow the quantity of heat J-^ passes 
through the cylinder in the opposite direction, reducing the actual 
in-flow to - Ji, and during the out-flow a quantity J^ passes, 
increasing the actual out-flow to C + J2» *^® jacket supplying the 
total amount J^ + J^ during the revolution. The quantities J^ J^ 
are not equal, as in the article cited, but are in the ratio of the times 
of in-flow and out-flow, so that Ji<J^ If the condition of the 
cylinder remained unaltered, the weight of steam condensed at 
admission would be less than the weight of water re^vaporated in 
the preceding revolution, and the balance can only be restored by a 
change in the cycle, which reduces the action of the metal, the 
change consisting in a rise of mean temperature, and a diminution 
of mean range. A small quantity of heat eiupplied by a jacket thus 
reduces the action of the metal in a much greater proportion. For 
the purposes of illustration, a calculation might be made for the case 
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of a simple plate, proceeding as in Art. 140, p. 298. But an 
analogous action has already been described in Art. 139, p. 297, 
and as the circumstances are much more complex in an actual 
cylinder, we shall at once pass on to consider experimental results, 
referring especially to experiments made by Mr. Mair. The trials 
now to be noticed were made on jacketed single-cylinder engines of 
about the same size, type, and speed, at various rates of expansion, 
ranging from 1 * 95 to 6 * 85. In each case the initial condensation 
(1 - a^) was determined and plotted on a diagram, the horizontal 
ordinate in which represented the ratio of expansion.* The result 
is very approximately a straight line, the algebraical equation of 
which will be found to be 

1 - a^i « -059 r + -03. 

One of the engines (M) was tried with jacket out of use, and the 
condensation-constant for it is given in the table (p. 340) as 5*3. 
We have thus the means of comparing the action of the metal as 
measured by the fraction y at various expansions with and without 
jacket The results of this calculation are for 

r= 3, 4, 5, 6, 

y=-26, -36, -46, -82 (jacketed). 

= •48, -61, -71, -79 (not jacketed), 

Ratio = -54, -59, -67, -79. 

It will be seen that when r = 3, the action of the metal is 
reduced by the jacket to 54 per cent, of its original amount, to effect 
which, without a jacket, an increase of speed from 20 to 70 
revolutions, would have been necessary. At higher ratios of 
expansion, the effect of the jacket is less, corresponding for r = 6, 
to an increase of the speed to 32 revolutions only. The con- 
densation in the jacket was only 4 to 5 per cent, of the whole 
consumption, and there was, therefore, at the best expansion, a 
considerable saving by its use. The increase in the expenditure of 
heat with jacket out of use, is estimated by Mr. Mair as 20 per cent, 
at the ratio of expansion employed in trial M (about 4). 

Taking trial N, akeady discussed (p. 322), and referring to 
page 340 of Mr. Mair's paper already cited, we find the condensation 
per stroke in the jacket to be '0528, corresponding to a supply of 
• Proceedings of the Institution of Civil SngineerSf vol. Ixxix. p. 831. 
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heat of 48 thermal units. At twenty revolutions, this gives 1920 
thermal units per minute. Of course the whole of this does not 
flow inwards, but if we make this assumption and further suppose 
the surface through which it flows to be the internal surface of the 
cylinder (42 * 4 square feet), we obtain a flow of 45 thermal units 
per square foot per minute, corresponding to a thermal gradient 
of only (p. 279) 6** to the inch. Since the mean temperature of 
the cylinder must have been below the arithmetic mean (274**), of 
the initial and terminal temperatures, while the temperature of the 
jacket was 292'', this shows that the temperature of the external 
surface of the cylinder was more — possibly much more — than 12* 
below the temperature of the jacket : if these temperatures had been 
equal, the condensation in the jacket would have been three times 
as great. This simply illustrates a principle on which we have 
already (p. 291) insisted, namely, that the rate of condensation on 
a surface depends on the rapidity with which it can be cleared of 
the water deposited by condensation. Jackets are sometimes 
supplied with steam, passing through on its way to the cylinder. 
This method is objected by most engineers, not without reason, 
because some of the condensed steam will be carried into the 
cylinder, but it has a countervailing advantage in increasing the 
condensation in the jacket. 

Jackets are sometimes supplied with steam from a separate boiler 
at a higher pressure, but little is generally gained by this, the conden- 
sation being limited as just described ; if a strong current of steam 
were made to pass through the jacket, the result would probably be 
different. For the same reason, perhaps, the jacket condensation per 
stroke, in Mr. Mair's experiments, was nearly the same at all ex- 
pansions, and therefore, using the same notation, and remembering 
that Q varies as y, 

J i + Jg ^ 9 ' ^ _ 

Q e . log^ r ^ N 

e being the thickness of the cylinder, and q a coefficient depending 
chiefly on the activity of the circulation in the jacket. It may be 
conjectured that this fraction is a measure of the percentage reduc- 
tion in the action of the metal occasioned by the jacket, but with 
active circulation q should increase as the expansion increases, 
because the mean temperature of the cylinder is lowered. It may 
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also depend on the ratio Ji/ J,, which again depends on the 
expansion. 

All that has here been said applies to the admission surface 
alone, but the action of the expansion surface is also reduced, so 
that the saving by re^vaporation is increased (p. 353), This effect 
is greater the greater the expansion. 

It must not be forgotten that a jacket will only be economical 
when the gain by a reduction in the action of the metal is greater 
than the loss by steam condensed in the jacket. According to many 
authorities, among whom may be especially mentioned M. Le Dieu,* 
a jacket may supply too much heat. As already remarked (p. 298), 
it is possible to avoid condensation altogether by maintaining the 
external surface of the cylinder at a sufficiently high temperature. 
This was pointed out by Mr. D. K. Clark, as a result of the very 
earliest experiments on cylinder condensation, and the question has 
recently been revived by Mr. Donkin and Professor Reynolds, from 
whose researches now being carried on, a great advance in our 
knowledge of questions relating to cylinder condensation may be 
expected. 

Another method of reducing the action of the metal is by the 
employment of superheated steam. Steam when superheated gives 
out more heat as it condenses than saturated steam, so that less 
water has to be re-evaporated for the same amount of heat supplied 
by the metal. The balance between condensation and re-evaporation 
is thus altered in the same way as by the use of a jacket. Cylinder 
condensation may be greatly reduced in this way, but the amount 
of superheating must be considerable; and, from the difficulty of 
regulating the temperature, the method is little used. 

The drainage of heat from the ends of the cylinder liner to the 
centre, in consequence of its lower temperature, has already been 
referred to ; the action here is analogous to that of a steam jacket, 
but in the opposite direction, increasing the initial condensation. 
There can be no doubt that this is one reason why condensation- 
constants are smaller the longer the stroke, since the thermal 
gradient is diminished in proportion to the distance of the ends 
from the centre. 

* Shtde de Tkermodynamique BxpirimeniaU iur lea Machines d Vapmr, PariB, 
1881. ThiB able memoir is recommended to the notice of those interested in the 
subject. 
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ConmmpHon of Steam. Be-evapomtion. 

161. Before cut-off, steam condensed is replaced by fresh steam 
admitted, and the total weight consumed per stroke is obtained by 
multiplying the weight of dry steam by (p. 343) 



dVN 



which may be described as the Liquefaction Factor. 

After cut-off, more steam is condensed on the fresh surface ex- 
posed, but this is replaced by re-evaporation from the admission 
surface or by steam already in the cylinder. In such a case as that 
represented in Fig. 37, p. 302, the condensation is at first greater 
than the re-evaporation, which only predominates at a later point in 
the stroke. Thus a loss is caused by the direct action of the expan- 
sion surface, but it takes effect by diminishing the saving due to re- 
evaporation described on page 307, and thus diminishing the work 
done per stroke, not by increasing the consumption of steam. 

The relation between the actual mean effective pressure and 
that which would exist in a non-conducting cylinder, is an important 
question which we shall not enter on here, but it may be remarked 
that the principal cause of the economy due to compounding at high 
rates of expansion is not reduced initial condensation, but increased 
saving by re-evaporation at an earlier stage of the total expansion. 

Clearance and Compression. 

162. Hitherto the term initial condensation has been used with- 
out any attempt to explain precisely the way in which the quantity 
signified is connected with the results obtained by experiments on 
cylinder condensation. It will now be necessary to consider this 
point, together with some others connected with clearance and 
compression. It is convenient to adopt a method differing in some 
respects from that employed in Chapter IX. 

Supposing the piston at any point of its stroke, the volume of 
steam in front of it can be calculated exactly by adding to the 
volume swept through by the piston the volume of the clearance 
space. At this point the pressure will be known from the indicator 

2 A 
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diagram, and the corresponding specific volume of dry steam at that 
pressure can be found. Let us now write 

J __ Total Volume of Steam 

Specific Volume of Dry Steam ' 

then A is what the weight of steam would be if it were dry. This 
may be described as the Indicated Weight of the contents of the 
cylinder. The total weighty however, will be the sum of this and 
the weight (^) of water, which is either suspended through the 
whole mass, or spread over the surface as a film, or deposited in small 
masses in the angles of the clearance surface. Strictly speaking, the 
volume *016 ^of this water ought to be subtracted in calculating 
Ay but this correction may generally be neglected. Thus we have 

Cylinder Contents = A -{■ W. 

If two positions of the piston be now considered after cut-off, 
the weight of the cylinder contents must be the same in both, unless 
the piston or valves leak, and, denoting them by the suffixes 1, 2, 

that is, the weight of steam condensed, or water re-evaporated 
during any stage of the expansion, can always be found, being the 
difference of the indicated weights at the beginning and end of the 
stage. 

Next, consider any position of the piston during the return stroke 
after the exhaust has closed : the steam is now being compressed, 
and we can find in the same way the indicated weight (a) of the 
clearance contents, and write 

Clearance Contents = a •\- w^ 

where w is the weight of water contained in the clearance in one or 
more of the three forms mentioned above. Considering any stage 
of the compression, we have, as before, until the steam port com- 
mences to open, 

Wj - t^l = 0^ - fly 

Take now the difference between the cylinder contents >at any point 
of the expansion and the clearance contents at some given point of 
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the compression, which may be described as the Point of Reference, 
and chosen at pleasure. This difference must be the weight of 
steam which has entered the cylinder before cutK)ff, and is evidently 
the weight of feed-water used per stroke after subtracting the 
jacket supply. Calling this -F, 

in which equation F is known by experiment, ^ • a is the part 
of F "accounted for by the indicator," or, as we may otherwise 
describe it^ the Indicated Weight of feed-water per stroke, while 



is the fraction of the feed-water, which is not accounted for by the 
indicator at that point of the expansion. This fraction then gives, 
not the whole quantity of water in the cylinder, but the difference 
between it and the weight of water in the cylinder when the piston 
passes the point of reference. It is, in fact, the quantity of water 
which has entered the cylinder as priming water, or has been con- 
densed in the cylinder since the piston passed the point in question. 
If the weight of water (w) remained the same during compression, 
the position of the point of reference would be immaterial. In some 
experiments* by Prof. M. F. Fitzgerald on compression curves, 
drawn by a special apparatus suitable for exhibiting them on a large 
scale, the weight to was found to be constant. Generally, however, 
we cannot assume this, compression curves often showing re-evapora- 
tion to go on as the compression proceeds, a result which would be ex- 
pected, unless the clearance contained water, in which case the reverse 
might be true. Any reasoning which depends on the compression 
curve being exactly given must be uncertain, the chances of error 
by leakage being so great In the method adopted in Chapter IX., 
and illustrated by examples on p. 326-328, the point of reference, 
unless the compression is large, is fictitious, being taken on an ideal 
prolongation of the compression curve into the clearance, and the 
error in this must be very small, but any point of reference may be 
chosen according to convenience. The chances of an error by 
leakage are evidently increased when the ports are nearly open, but^ 

♦ Industries, Oct. 6, 1888. 
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on the other hand, it is sometimes advisable to take the point 
low down, and sometimes high up, as will be seen presently. 

Let us now consider the point of cut-off, which we may indicate 
by the suffix L If 1 - 2^^ be the fraction of the feed not accounted 
for, 

A - ^ y— • 

Let w be the weight of water in the clearance at the instant the 
steam port commences to open, then Wi - w i& the sum of three 
parts — (1) the priming water Wq entering with the boiler steam, 
(2) the steam {W) condensed in raising the temperature of the 
clearance contents, (3) the weight of steam {W) condensed at 
admission by the metal of the cylinder. Thus, 

1 - aJi = p 

Of these, W^ may be determined by calorimetric experiments, 
and, if we suppose the boiler to supply dry steam, will be zero. 
W depends on w and could be definitely calculated if we knew this 
quantity ; if w were very small it might be negative, as pointed out in 
Chapter IX. (p. 261). We have no certain means of knowing to 
directly, and if it were large, W might be reduced to zero. That 
is, initial condensation may be accounted for by supposing the water 
left behind in the cylinder a large quantity. An active controversy 
has arisen on this question,* and might be carried on indefinitely 
if it were not that the broad results of experience appear to show 
that the metal is the principal agent in cylinder condensation, that 
is, ^must be the principal part of the whole, and ^of small im- 
portance, except in cases where, as previously described, small 
masses of water cohere in the angles of the clearance surface. It 
has already been pointed out that water in this form can hardly be 
distinguished from the metal itself. If, 

W — w -w^ 

W 
1 - a^i = -yF (omitting priming), 

* HifjiMiMfta d^wM Critique de M, O, Zeuner, par O. A Him et 0. Hallauer. 
PariB, 1881, 1883. 
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and it is only in this case that the initial condensation calcu- 
lated from experimental data is exactly the same thing as the 
condensation produced by the action of the metal. In general, 
no doubt, W is greater than w - w^ but it is conceivable that 
strong re-evaporation may, in some cases, exist in the clearance 
during compression (p. 300), and then JV may be less than w - w. 
The indicated initial condensation may in such cases be less than 
the actual action of the metal. This is a reason for taking the 
point of reference high up. On the other hand, if condensation 
takes place during compression, and it is desired to find the 
action of the metal, not during admission alone, but through the 
whole period during which it abstracts heat from the contents of 
the cylinder, it will be best to take the point of reference low 
down, so as to include the condensation during compression. When 
the clearance and compression are large, as is usually the case in 
high-pressure cylinders, the position of the point of reference is a 
matter of importance, and the interpretation of experimental data 
is frequently far from easy.* 

163. An indicator diagram gives directly only the pressure 
existing in the cylinder at a given point of the stroke. The 
extreme length of the diagram represents the stroke, and when the 
motion is correct, the ordinate at any point of the base gives the 
pressure at the corresponding point of the stroke. By the addition 
of certain lines, and by interpreting the horizontal ordinates of the 
diagram as volumes of steam, instead of distances traversed by the 
piston, the diagram may, however, be made to exhibit graphically 
the behaviour of the steam. In the absence of clearance and com- 
pression, this has already been fully considered, but it remains to 
explain briefly the way in which these disturbing causes affect the 
interpretation of the diagram. 

Let V as usual be the specific volume of dry saturated steam at 
the pressure considered, then the equation for F given above may be 
written, 

v{F + a) =^ vA + v{W - w). 

* On this point the reader is referred to the discussion on a paper by Pro- 
fessor OBbome Reynolds, in the Proceedingg of the IntUitUion of Civil EngvMen, 
vol. xdz. 
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Fig. 32, p. 253, here reproduced (Fig. 39), shows an indicator 
diagram which though ideal is sufficient for our purpose. In this 
diagram NS represents the piston displacement^ and N the clear- 
ance volume set off on the same scale. Two compression curves 
are shown, as described on page 254. 

The point V may conveniently be adopted for the point of 
reference, imless there be some special reason for a change. 

If the point of reference be not the real or ideal intersection of 
the compression curve with B Z, then F must be found by drawing 
a saturation curve through the point of reference chosen, for we 
shall now for our present purpose suppose the curve Vg in the 
diagram a saturation curve so drawn, not the actual compression 
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curve. This being understood, v a will be the horizontal ordinate 
of the curve in question, which may be described as the Curve of 
Beference, while vA is, of course, the horizontal ordinate of the 
expansion curve A B, Measure now from the curve of reference 
Vg horizontal distances representing t; jP the volume of the actual 
weight of steam per stroke, and plot the corresponding ciure ; this 
curve will be the true saturation curve corresponding to the actual 
expansion curve, and it will be seen that its exact position depends 
on the point of reference chosen. When correctly laid down the 
horizontal distance between it and the actual expansion curve 
represents v{W - w), that is, the difference between the amount of 



Digitized by VjOOQIC 



Abt. laa] OLEAEANCB. 359 

water in the cylinder at any point during expansion, and that at the 
point of reference. 

For purposes of comparison, however, it is best to proceed in a 
manner suggested by writing the equation in the form 

vF^ v(A - a) + v(Jr -- w). 

The term i; (^ - a) is now the difference between the horizontal 
ordinates of the actual expansion curve AB^ and the curve of 
reference Fg, both measured from the volume axis D. Plotting 
this difference we get an expansion curve corrected for clearance, 
while the saturation curve is obtained by plotting vF from the 
volume axis D instead of from the curve Vg. The convenience 
of this is that the saturation curve is the same whatever the clearance ; 
it is only the corrected expansion curve which differs according to 
the clearance and the point of reference. 

In applying the graphical method of Art. 151, p. 330, as shown 
in Fig. 38, the complete diagram should be corrected for clearance 
in the manner here described.* The area of this corrected diagram 
will obviously be the same as that of the original, whatever the 
clearance or point of reference. The curve of reference will be the 
volume axis, and that part of the original diagram which lies to 
the left of it will be to the left of that axis. Aji adiabatic curve can 
now be plotted, starting from a point A in the saturation curve 
corresponding to the boiler pressiu'e as described in the article 
cited. To construct an adiabatic ciure we may plot a succession of 
horizontal ordinates obtained by calculation, or derive it from the 
vertical straight line which represents it on a thermal diagram, as 
described in Chapter VII., p. 230. But by far the simplest method, 
and one which is sufficiently accurate for all practical purposes, is to 
employ the principle (see Appendix), that the horizontal deviation 
of an adiabatic curve from the saturation curve is approximately 
the same as that of a hyperbola from the saturation ciu've, the three 
curves starting from the point where the expansion commences. If 
then, we plot a saturation curve by use of Table 11. or otherwise, 
and also a common hyperbola, we have only to set off from the 
saturation curve in the opposite direction, the horizontal distance 

* The correction iB not shown in the diagram. 
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between the two, and the resulting curve will be the required 
adiabatic curve. It must not be forgotten that the weight of 
steam per stroke used in plotting the saturation curve now includes 
the jacket supply. 

In combining the diagrams for the various cylinders of a double 
or triple expansion engine of the receiver type, each diagram should 
be corrected for clearance as just described, and reduced to the same 
scale of volumes by expanding the horizontal ordinates in the ratio 
of the cylinders. The saturation curve will then be the same for all 
the cylinders, and the amount of water in each cylinder, in excess 
of that at the point of reference chosen for that cylinder, will be 
shown as before by the horizontal distance between the saturation 
curve and the expansion ciure. It only remains to explain how the 
exact ratio of cylinders is to be found. For this purpose consider 
the end of the expansion in any cylinder a point which we shall 
denote by 2, and take for the point of reference the point in the 
return stroke at which the exhaust port closes, which we may 
denote by ; then, 

, ^2 - t^o 



Now W^ is the weight of water in the cylinder at release, and 
t^o at the instant exhaust ceases ; therefore W^ - Wq must be the 
quantity of water discharged with the exhaust steam, either as 
suspended moisture or by re-evaporation during exhaust. Using 
the same equation as before, 

v^F'^v^ (^2 - a^) + v {fF- Wo)- 

Betuming to Fig. 32, suppose the point F determined by a satura^ 
tion curve through o, the point of reference, then 

is the volume at release of the steam and water discharged from the 
cylinder. Hence the effective volume of the cylinder is found, and 
in expanding the diagrams, the effective, not the actual volume of the 
cylinder is to be taken. It is, however, only for this purpose that 
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the point of reference need be chosen low down ; for other purposes 
it may be chosen as may be necessary or convenient. 

It should be carefully observed that the processes described 
in this article furnish no additional information respecting the 
admission and exhaust parts of the cycle of the steam, but only for 
the expansion and compression parts. In a compoxmd engine of the 
simple Woolf type, where the steam is not cut off in either cylinder, 
the expansion part of each diagram taken separately does not occur. 
Each diagram may be corrected for clearance, and the two combined 
as before, with a saturation curve added ; but such a diagram will 
only show the water in the cylinder at the end of the stroke in 
each cylinder, not at intermediate points. Bemembering that the 
weight of steam and water shut up between the high-pressiu-e 
and low-pressure pistons must remain the same ; a curve may be 
plotted which shows the division between steam and water as before, 
but the distribution of that water between the cylinders, and the 
clearance space between them, cannot be found without making 
questionable assumptions. 

If the steam condensed in the jackets has not been separately 
measured, a saturation curve may still be drawn, using the total feed 
per stroke ; but the liquefaction shown will then include the steam 
condensed in all the jackets. If the feed has not been measured, an 
ideal saturation ciure may be drawn touching, but not intersecting, 
the combined diagram. Such a curve would be a curve of " uniform 
wetness," as shown in Pig. 24, p. 187. The information furnished 
in such cases, is, of course imperfect, but it is nevertheless 
valuable, the relative liquefaction in the cylinders being roughly 
indicated. 

In addition to the saturation curve, adiabatic curves may with 
advantage be added to the diagram. Firsts we may employ the 
method of Art 151 just mentioned, to show graphically the " missing 
work." But when the jacket supply has been measured, it is also 
useful to draw an adiabatic curve, as well as a saturation curve, which 
corresponds to the weight of steam passing through the cylinders. 
Such an adiabatic curve shows what may be described as the 
" natural " liquefaction, that is, the liquefaction which would take 
place in a non-conducting cylinder, and which, as previously 
explained, probably actually does take place in the central mass of 
steam not in immediate contact with the metal. 
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Feed-water Reuters. 

164. As already fully explained, the efficiency of a theoretically 
perfect heat engine working between given limits of temperature is 

T - T 
Maximum efficiency = JL — Q^ 

^\ 

while that of an engine also in a certain sense perfect, but receiving 
heat in the way a steam engine usually does receive it, is 

T -T 
Maximum efficiency — -^^ — 11, 

the difference between the two results consisting in 7^, the maximum 
temperature, being replaced by Tmy the average ^temperature at 
which heat is supplied during the entrance of the feed-water into the 
boiler, and its subsequent evaporation. 

It remains to consider to what extent the supply of heat in this 
way is really unavoidable. If we could avoid it^ the heat necessary 
for a given quantity of work would be reduced, in the case of the 
i?t«A(p. 311), in the proportion •491/* 531, which is equivalent to 
a saving of about TJ per cent. In the Meteor (K, p. 317) the saving 
would be as much as 10*7 per cent. 

Now, as already remarked (p. 310), if the boiler be theoretically 
perfect there will be a feed-water heater supplied with heat from the 
hot gases of the furnace, by which the temperature of the feed is 
raised above that of the condenser. The saving due to such a feed- 
heater belongs to the boiler, not to the engine ; and so far as such a 
saving is possible there can of course be no saving in the case of the 
engine. That is, either the engine or the boiler must be imperfect 
when the comparison is made between what is actually possible and 
what would be possible if an indefinite source of heat existed at the 
boiler temperature. If, however, as is generally the case, the hot 
gases of the furnace are not made use of, then the saving just 
indicated becomes theoretically possible, and the question whether it 
is really attainable becomes of practical importance. 

In its simplest form a theoretically peHect heat-engine, working 
between given limits of temperature, is one which employs a Camot 
cycle, the objections to which have been already stated. But a Carnot 
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cycle is not essential, as is readily seen on considering the case of a 
Stirling air engine. The efficiency here is the same as if a Camot cycle 
had been used, although the actual cycle is very different. The reason 
is that the changes of temperature, which in the Camot cycle are 
produced by compression and expansion, are in the Stirling engine 
produced by heat alternately supplied by and abstracted from the 
regenerator (pp. 97, 206) without recourse to the source from which 
heat is derived. The question, then, is whether in the steam engine 
also the supply of heat to the feed as its temperature rises cannot be 
carried out without recourse to heat derived direct from the furnace. 
A little consideration shows that it not only may be done, but that 
it actually is done to some extent in practice. 

For example, take the case of a large pumping engine of the 
Worthington type, some trials of which were made by Professor 
Unwin, and described by him in a valuable report* As is usual in^ 
large engines, the feed-pump was a small independent engine taking 
steam from the main boiler ; and in this case the exhaust of this 
small engine was condensed in a coil placed in the feed-tank and 
returned to the boiler. The effect of this arrangement is that the 
work done and the heat expended are each increased by the same 
amount Thus, if Z7 be the work done, and Q the heat expended in 
the main engine, and e the work done by the auxiliary engine, the 
efficiency of the combined engines will be 

Efficiency = ^*. 

which is necessarily greater than the efficiency U/Q of the main 
engine alone. In fact, the work done by the pump is simply the 
mechanical equivalent of the additional heat expended. In the 
present example the saving was trifling, but it is evident that the 
principle may be carried much further ; for air-pumps, circulating 
pumps, and other machinery can also be driven by auxiliary engines 
exhausting into the feed-tank. Now, the saving thus obtained would 
be equally a saving, even though the main engine were. perfect 
according to the standard previously used, and can only be accounted 
for by observing that the heat supplied to the feed is not derived 
from the furnace but from the steam, just as in the air-engine the 
heat required for a rise of temperature is derived through the 

♦ Engineering^ Dec. 1888. 
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regenerator from the air. Hence we see the limit to the possible 
saving, and the way in which the auxiliary engines must be used to 
make it as great as possible. Our theoretically perfect steam engine 
will now consist of a main engine, combined with an indefinite 
number of small auxiliary engines, the exhaust of each of which is 
employed to raise the temperature of the feed by a small amount 
till at last the temperature of the boiler is reached. The process 
may be carried out ideally by passing the feed through gratings 
similar to the gratings of the regenerator of an air engine, but tubular, 
each grating serving as the condenser of one of the auxiliary engines. 
No heat is now derived from the furnace except at the temperature 
of the boiler, and no heat is received by the feed as its temperature 
rises, except from steam of its own temperature. The main engine 
and the set of auxiliary engines taken together are completely 
reversible, and consequently form a theoretically perfect heat engine, 
the efficiency of which is necessarily the same as if a Camot cycle had 
been employed, as may also be shown by direct calculation of the work 
done and heat expended by the auxiliary engines. (See Appendix.) 

The theoretical maximum saving by the use of auxiliary engines 
is that just given as due to the employment of a Camot cycle ; but, of 
course, the whole of this cannot be realised. It should be remarked, 
however, that for given values of e and Q (p. 363) the saving is greater 
the smaller U \ that is, the possible saving is relatively greater 
in the actual imperfect engine than in the ideal perfect engine. 

In comfSound and triple expansion engines the feed is not un« 
frequently heated by steam supplied from the receiver, as in Weir's 
feed-water heaters. The steam used by the feed-heater may now be 
considered as belonging to an auxiliary engine which is combined 
with the main engine, and in estimating the efficiency of the main 
engine by the method previously em,ployed, the steam consumed and 
the work done by this ideal engine should be subtracted from the cor- 
responding total amount. The saving due to the feed-heater may then 
be estimated independently. For example, in the Meteor (K, p. 317), 
the feed was heated from 120" to 163" by steam supplied from the 
valve chest of the intermediate cylinder. The weight of steam thus 
employed, not having been measured, is unknown, but may be esti- 
mated as about 5 per cent, of the total consumption. The horse- 
power of the high-pressiu'e cylinder, through which alone this steam 
passed, was 662, and therefore that of the ideal auxiliary engine was 
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662 X '06, or about 33 ; being 1 "65 per cent of the whole. Thus 
the work done per lb. of steam in the main engine taken alone, is 
greater in the proportion * 9835/ '95, being an increase of 3^ per 
cent. The real efficiency of K therefore was • 63 x 1 • 035, or • 652 
instead of • 63 as previously found. The same correction applies to 
the waste work, and consequently the missing work (p. 323) is 
reduced from 30 per cent, to 27^ per cent. 

The saving due to this feed-heater must have been very trifling, 
a little more than 1 per cent. The actual saving by Weir's feed- 
heaters is said to amount to 4 per cent., and there is nothing im- 
probable in this, the feed being raised to a higher temperature by 
steam drawn from the low-pressure receiver. It may be conjectured 
that the performance of many compound engines might be improved 
by taking steam from the reservoir to heat the feed, and cutting off 
later in the high-pressure cylinder, so as to make up the loss, 
thereby diminishing cylinder condensation. 

The method adopted in the present chapter of estimating the 
efficiency of a steam engine as if there was no feed -heater, and sub- 
sequently correcting the result if necessary, is that which appears to 
the author to be the most convenient; but we may also, as in 
Chapter "Vlll., start from a theoretically perfect heat engine, work- 
ing between given limits of temperature, and estimate the loss by 
" misapplication of heat to the feed-water," which of course will be 
less than is stated in the chapter cited when there is a properly con- 
structed feed-heater. 

Utilisation of Low Temperatures. 

165. The correction for the effect of a feed-heater just made in 
the case of K is not required for the other examples given in the 
table, p. 322 ; and we find, therefore, that in engines which run at a 
sufficient speed for their size, type, and grade of expansion, the 
" missing work " ranges from 20 to 27 per cent, of the total theoreti- 
cal amount. Since this includes (1) priming, leakage, and radiation, 
(2) cylinder condensation, (3) clearance and wire-drawing, the last of 
which increases with the speed, there is little probability of any 
material reduction, and it follows that the performance and efficiency 
of engines working with a given boiler pressure and vacuum at 
sufficient speed, will depend on the waste work at exhaust, as is 
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well shown by the values given in the table. This waste work 
in non-condensing engines is small, the actual efficiency of these 
machines reaching, and in the best examples probably exceeding, 75 
per cent. That is, for temperatures such as occur in non-condensing 
engines : a steam engine is an efficient machine, and not much is 
likely to be gained by recourse to any other fluid than steam, 
except in cases where the engine cannot conveniently be run at a 
sufficient speed. In condensing engines the case is different^ and 
the reason of this is that for temperatures below 212'* the pressure 
of steam is too low. On reference to page 321 it will be seen that 
the waste work at exhaust depends on the ratio of the terminal 
pressure P2 to the condenser pressure Pq, Now, the terminal pres- 
sure cannot be reduced below a certain value, depending on the 
frictional resistances of the engine itself and the machinery it drives. 
A large part of these resistances may be represented by an increased 
back pressure on the piston, which is independent of the power 
transmitted, and the terminal pressure must not be less than the 
total. In non-condensing engines the ratio p^ I Pa ^^ ^^^^ ^^^ ^^^ 
much greater than unity, because p^ is nearly 15 lbs. per square 
inch, and the waste work at exhaust is therefore small, a remark 
which likewise applies to the loss by " sudden drop " in a compound 
engine. But in condensing engines the case is different ; the ratio 
P2/P0 ^s seldom less than 3, and a loss is therefore necessary, which 
is relatively greater the lower the mean effective pressure. This is 
well shown by the values given in the table for J and K, the waste 
work at exhaust being 14 per cent, in the first, and 7 per cent, in 
the second, although the terminal pressure in the first was much the 
smaller. In the low-pressure engine G, the waste is as much as 24 
per cent Again, the use of steam as the working fluid for tempe- 
ratures below 21 2"* involves pressures less than that of the atmo- 
sphere ; in other words, a condenser is necessary, with its accompany- 
ing air-pumps and circulating pumps. The power required to drive 
these pumps is not inconsiderable, and is, of course, so much 
deducted from the useful work of the engine. Hence it appears 
that a condensing steam engine is necessarily a much less 
efficient machine than the non-condensing, unless high pressures 
are used ; or, in other words, steam is an unsuitable fluid for the pur- 
pose of utilising temperatures below 212". The great economy 
obtained by the use of high-pressure steam is quite as much due to 
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the better utilisation of the upper part of the range of temperature, 
as to the actual increase of range. For temperatures below 100** 
steam is absolutely useless; yet, as pointed out on page 232, the 
discharge from the condenser of a steam engine is theoretically 
capable of increasing the power of the engine by 60 per cent., if the 
temperature of the atmosphere be 60"*. 

We conclude, therefore, that for temperatures below 212** some 
other fluid than steam (see also p. 146) should be employed. The 
idea of a binary vapour engine is an old one, a steam and ether 
machine having been actually tried by M. du Tremblay (p. 140), with 
a certain degree of success. So far as pressiu'e is concerned, ether 
is a suitable fluid, for at temperatures below 212" its pressures are 
about the same as those used in non-condensing steam engines ; but 
its inflammable character is a serious objection, which, together with 
its comparatively low pressure, has caused its disuse in refrigerating 
machines (p. 149). Anhydrous ammonia, which has replaced it, has a 
pressure too great for our present purpose ; but the extent to which 
it is used shows conclusively that the difficulties attending the use of 
highly volatile fluids are not insuperable. Recently petroleum spirit 
has been employed by Messrs. Yarrow & Co.,* with considerable 
success, in the engine of a small launch. The composition of the 
vapour of petroleum varies ; but in this case the boiling-point under a 
pressiu'e of one atmosphere appears to have been 130°, and at 220** its 
pressure is as much as 50 lbs. per square inch. It should, therefore, 
be possible to utilise temperatures much below those which can be 
utilised in a steam engine. As compared with a small steam engine 
running at a moderate speed, in which case cylinder condensation is 
always large, it may be further conjectured that it presents consider- 
able advantages, since the loss by cylinder condensation when fluids 
of this class are used, may very possibly be small. 

If a suitable fluid could be discovered, it is certain that a 
greatly increased economy would be possible in our heat engines. 
Mr. Willans has shown that in a non-condensing engine with a 
boiler pressure of about 180 lbs., the consumption of steam need not 
exceed 18 lbs. per horse-power per hour. Now, the range of 
temperature here little exceeds 150**, and is, therefore, no more 
than that between 212** and the average temperature of the atmo- 

* TrcMMcUont of ihe InttUuUon of Naval Architects for 1888. See also Ocu 
and Petroleum Enginet^ by W. Robinson, M.E. Spon, 1890. 
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sphere in our climate. Thermo-dynamic science tells us that 
if properly utilised by a suitable working fluid, this is worth 
as much as the same range above 212** ; and it must there* 
fore be practically possible to double the horse-power with the 
same consumption of steam, thus reducing the consumption to 9 lbs. 
per horse-power per hour. Much attention has been paid to 
the utilisation of high temperatures by the employment of very 
high-pressure steam, and further by gas engines ; but it appears to 
the author that the question of utilising low temperatures is hardly 
less important. All known heat engines are very imperfect in con- 
sequence of its neglect. 
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TABLES OF THE PEOPERTIES OF SATURATED STEAM. 



TABLE la.— RELATION BETWEEN PEESSUBE AND 






TEMPEBATUBB. 








Preasure in 






PresBurein 




Tempera- 


Lbs. per Sq. In 
at the Level 




Tempem- 


Lbs. per Sq. In 
at the Level 


, 


ture 


Difference, 


ture 


Difference, 


Fahrenheii, 


of the Sea in 


Ap. 


Fahrenheit, 


of the Sea in 


AJD. 


L 


Lat. 44°, 




(. 


Lat. 44° 




o 






o 






432 


850-78 


8-64 


414 


289-48 


815 


481 


847-09 


8-61 


418 


286-88 


8-12 


480 


848-48 


8-68 


412 


288-21 


8-09 


429 


839-90 


8-65 


411 


280-12 


8-07 


428 


886-86 


8-68 


410 


277-06 


804 


427 


882-82 


8-60 


409 


274-01 


8 02 


426 


829-82 


8-47 


408 


270-99 


2-99 


426 


825-86 


8-44 


407 


268-00 


2-97 


424 


822-41 


8-42 


406 


266-08 


2-94 


428 


818-99 


8-89 


406 


262-09 


2-92 


422 


816-60 


8-36 


404 


269-17 


2-89 


421 


812-26 


8-83 


408 


266-28 


2-87 


420 


808-92 


8-81 


402 


268-41 


2-84 


419 


806-61 


3-28 


401 


260-67 


2-82 


418 


802-38 


8-25 


400 


247-76 


2-79 


417 


299-08 


8-23 


899 


244-96 


2-77 


416 


296-85 


3-20 


398 


242-19 


2-75 


415 


292-66 


317 


397 


289-44 


2-72 
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t 


P 


Ap 


( 


P 


Ap 


o 

896 


286-72 


2-70 


o 

874 


182-68 


2-21 


896 


284-02 


2-67 


878 


180-42 


2-19 


894 


231-86 


2-66 


872 


178-23 


217 


898 


228-70 


2-68 


371 


176-07 


2-15 


892 


226-07 


2-61 


870 


178-92 


2-18 


891 


228-46 


2-68 


869 


171-79 


2-11 


890 


220-88 


2-66 


868 


169-69 


2-09 


889 


218-82 


2-63 


867 


167-60 


2-07 


888 


216-79 


2-61 


366 


166-53 


2-05 


887 


218-28 


2-49 


366 


168-49 


2-08 


886 


210-79 


2-47 


864 


161-47 


2-01 


885 


208-88 


2*45 


368 


159-46 


1-99 


884 


206-88 




862 


^ 157-48 








2-42 


1 

1 


^ 


1-97 


888 


208-46 


2-40 


1 861 

1 


166-61 


1-96 


882 


201-06 


2-88 


1 360 

1 


168-56 


1-93 


881 


198-68 


2-86 


869 


151-68 


1-91 


880 


196-82 


2-84 


868 


149-72 


1-89 


879 


193-98 


2-82 


367 


147-82 


1-87 


878 


191-67 


2-29 


866 


145-96 


1-86 


877 


189-88 


2-27 


856 


144-10 


1-88 


876 


187-11 


2-26 


864 


142-27 


1-82 


876 


184-86 


2-23 


868 


140-45 


1-80 
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P 
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P 


Ap 


o 

352 


138-65 






880 


103-43 










1-78 






1-41 


851 


186 


87 


1-76 


829 


102-02 


1-40 


350 


135 


11 


1-74 


828 


100-62 


1-89 


319 


183 


87 


1-78 ] 


827 


99-23 


1-87 


848 


181 


64 


1-71 


826 


97-86 


1-85 


847 


129' 


98 


1-70 


825 


96-51 


1-84 


846 


128 


23 


1-68 ' 


324 


95-17 


1-82 


845 


126 


66 


1-66 


823 


98-85 


1-81 


844 


124 


89 


1 

1-64 


822 


92-54 


1-29 


843 


123 


26 


1-63 


821 


91-25 


1-28 


342 


121 


63 


1-61 ' 


820 


89-97 


1-27 


341 


120 


02 


1-59 ■ 


819 


88-70 


1-25 


340 


118 


48 


■ 

1-67 


818 


87-45 


1-24 


839 


116 


86 


1-56 


317 


86-21 


1-22 


838 


115 


30 


1-54 


816 


84-99 


1-21 


837 


113 


76 


1-52 


815 


83-78 


1-19 


886 


112 


24 


1-60 : 


814 


82-59 


1-18 


335 


110 


74 


1-49 


313 


81-40 


1-17 


834 


1Q9 


26 


1-48 ' 


812 


80-23 


1-16 


333 


107 


77 


1-46 


811 


79-08 


114 


332 


106 


81 


1-46 


810 


77-94 


1-13 


831 


104 


86 


1-43 


309 


76-81 


112 
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o 






808 


75-69 


1-10 


286 


64-24 


•843 


307 


74-69 


1-09 


286 


63-89 


•832 


806 


78-60 


1-08 


284 . 


62-56 


•821 


805 


72-42 


1-06 


288 


61-74 


•810 


804 


71-86 




282 


60-98 






r 


1-06 






•799 


808 


70-81 


1-04 


281 


50-13 


•790 


302 


69-27 


1-03 


280 


49-88 


•780 


801 


68-24 


1018 


279 


48-66 


•771 


800 


67-22 


1-006 


278 


47-78 


•761 


299 


66-22 


•994 


277 


47-02 


-762 


298 


66-23 


-982 


276 


46-27 


-743 


297 


64-26 


-970 


276 


46-68 


-738 


296 


68-29 


•957 


274 


44-79 


-724 


296 


62-88 


-946 


278 


44-07 


•714 


294 


61-88 


-988 


272 


48-36 


-705 


298 


60-46 


•921 


271 


42-66 


•696 


292 


69-68 


-909 


270 


41-96 


•687 


291 


68-62 


-898 


269 


41-27 


-678 


290 


67-72 


-887 


268 


40-60 


-669 


289 


66-88 


•876 


267 


39-98 


•660 


288 


66-96 


•866 


266 


39-27 


-651 


287 


66-09 


-864 


266 


38-62 


•642 
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Ap 


( 


P 


&P 


2U 


37-98 


•638 


o 

242 


26-92 


-466 


263 


37-36 


-624 


241 


26-46 


-468 


262 


86-72 


-616 


240 

1 


25-00 


-462 


261 


36-11 


•607 


239 


24-66 


•446 


260 


35-60 


•699 


288 


24-11 


-489 


269 


34-90 


-691 


237 


28-67 


-433 


268 


34-31 


•683 


286 


28-26 


•426 


267 


33-73 


•576 


235 


22-82 


•'419 


266 


33 15 


•667 


234 


22^40 


•413 


266 


82-69 


•869 


238 


21^99 


•407 


264 


32-03 


•661 


232 


21^69 


•400 


263 


31-48 


•643 


231 


21^19 


•394 


262 


30-94 


•636 


280 


20^80 


•388 


261 


30-41 


•627 


229 


20-41 


-382 


260 


29-88 


•620 


228 


20C03 


•376 


249 


29-36 


•513 


227 


19^66 


-370 


248 


28-85 


•606 


226 


19-29 


•364 


247 


28-34 


•499 


226 


18-93 


-868 


246 


27-84 


•492 


224 


18-67 


•862 


246 


27-85 


•486 


223 


18 22 


•846 


244 


26-87 


•478 


222 


17-87 


•340 


243 


26-39 


•471 


221 


17-63 


•336 
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P 


Ap 


t 


P 


Ap 


o 

220 


17-20 


•330 


198 


11-05 


229 


219 


16-87 


•326 


197 


10-82 


-226 


218 


16-64 


-320 


196 


10-60 


-221 


217 


16-22 


-816 


196 


10-38 


•217 


216 


15-91 


•810 


194 


10-16 


218 


216 


15-60 


-304 


193 


9-95 


209 


314 


16-29 


•299 


192 


9-74 


206 


218 


14-99 


•294 


191 


9-63 


202 


212 


14-70 


•290 


190 


9-33 


199 


211 


14-41 


•286 


189 


9-13 


196 


210 


14-12 


•280 


188 


8-94 


191 


209 


13-84 


-276 


, 187 


8^75 


188 


208 


13-57 


-271 


186 


8^66 


186 


207 


13-30 


-266 


1 186 


8^37 


181 


206 


13 03 


•262 


' 184 


8-19 


178 


206 


12-77 


-258 


188 


8-01 


175 


204 


12-51 


-254 


1 182 


7-84 


171 


208 


12-26 


-249 


181 


7-67 


168 


202 


12-01 


-246 


180 


7-60 


166 


201 


11-76 


•241 


179 


7-84 


162 


200 


11-52 


•236 


178 


7-17 


159 


199 


11-29 


•232 


177 


7-01 


166 
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P 


Ap 


176 


6-85 


•163 


o 

164 


4-091 


•0991 


176 


6-70 


160 


163 


8-992 


•0969 


174 


6-66 


147 


162 


3-896 


•0948 


173 


6-40 


144 


151 


3-800 


•0928 


172 


6-26 




160 


8-707 






6»12 


141 






•0909 


171 




149 


3-616 








139 






•0890 


170 


6-98 


136 


148 


3-627 


•0872 


169 


6-86 


134 


147 


3-440 


-0864 


168 


6-71 


131 


146 


3-364 


-0886 


167 


6-68 


129 


145 


3-270 


•0818 


166 


6-46 


126 


144 


8-188 


-0801 


166 


6-82 




143 


3-108 






• 


123 • 






-0784 


164 


5-20 


121 


142 


3-030 


-0767 


163 


5-08 


119 


141 


2-963 


•0751 


162 


4-961 


1166 


140 


2-878 


•0735 


161 


4-844 


-1144 


139 


2-805 


■0720 


160 


4-730 


1123 


138 


2-733 


•0706 


169 


4-618 


1101 


137 


2-663 


•0690 


168 


4-608 


1079 


136 


2-694 


•0675 


167 


4-401 


1067 


135 


2-626 


•0660 


166 


4-296 


1036 


134 


2-461 


•0645 


166 


4- 192 


1013 


133 


2-397 


•0630 
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( 


p 
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o 






o 






132 


2-834 


•0616 


112 


1-342 


-0382 


131 


2-278 


-0601 


1 111 


1-304 


•0872 


180 


2-212 


•0588 


110 


1-267 


•0863 


129 


2154 


-0574 


109 


1-280 


•0355 


128 


2096 


•0561 


!■ 108 


1195 


•0346 


127 


2-040 


•0548 


107 


1160 


•0887 


126 


1-986 




1 io« 

1 


1127 








•0636 




•0328 


125 


1-932 


-0522 


, 105 


1-094 


•0319 


124 


1-880 


-0509 


1 104 

1 


1062 


•0811 


123 


1-829. 


•0497 


108 


1081 


•0802 


122 


1-779 




102 


1001 








•0486 


i 101 




•0294 


121 


1-731 




•971 








•0475 


1 
I 




•0287 


120 


1-688 


•0464 


I 100 

1 


•942 


•0280 


119 


1-637 


•0464 


99 

1 


•914 


•0274 


118 


1-691 


•0444 


98 


•887 


•0267 


117 


1-547 


•0488 


97 


•860 


•0260 


116 


1-504 


•0428 


96 


•884 


•0252 


116 


1-462 


•0412 


96 


•809 


•0246 


lU 


1-421 


•0402 


94 


•786 


•0289 


118 


1-881 


•0392 


98 


•761 
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Force in 




Foroein 




Force in 






Inches of 




Inches of 




Inches of 




Tempera- 


Hercuiy at 


Tempera- 


Mercury at 


Tempera- 


Mercui7 at 




ture. 


82° at 

Sea Level. 

(Lat. 68" 21'.) 


ture. 


82° at 

Sea Level. 

(Lat 63° 21'.) 


ture. 


82° at 

Sea Level 

(Lat. 68° 21'.) 







ins. 


o 


ins. 


o 


ins. 




160 


7-540 


123 


8-720 


96 


1-6971 




149 


7 •354 


122 


3-619 


96 


1-6457 




148 


7-173 


121 


8-520 


94 


1-5958 




147 


6-996 


120 


8-428 


93 


1-5471 




146 


6-822 


119 


3-829 


92 


1-4998 




146 


6-651 


118 


3-237 


91 


1-4537 




144 


6-485 


117 


3-147 


90 


1-4088 




143 


6-322 


116 


8-059 


89 


1-3652 




142 


6-162 


115 


2-974 


88 


1-8228 




141 


6-006 


114 


2-890 


87 


1-2815 




140 


5-854 


113 


2-809 


86 


1-2418 




189 


5-704 


112 


2-729 


85 


1-2023 




188 


5-658 


111 


2-652 


84 


1-1648 




187 


5-415 


110 


2-576 


88 


1-1274 




136 


5-275 


109 


2-502 


82 


1-0915 




186 


5-139 


108 


2-480 


81 


1-0566 




134 . 


5-006 


107 


2-360 


80 


1-0227 




138 


4-874 


106 


2-292 


79 


0-9898 




182 


4-747 


105 


2-225 


78 


0-9577 




131 


4-622 


104 


2-160 


77 


0-9266 




130 


4-500 


103 


2-097 


76 


0-8964 




129 


4-381 


102 


2-036 


75 


0-8671 




128 


4-264 


101 


1-975 


74 


0-8386 




' ■ 127 


4-150 


100 


1-917 


73 


0-8109 




126 


4-039 


99 


1-8595 


72 


0-7841 




126 


8-930 


98 


1-8039 


71 


0-7680 


L 


124 


8-824 


97 


1-7498 

• 


70 


0-7827 
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TABLE na.— TOTAL AND LATENT HEAT OF 
BVAPOEATION IN THERMAL TTNITS. 



t 


«-82 


h 


Ah 


B 


&H 


£ 


AX 


o 

401 


869 


876-16 


1-043 


12.04-2 


•806 


829 •I 


•788 


874 


842 


847-0 


1-087 


1196-0 


•306 


849-0 


•732 


847 


816 


819 


1-032 


1187-8 


•806 


868-8 


•727 


820 


288 


291-14 


1-027 


1179-6 


•806 


888-4 


•722 


293 


261 


268-41 


1-028 


1171-3 


•805 


907-9 


•718 


266 


234 


286-8 


1-0186 


1168-1 


■806 


927-3 


•713 


289 


207 


208-8 


1-0144 


1164-8 


•806 


946-6 


•709 


212 


180 


180-9 


1-011 


1146-6 


•306 


966-7 


•706 


186 


168 


163-6 


1008 


1188-4 


•806 


984-8 


•703 


168 


126 


126-4 


1-006 


1180-1 


•806 


1008-8 


-701 


181 


99 


99-2 


1-004 


1121-9 


•806 


1022-7 


•699 


104 


72 


72-09 


1-002 


1113-7 


■306 


1041-6 


•697 


77 


46 


46-08 


1-000 


1105-4 


•806 


1060-4 


•696 


82 










1091-7 




1-7 





ExpiANATioN OF Symbols. 

H. — Total Heat of Evaporation (Art. 4) in thermal units. 
h, — Heat necessary to raise a lb. of water from 32* to C 
(Art. 3) in thermal units. 
L = H - h, — Latent Heat of Evaporation (Art. 4) in thermal units. 
The results given in this table are not altered by a change in the 
mechanical equivalent of heat. 
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TABLE IB.— TOTAL AND LATENT HEAT OP 
EVAPOBATION IN FOOT-POUNDS. 





h 




ff 




L 




( 


100 


Ah 


100 


aB 


100 


AL 


401 


2896 


806 


9297 


286 


6401 


670 


874 


2679 


801 


9238 


286 


6664 


666 


347 


2463 


797 


9170 


236 


6707 


661 


820 


2247 


793 


9106 


236 


6868 


567 


293 


2033 


790 


9042 


236 


7009 


664 


266 


1820 


786 


8979 


236 


7159 


650 


239 


1608 


788 


8916 


236 


7807 


647 


212 


1896 


780 


8862 


236 


7465 


646 


185 


1186 


778 


8788 


236 


7608 


643 


168 


976-8 


777 


8726 


286 


7749 


641 


181 


766-8 


776 


8661 


236 


7896 


640 


104 


666-6 


778 


8698 


236 


8041 


538 


77 


847-6 


772 


8684 


286 


8186 


636 


82 







8428 




8428 





Explanation of Symbols. 

The symbols in this table have the same meanings as in Table 
Ila, but quantities of heat are expressed in foot-pounds instead of 
thermal units. The differences in both tables are the mean differ- 
ences per degree between the temperatures indicated. 

The mechanical equivalent of heat is taken as 772 ; if it be in- 
creased, the numbers given in this table must be increased in the 
same proportion. 
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TABLE in.— DENSITY AND SPECIFIC VOLUME OP 
DBT STEAHL 



Preasure 


m/ /\ 1 11 Wl A 




Weight of a 


Weight of 




in Lbs. 


V OluIIlO 

of 1 lb. in 
Cub. Feet, 




Cubic Foot 


a Cubic Foot 


Difference per 


per 


v—» = u 


in Lbe. 


in Lbs. by 


Lb. Pressure, 


Sq.In., 




by direct 


Calculation, 


/kw. 


P- 


V. 




Experiment. 


w. 




250 


1-841 


1-826 


- 


•5432 


•002056 


200 


2-270 


2-254 


•• 


•4404 


•002080 


170 


2-645 


2-629 


" 


•3780 


•002107 


140 


3-177 


3-161 


•• 


•8148 


•002130 


110 


8-986 


3-970 


•• 


•2509 


•002150 


90 


4-810 


4-794 


•• 


•2079 


•002185 


70 


6-090 


6-074 


•1682 


•1642 


•002210 


60 


7-087 


7-021 


-1457 


•1421 


•002280 


60 ■ 


8-847 


8-881 


-1228 


•1198 


•002270 


40 


10-30 


10-28 


-09937 


•0971 




^ 










•002297 


80 


13-49 


13-47 


-07560 


•07418 


•002832 


25 


16-01 


15-99 


-06339 


-06247 


•002364 


20 


19-74 


19-72 


-05117 


-06065 


•002398 


15 


25-87 


26-86 


•08878 


-03866 


•002437 


12 


31-9 


- 


-03131 


-08135 


•002470 


10 


37-8 


" 


-02630 


-02641 


•002490 


8 


46-6 


•• 


•02126 


-02143 


•00258 


6 


61-1 


" 


•01620 


-01637 


•00258 


6 


72-6 


•• 


•01258 


-01379 


•00262 


4 


89-5 


1 


•01112 


•01117 
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TABLE rVa.— EXTERNAL WORK. 



t 


PV 

Steam Oas. 


Pv 
Foot-Poundfl. 


Pu 

Foot- 
pounds. 


APu 


Pv, 
Thermal 
Units. 


APu 


o 

401 


73,670 


66,250 


65,600 


38 


85 


•0492 


874 


71,860 


65,080 


64,670 


43 


83-6 


•0667 


347 


69,060 


63,720 


68,400 


48 


82-1 


•0622 


820 


66,750 


62,820 


62,100 


58 


80-4 


•0687 


298 


64,440 


60,820 


60,670 


57 


78-6 


•0789 


266 


62,180 


69,280 


69,180 


61 


76-6 


•0791 


289 


59,880 


57,550 


57,480 


66 


74-5 


•0842 


212 


57,520 


55,780 


55,780 


69 


72-2 


•0894 ' 


185 


55,210 


68,910 


63,880 


78 


69-8 


•0946 


158 


52,910 


61,950 


51,930 


77 


67-3 


•0998 


131 


50,600 


49,890 


49,880 


80 


64-6 


•104 


104 


48,290 


47,740 


47,740 




61-8 





Explanation of Symbols. 

The third column of Table IVa gives the product in foot-pounds 
of the pressure (P), and the volume (v) of dry saturated steam at 
the temperature indicated in the first column. The fourth, fifth, 
sixth, and seventh columns give F w, that is to say, P (v-s) in foot- 
pounds and thermal units, together with the difibrences needed for 
interpolation. If the mechanical equivalent of heat is supposed , 
greater than 772, the values of Pi* in foot-pounds must be increased 
in the same proportion. The same remark applies to the values of 
u in Table III., but the values of w are diminished in the same 
proportion. Results in thermal units are unchanged. 
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TABLE IVt.— INTERNAL WORK DURING 
EVAPORATION. 



t 


p 
Foot-PoundB. 


&, 


Thermal 
Units. 


A*. 


* = /li 


o 

401 


674,500 


608 


744-1 


•787 


8-75 


874 


690,900 


608 


765-4 


-788 


9^16 


347 


607,800 


609 


786-7 


-789 


9-59 . 


820 


623,800 


610 


808-0 


-791 


10^05 


293 


640,800 


611 


829-3 


-792 


10 •65 


266 


656,800 


611 


860-7 


-792 


11-10 


239 


678,800 


612 


872-1 


-798 


11-71 


212 


689,800 


614 


893-6 


-795 


12-39 


186 


706,300 


616 


915-0 


•797 


13-11 


158 


722,900 


618 


936-4 


•800 


13-92 


181 


739,600 


620 


958-1 


•803 


14-82 


104 


756,400 




979-8 




16-78 



Explanation of Symbols. 

Table IVft gives ir the internal work done in producing dry satu- 
rated steam of a given temperature, and hence, by Table I., of a given 
pressure from water of the same temperature, or, what is the same 
thing, the intrinsic energy of dry saturated steam reckoned from 
water at the same temperature. The results are given in foot-pounds 
and thermal units with the differences necessary for interpolation. 
The last column shows the proportion {k) which the internal work 
bears to the external work, a number also given in Table V. for a 
series of pressures. 
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TABLE rVc— TOTAL INTERNAL WORK. 



( 


/ 
Thennal Units. 


A/ 


I-i-lOO 
Foot-Pounds. 


A/ 


o 

401 


1119-2 


-256 


8641 


197 


874 


1112-4 


•249 


8587 


192 


347 


1105-7 


-242 


8536 


187 


320 


1099-2 


-236 


8485 


182 


298 


1092-7 


-231 


8486 


178 


266 


1086-5 


•226 


8378 


174 


239 


1080-8 


-221 


8340 


170 


212 


1074-4 


-216 


8296 


166 


186 


1068-6 


-210 


8249 


162 


158 


1062-8 


-205 


8205 


168 


181 


1057-8 


-201 


8162 


165 


104 


1051-9 




8121 





Explanation of Symbols. 

Table IVc gives / the total internal work done in producing dry 
steam at any given temperature from water at 32°, or, what is the 
same thing, the intrinsic energy of dry saturated steam reckoned 
from water at 32"*. As in the preceding tables, the differences are 
given for a difference of temperature of 1*. 

The mechanical equivalent of heat is taken as 772 ; if it is 
supposed greater, results expressed in foot-pounds in Tables IV6, 
IVc must be increased in the same proportion. Results expressed 
in thermal units are unaltered. 
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TABLiE V. — Tablb showing the Internal- Wobk-Pbessubb and 
the Hbat-Pbbssitbb daring Evaporation under a constant 
External Pressure. 



External 


lNTMUfAJ>W0BK-PBK88tJBB. 


i = ? 
P 


Heat- 

Praesure, 

JV 


wire, 
P- 


LbB,per 

8q. Foot, 

P. 


Difference, 
AP. 


Lbs. per 
Sq. Inch. 

P- 


Difference, 
A p. 


250 


315,100 


1100 


2188 


7-64 


8-76 


2438 


200 


260,100 


1130 


1806 


7-88 


9-08 


2006 


170 


226,200 


1162 


1571 


8-07 


9-24 


1740 


140 


191,800 


1208 


1329 


8-89 


9-49 


1469 


110 


166,100 


1247 


1077 


8-66 


9-79 


1187 


90 


180,200 


1282 


908-6 


8-90 


10-04 


998-6 


70 


104,600 


1827 


726-6 


9-21 


10-36 


795-6 


60 


91,200 


1347 


688-4 


9-86 


10-66 


693-4 


60 


77,750 


1391 


639-8 


9-66 


10-80 


689-8 


40 


68,850 


1485 


448-8 


9-97 


11-08 


488-8 


80 


49,600 


1480 


843-6 


10-28 


11-45 


878-6 


26 


42,100 


1618 


292-2 


10-64 


11-69 


817-2 


20 


84,600 


1668 


239-6 


10-85 


11-98 


259-5 


15 


26,670 


1612 


185-2 


11-20 


12-86 


200-2 


12 


21,840 


1646 


161-7 


11-42 


12-64 


163-7 


10 


18,560 


1688 


128-8 


11-72 


12-88 


188-8 


8 


15,170 


1728 


105-4 


11-97 


18-17 


118-4 


7 


18,450 


1740 


93-48 


12 18 


18-35 


100-43 


6 


11,710 


1780 


81-30 


12-34 


18-56 


87-30 


6 


9,980 


1822 


68-96 


12-63 


13-79 


78-96 


4 


8,110 




56-33 




14-08 


60-33 
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TABLE VI.— VALUES OF 





L 


Diff. 




L 


Diff. 


i 


T 


•00. 


t 


T 


•00. 


o 






O 






401 


•9618 


199 


267 


1-3005 


284 


892 


•9797 


1 

203 


248 


1-3261 


292 


883 


•9980 


208 


239 


1 3524 


299 


374 


10167 


212 


230 


1-3798 


306 


366 


1-0358 


217 


221 


1-4068 


813 


866 


1-0568 


221 


212 


1-4350 


3-21 


847 


1-0752 


226 


203 


1-4639 


830 


838 


1-0965 


281 


194 


1-4936 


340 


829 


1-1163 


236 


185 


1-5242 


350 


820 


1-1375 


241 


176 


1-5557 


361 


811 


1-1592 


247 


167 


1-6882 


371 


302 


1-1814 


252 


158 


1-6216 


381 


293 


1-2041 


268 


149 


1-6659 


392 


284 


1-2273 


264 


140 


1-6912 


403 


276 


1-2511 


271 


131 


1-7275 




266 


1-2755 


278 









'1 li 
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EXPLANATION OF THE TABLES OF THE PROPERTIES 
OF SATURATED STEAM. 

In order to apply theoretical principles to questions relating 
to the steam engine, tables are indispensable ; and it will be con- 
venient here to make some observations respecting the tables given 
in this book, and to give examples of the method of using them. 

TMes la^ Ih, — Tables connecting the pressure and temperature 
of steam may be arranged either by equal intervals of temperature, 
or by equal intervals of pressure. The second method is not more 
practically useful than the first — for, in the results of experiment, 
pressures of an even number of pounds per square inch do not often 
occur — and it has certain disadvantages which render the first 
method preferable. To avoid interpolation as much as possible, 
and to render the use of logarithms unnecessary when it cannot 
be avoided, the table extends to every degree. For many purposes 
a determination to the nearest degree is quite sufficient, but when 
greater accuracy is desired, the tabulated differences are used, as 
follows, to obtain more exact results : — 

Example 1. Find the pressure corresponding to a temperature of 
318' -4. 

Here Aj?= 1-25 for r 

= -5 for-r 
.-. ;? = 87-45+ •5 = 87-95. 

Example 2. Find the temperature corresponding to a pressure of 
124 lbs. per square inch. 

Here the temperature lies between 343" and 344*, and at 344** the 
pressure is 1 24 • 89. Difference = • 89. A j? = 1 • 64 f or T . 

*89 
.-. Difference of temperature = :=— ^ = '54 

.-. Temperature = 344° - •54''= 343" -46. 

The accuracy with which the pressure is determined for a given 
temperature depends mainly on the accuracy with which tempera- 
ture can be measured. Regnault states that some of his thermo- 
meters were capable of measuring ^^^^th of a degree Centigrade ; 
if with Dixon we regard y^jth of a degree Fahrenheit as the limit of 
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accuracy, the maximum probable error will be found by dividing 
the corresponding tabular difference by 50 : this amounts to * 07 lb. 
per square inch at the highest pressure given in the table, but to less 
than * 01 below 28 lbs. ; in no case does the probable error reach 
iV per cent. 

The values of the differences given are not nearly so accurate, 
proportionally, the last place of decimals not being always reliable ; 
one of the formulae given in the Appendix is therefore to be used 
when great accuracy is necessary. For the purpose of interpolation 
they are always sufficiently accurate. 

As stated in the text, the standard atmosphere adopted in 
Dixon's table, from which the present table is reduced, is 30 inches 
of mercury at 32" at the sea-level at the Equator. This corresponds 
to 14 • 73 lbs. per square inch at the Equator, 14 '66 at the Pole, and 
14*7 in latitude 44*". It is the last value which has been adopted 
in the present work, and the table is therefore exact in latitude 
44**, and amply sufficiently approximate at all other points on the 
earth's surface. 

Tdbles Iltty lib, — To avoid the necessity of interpolation altogether 
in determining the total and latent heat of evaporation, it would be 
necessary that the tables should extend to every degree at least. 
On the other hand, the differences of the quantities in question vary 
so slowly that simple interpolation is amply sufficient for wide 
intervals of temperature. The values are therefore given by the 
table for every 27°, and for intermediate values interpolation is used. 
A single example will suffice. 

Example 3. Find in foot pounds and thermal units the latent 
heat for the pressure 70 lbs. per square inch, also the heat necessary 
to raise the feed water from 100°. 

By temperature table the temperature to the nearest degree is 
303°. (The nearest degree is always sufficient.) 



293*' A = 263-4 
Diff. forlO" = 10-27 


Ah 


= 1-027 
10 


.-. for 303° A =273.7 
but for 100° A= 68-1 


10-27 


.-. A1-A2 =205-6 





2 c 2 
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Again, in foot pounds — 

293' h = 203,300 lO^*" h = 65,650 

Diff. for 10" = 7,930 Diff. for 4' = 4 x 775 

= 3,100 



211,230 

52,550 52,550 



.•.^1-^2= 158,680 

A similar process obtains the latent heat of evaporation in foot 
pounds or thermal units. 

Table III. — The volume of steam varies so rapidly with the 
pressure that it could only be determined directly by a very exten- 
sive table : it is therefore preferable to tabulate the weight of a cubic 
foot of steam, instead of the volume of 1 lb. The differences in 
this case vary so slowly that wide intervals are sufficient, especially 
at high pressures. In the table the interval varies so as not to 
exceed one-fifth of the pressure itself, and the differences given are 
the mean differences per lb. within the interval. 

Example 4. Find the weight (w) of a cubic foot of dry steam at 
the pressure 33 lbs. per square inch. Here 

p= 30 w = 07413 A w = -002297 

.-. difference for 3 lbs. =3 x -002297 = -006891 
w= -07413 + -00689 
= -08012 

The reciprocal of w is the volume in cubic feet of 1 lb. of steam, 
and is readily found by a table of reciprocals or division to be 12*34 
in this example. 

At pressures less than 5 lbs., or when accuracy is required, it is 
better to use Table lY., as explained below. 

Tables IFa, IFb, IFe, — In these Tables the results are given for 
every 27**, for the same reasons as in Table IL, and the process of 
interpolation by means of which results are obtained for intermediate 
temperatures is precisely similar, so that it need not be further 
illustrated. Table IVa, however, may be used for other purposes, 
as follows : — 
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First To find the specific volume of steam at low pressures, or 
when special accuracy is desirable. 

Example 5. Find the specific volume of steam at 70 lbs. pressure. 

Here the corresponding temperature is 303**, and the value of 
Puhy the table is 

Pm = 60,670+ 530 =61,200 

70 X 144 
V =.6-071 + -016 = 6-087 

Secandly, To calculate the value of {P^ — P^ V^ in thermal units, 
where the pressures are given in lbs. per square inch, and V^ is the 
volume of dry steam corresponding to some pressure P3, which may 
or may not be the same as either of the others. 

Here we might proceed by finding the pressures in lbs. per 
square foot and the volume V^ separately, then by multiplication 
and division by 772 the result would be obtained. It is better, 
however, to proceed thus : — 

which can now be calculated by use of Table IVa with . facility. 
This method is constantly used in the text 

Table V, — The meaning of the term " internal-work-pressure," and 
the use of this quantity in the graphical treatment of questions in the 
theory of the steam engine, have been sufficiently explained in the 
text. In order that a small table may suffice, the tabulated intervals 
are unequal, being arranged so as not to exceed one-fifth of the 
pressure under consideration. 

Example 6. Find the intemal-work-pressure during the formation 
of steam at 65 lbs. pressure. 

By Table V. we find 

p = 60:^= 633-4 : ^p = 9-21 
Diff*. for 5 lbs. = 46-05 5 



.-. lovp = 65 \p = 679-45 46-05 
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Nearly the same results may be obtaiiied direct from the tempe- 
rature table, by use of the tabulated values of the differences. For 
by Art 67, p. 154, 

p = TAp - p. 

Example 7. Find the equivalent pressure at 12 lbs. on the square 
inch. 

By Table t = 202*" .-. T = 663% 

^^^>249^>245^:494^.,,y^ 

.-. Pressure equivalent = 663 x '247 - 12 

= 163-76 - 12 =151-76. 

By table the result is 151 * 7, showing practical identity. 

The ratio which this pressure bears to the external pressure is 

Mogp)^ 

s(iogr) '• 

Example 8. Find the ratio for pressure 5 lbs. on the square inch. 

t = 163"* logp = -70586 log T = -79518 

< - 16r log^ = • 68529 log T = - 79379 

•02057 -00139 

.-. Eatio = ??^- 1 = 13-8. 
139 

Table T/.— This table of the value of L/T has been added to 
the present edition in order to facilitate the calculation of 7^, the 
average temperature of supply (p. 311) and ^ the entropy (p. 229). 
It wiU also be found useful in all calculations where the adiabatic 
equation (p. 215) is used. 
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TABLE OF HYPEEBOLIC LOGAEITHMS. 



JV. 


Logarithm. 


N. 


Logarithm. 


N. 


Logarithm. 


1-01 
1-02 
1-03 
1-04 
1-05 


•00995 
•01980 
•02956 
•03922 
•04879 


136 
1-37 
1^38 
1^39 
1^40 


•3075 
•3148 
•3221 
•3293 
•3365 


1^71 
1^72 
173 
1^74 
1^75 


•5365 
■5423 
•5481 
•5539 
•5596 


1-06 
1-07 
1-08 
109 
110 


•05827 
•06766 
•07696 
•08618 
•09531 


1^41 
1^42 
1^43 
1^44 
145 


•3436 
•3507 
•8577 
•3646 
•3716 


1^76 
177 
1^78 
1-79 
1^80 


•5653 
•5710 
•5766 
•5822 
•5878 


111 

1-12 
113 
1-14 
1-15 


•1044 
•1133 
•1222 
•1310 
•1398 


1^46 
1^47 
1^48 
1^49 
1-50 


•3784 
•3853 
•3920 
•3988 
•4055 


181 

1^82 
1^83 
1-84 
1^85 


•5933 
•5988 
•6043 
•6098 
•6152 


1-16 
117 
118 
119 

1-20 


•1484 
•1570 
•1655 
•1739 
•1823 


151 
152 
163 
154 
1^55 


•4121 
•4187 
•4253 
•4818 
•4382 


1^86 
1-87 
1-88 
1^89 


•6206 
•6259 
•6313 
•6866 
•6418 


1-21 
1-22 
1-23 
1-24 
1-25 


•1906 
•1988 
•2070 
•2151 
•2231 


1^56 
1^57 
1^58 
I 1^59 
1^60 


•4447 
•4511 
•4574 
•4637 
•4700 


1-91 
1^92 
1^93 
1^94 
1-95 


•6471 
•6523 
•6575 
•6627 
•6678 


1-26 
1-27 
1-28 
1-29 
1-30 


•2311 
•2390 
•2469 
•2546 
•2624 


1^61 
1-62 
163 
164 
i 1^65 


•4762 
•4824 
•4886 
•4947 
•5008 


1-96 
1-97 
1^98 
^99 
2^00 


•6729 
•6780 
•6831 
•6881 
•6931 


1-31 
1-32 
1-33 
1-34 
1-35 


•2700 
•2776 
•2852 
•2927 
•3001 


1^66 
1-67 
1^68 
1^69 
1-70 


•5068 
■5128 
•5188 
•5247 
•5306 


201 
2^02 
203 
2^04 
2^05 


•6981 
•7031 
•7080 
•7129 
•7178 
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N. 


Logarithm. 


1 N. 


Logarithm. 


N. 
2-86 


1 Logarithm. 


206 


•7227 


■ 2^46 


•9002 


1^0508 


2-07 


•7275 


2-47 


•9042 ; 


2^87 


1^0543 


2-08 


•7324 


< 2^48 


•9083 


2^88 


1^0578 


2-09 


•7372 


, 2-49 


•9123 1 


2 89 


10613 


2-10 


•7419 


2^50 


•9168 


2-90 


10647 


2-11 


•7467 


' 2^51 


•9203 


2-91 


1^0682 


2-12 


•7514 


2-52 


•9243 


2-92 


1^0716 


2-13 


•7561 


2-53 


•9282 1 


2- 93 


1-0750 


2-14 


•7608 


2-54 


•9322 ! 


2^94 


10784 


2-15 


•7655 


1 2-55 


•9361 1 


295 


1-0818 


2-16 


•7701 


2^56 


•9400 ; 


2-96 


1-0852 


2-17 


•7747 


' 2^57 


•9439 1 


2^97 


1^0886 


2-18 


•7793 


1 2^58 


•9478 


2^98 


1-0919 


219 


•7839 


2^59 


•9517 1 


2-99 


1-0953 


2-20 


•7884 


, 2-60 


•9555 , 


3-00 


1-0986 


2-21 


•7930 


1 2-61 


•9594 ' 


3^01 


1-1019 


2-22 


•7975 


2-62 


•9632 


802 


1-1053 


2-23 


•8020 


' 2^63 


•9670 


3^03 


1-1086 


2-24 


•8065 


2-64 


•9708 , 


304 


1-1119 


2-25 


•8109 


, 2-65 


•9746 1 


305 


11151 


2-26 


•8154 


2-66 


•9783 1 


8 06 


1-1184 


2 27 


•8198 


2^67 


•9821 1 


3-07 


1-1217 


2-28 


•8242 


2^68 


•9858 1 


3^08 


1-1249 


2-29 


•8286 


1 2^69 


•9895 


3^09 


1-1282 


2-80 


•8329 


2-70 


•9983 , 


810 


1-1314 


2-81 


•8372 


1 2^71 


•9969 , 


811 


11346 


2-32 


•8416 


2^72 


1^0006 1 


3 12 


1-1378 


2-33 


•8459 


2^73 


1^0043 


3^13 


1-1410 


2-34 


•8502 


1 2^74 


1^0080 


3-14 


1-1442 


2-35 


•8544 


2-75 

1 


1^0116 


815 


11474 


2-36 


•8587 


: 2^76 


10162 


816 


1-1506 


2-37 


•8629 


! 2-77 


1^0188 ' 


8^17 


11537 


2-38 


•8671 


1 2-78 


10225 


3^18 


1-1569 


2-39 


•8713 


! 2-79 


1^0260 


319 


1-1600 


2-40 


•8755 


1 2^80 


1^0296 1 


3-20 


1-1632 


2 41 


•8796 


1 281 


1-0882 1 


3^21 


1-1663 


2-42 


•8838 


2^82 


1-0867 ' 


822 


1-1694 


2-43 


•8879 


: 2^83 


1^0403 


323 


1-1725 


2-44 


•8920 


• 2-84 


10488 


3-24 


1-1756 


2-45 


•8961 


: 2-85 


10473 


3-25 


1-1787 
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JV. 


Logarithm. 


N. 


Logarithm. 


N. 


Logarithm. 


3-26 


1-1817 


3-66 


1-2975 


4-06 


1-4012 


3-27 


1-1848 


3-67 


1-3002 


4-07 


1 4086 


3-28 


1-1878 


3-68 


1-3029 


4-08 


1-4061 


3-29 


1-1909 


3-69 


1-3056 


4-09 


1-4085 


3-30 


1-1939 ' 


3-70 


1-3083 


4-10 


1-4110 


SBl 


1-1969 


3-71 


1-8110 


4-11 


1-4134 


3-32 


1-2000 


3-72 


1-3137 


4-12 


1-4159 


3-33 


1-2030 1 


3-73 


1-3164 


4-13 


1-4183 


3-34 


1-2060 


3-74 


1-3191 


4-14 


1-4207 


3-35 


1-2090 ' 


3-75 


1-3218 


4-15 


1-4231 


3-36 


1-2119 


3-76 


1-3244 


4-16 


1-4255 


3-37 


1-2149 1 


3-77 


1-3271 


4-17 


1-4279 


3-38 


1-2179 


3-78 


1-3297 


4-18 


1-4303 


3-39 


1-2208 , 


8-79 


1-3324 


4-19 


1-4327 


3-40 


1-2238 


3-80 


1-3350 


4-20 


1-4351 


3-41 


1-2267 


3-81 


1-3376 


: 4-21 


1-4375 


3-42 


1-2296 


3-82 


1-3408 


4-22 


1-4398 


3-43 


1-2326 


8-83 


1-3429 


4-23 


1-4422 


3-44 


1-2356 1 


3-84 


1-2455 


4-24 


1-4446 


3-45 


1-2384 1 


8-86 


1-3481 


4-25 


1-4469 


3-46 


1-2413 


8-86 


1-3507 


4-26 


1-4493 


3-47 


1-2442 


3-87 


1-3533 


4-27 


1-4516 


3-48 


1-2470 


8-88 


1-3558 


4-28 


1-4540 


8-49 


1-2499 


3-89 


1-3584 


4-29 


1-4563 


3-50 


1-2528 


3-90 


1-3610 


4-30 


1-4586 


3-51 


1-2556 


3-91 


1-3635 


4-31 


1-4609 


3-52 


1-2585 


3-92 


1-3661 


4-32 


1-4633 


3-53 


1-2618 


8-93 


1-3686 


4-83 


1-4656 


3-54 


1-2641 


3-94 


1-3712 


4-34 


1-4679 


8-55 


1-2669 


3-95 


1-3737 


4-35 


1-4702 


3-56 


1-2698 


3-96 


1-3762 


4-36 


1-4725 


3-57 


1-2726 ! 


3-97 


1-3788 


4-37 


1-4748 


3-58 


1 2754 ; 


3-98 


1-3818 


4-88 


1-4770 


3-59 


1-2782 


3-99 


1-3838 


4-39 


1-4793 


3-60 


1-2809 


4 00 


1-3863 


4-40 


1-4816 


3-61 


1-2837 1 


4-01 


1-3888 


4-41 


1-4839 


3-62 


1-2865 ; 


4-02 


1-3913 


4-42 


1-4861 


3-63 


1-2892 1 


4-08 


1-3938 


4-43 


1-4884 


3-64 


1-2920 1 


4-04 


1-3962 


4-44 


1-4907 


3-65 


1-2947 , 


405 


1-3987 


4-45 


1-4929 
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JV, 


Logarithm. 


N. 


Logarithm. 


N. 


Logarithm. 


4-46 
4-47 
4-48 
4*49 
4-60 


1-4951 
1-4974 
1-4996 
1-6019 
1-6041 


4-86 
4-87 
4-88 
4-89 
4-90 


1-5810 
1-5831 
1-6851 
1 5872 
1-6892 


6-26 
6-27 
5-28 
5-29 
6-80 


1-6601 
1-6620 
1-6689 
1-6668 
1-6677 


4-61 
4-52 
4-63 
4-64 
4-66 


1-6068 
1-5086 
1-5107 
1-6129 
1-5151 


4-91 
4-92 
4-93 
4-94 
4-95 


1-6913 
1-6983 
1-6953 
1-5974 
1-5994 


; 6-31 
5-32 
5-83 
6-34 

, 6-86 


1-6696 
1-6715 
1-6734 
1-6762 
1-6771 


4-56 
4-57 
4-58 
4-69 
4-60 


1-6178 i 

1-5196 

1-6217 

1-6289 

1-5261 


4-96 
4-97 
4-98 
4-99 
5-00 


1-6014 
1-6034 
1-6054 
1-6074 
1-6094 


1 5-86 
5-87 
5-38 
6-39 

i 6-40 


1-6790 
1-6808 
1-6827 
1-6845 
1-6864 


4-61 
4-62 
4-68 
4-64 
4-65 


1-5282 
1-5304 
1-5826 
1-5847 
1-6369 


5-01 
5-02 
508 
6-04 
5-06 


1-6114 
1-6134 
1-6154 
1-6174 
1-6194 


1 5-41 

: 6-42 

6 -4^1 

6-44 

6-45 


1-6882 
1-6901 
1-6919 
1-6938 
1-6956 


4-66 
4-67 
4-68 
4-69 
4-70 


1-5890 ' 

1-6412 

1-6438 

1-5454 

1-6476 


5-06 

607 

1 6-08 

' 6-09 

i 610 


1-6214 
1-6283 
1-6263 
1-6278 
1*6292 


; 6-46 
1 6-47 
I 6-48 
! 6-49 
' 6-50 


1-6974 
1-6993 
1-7011 
1-7029 
1-7047 


4-71 
4-72 
4-78 
4-74 
4-76 


1-6497 
1-6618 
1-5689 
1-6560 
1-5681 


6-11 
612 
613 
6-14 
6-15 


1-6312 
1-6832 
1-6851 
1-6371 
1-6890 


! 6-51 
5-62 
6-68 

' 5-54 
6-65 


1-7066 
1-7084 
1-7102 
1-7120 
1-7138 


4-76 
4-77 
4-78 
4-79 
4-80 


1-5602 
1-5623 
1-6644 
1-6665 
1-5686 


6-16 
6-17 
5-18 
6-19 
6-20 


1-6409 
1-6429 
1-6448 
1-6467 
1-6487 


, 6-56 
5-57 
6-68 
6-59 
5-60 


1-7156 
1-7174 
1-7192 
1-7210 
1-7228 


4-81 
4-82 
4-88 
4-84 
4-85 


1-5707 
1-5728 
1-6748 
1-6769 
1-5790 


■ 6-21 
6-22 
5-23 
6-24 
6-25 


1-6506 
1-6525 
1-6514 
1-6568 
1-6582 


5-61 
6-62 
5-68 
5-64 
5-66 


1-7246 
1-7263 
1-7281 
1-7299 
1-7817 
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N. 


Logarithm. 


N. 


Logaritlmi. 


N. 


Logarithm. 


6-66 


1-7884 


6-06 


1-8017 


6-46 


1-8656 


6-67 


1-7352 


6-07 


1-8034 


6-47 


1-8672 


6-68 


1-7370 


6-08 


1-8060 


6-48 


1-8687 


6-69 


1-7887 


6-09 


1-8066 


6-49 


1-8708 


5-70 


1-7405 


6-10 


1-8083 


6-50 


1-8718 


6-71 


1-7422 


6-11 


1-8099 


6-61 


1-8788 


6-72 


1-7440 


6-12 


1-8116 


6-62 


1-8749 


6-78 


1-7467 


6-18 


1-8132 


6-63 


1-8764 


6-74 


1-7475 


6-14 


1-8148 


6-64 


1-8779 


6-75 


1-7492 


6-16 


1-8166 


6-66 


1-8796 


5-76 


1-7509 


616 


1-8181 


6-56 


1-8810 


5-77 


1-7527 


6-17 


1-8197 


6-67 


1-8826 


6-78 


1-7544 


6-18 


1-8213 


6-68 


1-8840 


6-79 


1-7661 


6-19 


1-8229 


6-59 


1«8856 


6-80 


1-7579 


6-20 


1-8246 


6-60 


1-8871 


6-81 


1-7596 


6 21 


1-8262 1 


; 6-61 
; 6-62 


1-8886 


5-82 


1-7613 


6-22 


1-8278 ' 


1-8901 


6-88 


1-7630 


6-23 


1-8294 i 


1 6-63 


1-8916 


5-84 


1-7647 


1 6-24 


1-8310 


6-64 


1-8931 


5-85 


1-7664 


j 6-25 


1-8826 1 


, 6-66 


1-8946 


5-86 


1-7681 


6-26 


1-8342 


6-66 


1-8961 


5-87 


1-7699 


6-27 


1-8358 


6-67 


1-8976 


6-88 


1-7716 


6-28 


1 8374 


6-68 


1-8991 


5-89 


1-7788 


6-29 


1-8390 


6-69 


1-9006 


5-90 


1-7750 


6-30 


1-8406 


6-70 


1-9021 


5-91 


1-7766 


6-81 


1-8421 


6-71 


1-9086 


5-92 


1-7783 


6-32 


1-8437 


6-72 


1-9051 


6-93' 


1-7800 


6-38 


1-8458 


6-73 


1-9066 


6-94 


1-7817 


6-34 


1-8469 


6-74 


1-9081 


5-95 


1-7834 


6-85 


1-8485 


: 6 76 


1-9095 


6-96 


1-7851 


6-36 


1-8600 


6-76 


1-9110 


5-97 


1-7867 


6-37 


1-8516 


6-77 


1-9126 


6-98 


1-7884 


, 6-38 


1-8532 


6-78 


1-9140 


6-99 


1-7901 


6-39 


1-8647 


; 6-79 


1-9155 


600 


1-7918 


6-40 


1-8563 


6-80 


1-9169 


6-01 


1-7984 


6-41 


1-8579 


6-81 


1-9184 


6-02 


1-7951 


i 6-42 


1-8594 


6*82 


1-9199 


6-08 


1-7967 


< 6-43 


1-8610 


6-83 


1-9213 


6-04 


1-7984 


6-44 


1-8626 


6-84 


1-9228 


6-05 


1-8001 


6-45 


1-8641 1 


6-86 


1-9242 
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N. 


Logarithm. 


N. 


Logarithm. 


N. 


Logarithm. 


6-86 


1-9257 


7-26 


1-9824 


7-66 


2-0360 


6-87 


1-9272 


7-27 


1-9838 


7-67 


2 0373 


6-88 


1-9286 


7-28 


1-9851 


7-68 


2-0386 


6-89 


1-9301 


7-29 


1-9865 


7-69 


2-0399 


6-90 


1-9315 


7-30 


1-9879 


7-70 


2-0412 


6-91 


1-9330 


7-31 


1-9892 


7-71 


2-0425 


6-92 


1-9344 


7-32 


1-9906 


7-72 


2-0438 


6-93 


1-9359 


7-33 


1-9920 


7-73 


2-0451 


6-94 


1-9373 


7-34 


1-9933 


7-74 


2 0464 


6-95 


1-9387 


7-35 


1-9947 


7-75 


2-0477 


6-96 


1-9402 


7-36 


1-9961 


7-76 


2-0490 


6-97 


1-9416 


1 7-37 


1-9974 


7-77 


2-0503 


6-98 


1-9430 


7-38 


1-9988 


7-78 


2-0516 


6-99 


1-9445 


; 7-39 


2-0001 


7-79 


2-0628 


7-00 


1-9459 


1 7-40 


2-0015 


7-80 


2 0541 


7-01 


1-9473 


i 7-41 


2-0028 


7-81 


2-0554 


7-02 


1-9488 


1 7.42 


2 0042 


7-82 


2-0567 


7-03 


1-9502 


7-43 


2 0055 


7-83 


2-0580 


7-04 


1-9516 


7-44 


2-0069 


7-84 


2-0592 


7- 05 


1-9530 


7-45 


2-0082 


7-85 


2-0605 


7-06 


1-9544 


1 7-46 


2-0096 


7-86 


2-0618 


7-07 


1-9559 


, 7-47 


2-0109 


7-87 


2-0631 


7-08 


1-9573 


1 7-48 


2 0122 


7-88 


2-0643 


7-09 


1-9587 


7-49 


2-0136 


7-89 


2-0656 


7-10 


1-9601 


7-60 


2-0149 


7-90 


2 0668 


7-11 


1-9615 


7-51 


2-0162 


7-91 


2-0681 


7-12 


1-9629 


7-52 


2-0176 


7-92 


2 0694 


713 


1-9643 


7-53 


2-0189 


7-93 


2-0707 


7-14 


1-9657 


7-54 


2-0202 


7-94 


2-0719 


7-15 


19671 


7-55 


2 0215 


7-95 


2-0732 


7-16 


1-9685 


7-56 


2-0229 


7-96 


2-0744 


7-17 


1-9699 


7'57 


2-0242 


7-97 


2-0757 


7-18 


1-9713 


7-58 


2-0255 


7-98 


2-0769 


7-19 


1-9727 


7-59 


2-0268 


7-99 


2-0782 


7-20 


1-9741 


7-60 


2-0281 


8-00 


2-0794 


7-21 


1-9755 


7-61 


2-0295 


8-01 


2-0807 


7-22 


1-9769 


1, 7-62 


2-0308 


8-02 


2-0819 


7-23 


1-9782 


1 7-63 


2 0321 


8-03 


2-0832 


7-24 


1-9796 


7-64 


2-0334 


8-04 


2-0844 


7-25 


1-9810 


1 7-65 


2-0347 


8-05 


2-0857 
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N. 1 


Logarithm. 


N. 


Logarithm. 


N. 


Logaritiun. 


8-06 


2-0869 ! 


8-46 


2-1353 


8-86 


2-1815 


8-07 


2-0881 


8-47 


2-1865 


8-87 


2-1827 


8-08 


2-0894 i 


8-48 


2-1377 


8-88 


2-1838 


8-09 


2-0906 ! 


8-49 


2-1389 


8-89 


2-1849 


8-10 


2-0919 


8-50 


2-1401 


8-90 


2-1861 


8-11 


2 0931 


8-51 


2-1412 


8-91 


2 1872 


812 


2-0943 


8-52 


2-1424 


8-92 


2-1883 


8-13 


2-0956 


8-53 


2-1436 


8-93 


2-1894 


8-14 


2-0968 


8-54 


2-1448 


8-94 


2 1905 


8-15 


2-0980 ! 


8-65 


2-1459 


8-95 


2-1917 


8-16 


2-0992 


8-56 


2 1471 


8-96 


2-1928 


8 17 


2-1005 


8-57 


2-1483 


8-97 


2-1939 


8-18 


2-1017 


8-58 


2-1494 1 


8-98 


2-1950 


8-19 


2-1029 


8-69 


2-1506 


8-99 


2-1961 


8-20 


2-1041 


8-60 


2-1518 


9-00 


2 1972 


8-21 


2-1054 


8-61 


2-1529 


9-01 


2-1983 


8-22 


2-1066 


8-62 


2-1541 ; 


9-02 


2-1994 


8-23 


2-1078 


8-63 


2-1552 1 


9-03 


2-2006 


8-24 


2-1090 


8-64 


2-1564 1 


"9-04 


2-2017 


8-25 


2-1102 


8-66 


2-1576 1 


9-05 


2-2028 


8-26 


2-1114 


8-66 


2-1587 


9-06 


2-2039 


8-27 


2-1126 


8-67 


2 1599 


9-07 


2-2050 


8-28 


2-1138 ' 


8-68 


2-1610 


9-08 


2-2061 


8-29 


2-1150 


8-69 


2 1622 1 


9-09 


2-2072 


8-30 


2-1163 


8-70 


2 1633 


9-10 


2-2083 


8-31 


2-1175 


8-71 


2-1645 


911 


2-2094 


8-32 


2 1187 


8-72 


2-1656 


9-12 


2-2105 


8-83 


2-1199 


8-73 


2-1668 


9-13 


2-2116 


8-34 


2-1211 


8-74 


2-1679 


9-14 


2-2127 


8-35 


2 1223 


8-75 


2-1691 


9-15 


2-2138 


8-86 


2-1285 


8-76 


2 1702 


; 9-16 


2-2148 


8-37 


2-1247 


8-77 


2 1713 


9-17 


2-2159 


8-38 


2-1258 


8-78 


2 1725 


9-18 


2-2170 


8-89 


2-1270 


8-79 


2 1736 


9-19 


2-2181 


8-40 


2-1282 


8-80 


2-1748 


9-20 


2-2192 


8-41 


2-1294 


8-81 


1 2 1759 


9-21 


2-2203 


8-42 


2-1306 


8-82 


' 2-1770 


9-22 


2-2214 


8-43 


2-1318 


8-83 


2-1782 


9-23 


2-2225 


8-44 


2-1830 


8-84 


2-1793 


9-24 


2-2235 


8-45 


2-1342 


8-85 


2-1801 


9-25 


2-2246 
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N. 


Logarithm. 


N. 


Logaritiiin. 


N. 


Logarithm. 


9-26 


2-2267 


9-61 


2-2623 


9-76 


2-2788 


9-27 


2-2268 


9-62 


2-2534 


9-77 


2-2798 


9-28 


2-2279 


9-53 


2-2544 


9-78 


2-2803 


9-29 


2-2289 


9-64 


2-2666 


9-79 


2-2814 


9-30 


2-2300 


9-55 


2-2566 


9-80 


2-2824 


9-81 


2-2311 


9-66 


2-2676 


9-81 


2-2834 


9-32 


2-2322 


9-67 


2-2586 


9-82 


2-2844 


9-33 


2-2882 


' 9-68 


2-2697 


9-88 


2-2864 


9-34 


2-2348 


9-69 


2-2607 


9-84 


2-2865 


9-35 


2-2854 


, 9-60 


2-2618 


9-86 


2-2875 


9-86 


2-2864 


9-61 


2-2628 


9-86 


2-2885 


9-87 


2-2376 


9-62 


2-2688 


9-87 


2-2896 


9-88 


2-2386 


9-63 


2-2649 


9-88 


2-2905 


9-89 


2-2396 


9-64 


2-2669 


9-89 


2-2916 


9-40 


2-2407 


9-65 


2-2670 


9-90 


2-2925 


9-41 


2-2418 


9-66 


2-2680 


9-91 


2-2986 


9-42 


2-2428 


9-67 


2-2690 


9-92 


2-2946 


9-48 


2-2489 


9-68 


2-2701 


9-98 


2-2966 


9-44 


2-2450 


9-69 


2-2711 


9-94 


2-2966 


9-46 


2-2460 


9-70 


2-2721 


9-95 


2-2976 


9-46 


2-2471 


9-71 


2-2732 


9-96 


2-2986 


9-47 


2-2481 


9-72 


2-2742 


9-97 


2-2996 


9-48 


2-2492 


9-78 


2-2762 


9-98 


2-8006 


9-49 


2-2602 


9-74 


2-2762 


9-99 


2-8016 


9-60 


2-2518 


9-76 


2-2773 


10-00 


2-8026 



Explanation of Table. 

The table gives the hyperbolic logarithm of all numbers between 
1 and 10, increasing by "01, from which can be derived all multiples 
by 10 by adding 2*3026 once, and all multiples by 100 by adding 
the same number twice. 

Example 1. Find log^ 53*1 : — 



log^5-31 



1-6696 (by table) 
2-3026 



log^53-l = 3-9722 

Emmple 2. Find log^ 531 :— 

log. 5-31 = 1-6696 (by table) 
2-3026 
2-3026 



log, 531 = 6-2748 
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NOTES AND ADDENDA. 

CHAPTER I. (Abts. 1-6). 

Page 4. — It is now not uncommon to find temperature measured on 
the Centigrade scale, while British units are in other respects adhered to. 
There is no doubt that the artificial zero of Fahrenheit's scale is inconvenient, 
especially to beginners, but this disadvantage disappears when absolute tem- 
peratures are being used ; and the smaller magnitude of the Fahrenheit d^iee 
is a very considerable advantage, for it enables us to dispense almost altogether 
with fractions of a degree. The Centigrade degree is too large to allow this to 
be done. 

Page 5. — ^Among the earliest and amplest of the numerous formulae which 
have been employed to represent the relation between the temperature and 
pressure of steam we find 



-C4-0" 



where ct, &, n are constants determined by comparison with the table. Thus, 
for example, Tredgold, who was one of the first to use this formula, expressed 
the elastic force of steam by writing, a = 100, h = 177, « = 6, for Fahrenheit 
degrees and inches of mercury. All formulas of this class are very defective 
in form, and consequently apply only to a limited portion of the table for 
which their constants have been specially determined. In particular, the 
index n is smaller the higher the pressure, the value 6 being applicable only 
for pressures below the atmosphere. At four atmospheres it is reduced to 5, 
and at high pressures to 4*5. At pressures near that of the atmosphere the 
best value is 6*5. The siKjaplicity of this formula renders it convenient for 
some purposes, notwithstanding its deficiencies. 

On examining the table we find the pressure increases much faster than 
the temperature, a first rough approximation being given by Dalton's Law, that 
the pressure increases in geometrical when the temperature increases in 
arithmetical progression. If, for example, we take a series of temperatures 

2 D 
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inoreasing by equal increments of 20^ from 212° and find the laiio of eadi 
pressure to that which immediately precedes it, we find 

FresBaie = U*7 21*6 80*9 48*8 69*6 80*2 
Batio = 1*47 1-48 1*40 1*87 1*86 

If Dalton*s Law were exact, the ratios would be equal, and the formula 
connecting pressure and temperature would be either 

pssA^ or log|> a JS(<-a) 

where A, h and B, a are constants. Dalton*s Law is not exact, as is shown 
by the numbers just given, which diminish slowly as the pressure rises ; but it 
is sufficiently nearly true to explain why all formuln representing with tolerable 
accuracy the elastic force of steam, are either exponential or logarithmic in 
form. Regnault adopted a formula of the first kind, but the most useful are 
of the logarithmic type. That given in the text is an example of Roche's 
formula, the values of the constants being those employed by Tate. It is the 
best formula to use in the absence of the tables, being simple and quite 
sufficiently accurate for all pressures occurring in practice. A full account of 
all the older formuiss will be found in Dixon's Treaiite on Heat, cited in the 
text. We shall give other formulas employed for theoretical purposes further on. 

Pagb 7. — Strictly speaking, the thermal unit is the quantity of heat 
necessary to raise the temperature of 1 lb. of water through 1% at some speci- 
fied temperature. In the text, following Rankine, the temperature chosen is 
89^ F., tJie critical temperature at which water has its maximum density ; 
by physicists generally 82° F. is adopted. It is, however, in fact, assumed 
on Regnault's authority, that the speciBc heat of water is practically constant 
below about KXf F. If Rowland's experiments (p. 407) are to be trusted, the 
specific heat of water in reality varies very perceptibly at low temperatures, 
and the temperature specified diould be about 60^ F. This conclusion, how- 
ever, has not as yet been generally accepted by physicists. 

The volume of 1 lb. of water at its temperature of maximum density is 

s= *01602 cubic foot; 
at any other temperature, 

s = (1 + «i) X -01602, 

where m is a coefficient, which at temperatures below 212° is given by a table 
found in all works on physics, and which we need not repeat here. Above 212° 
experiments made by M. Him give the following results : — ^ 

Temp. 1 + m. 

892°FWir. 1*159 

866° „ 1127 

284° „ 1-0796 

212*» „ 1*0431 

* Mnoin nr la T^hemodynamiq^ p. 18, par G. A. Him. Parit, 1867. 
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The valae of t therefore increases from *01602 to *01671 at 212^, and to 
* 01857 at 392^ : strictly speaking, this dilatation ought to he taken into account 
in some of the calculations of this hook ; but the error so introduced is very 
minute, far less than the least probable enor of the most accurate calori« 
metrical experiments. 

The quantity of heat necessary to raise the temperature of a pound of 
water through 1® increases with the temperature, as has already been explained : I 

a very minute part of this increase is due to the external work corresponding | 

to the dilatation of the water, but the greater part represents a true increase in | 

the energy requisite to produce the internal changes corresponding to the rise | 

of temperature. The quantity of heat (h) necessary to raise 1 lb. of water 
from 32^ to i9 was determined by Eegnault in the following way : — ^The boiler 
used for the experiments on the elastic force of steam was filled three-quarters 
foil, and maintained at a steady pressure by use of the air chamber as before 
(Art. 2, p. 8). A small pipe^ curved downwards into the water, and provided 
with a Btop^Ksock, connected the boiler with a vessel filled with water and 
open to the atmosphere, which served as a calorimeter : the pipe projected 
inwards into this vessel, and was pierced with small holes, tiie end of the 
pipe being dosed. On opening the stop-cock, the difference of pressure 
between the boiler and the atmosphere causes hot water to flow into the calori- 
meter, the rise of temperature of the water in which furnishes a measure of 
the heat given out by the cooling water. Bankine has pointed out * that the 
value of A thus found by Begnault is too large, because the energy exerted 
by the difference between the boiler pressure and the atmospheric pressure 
will be employed in generating kinetic energy and ovwcondng frictional 
resistances, and will appear as heat in the calorimeter. The energy in question 
will — ^neglecting the dilatation of water — ^be given by 

Energy s v^* ^^ thermal units per pound, 

772 

where P is the boiler pressure, P^ the atmospheric pressure, both in pounds 
per square foot ; which becomes, reducing the pressures to pounds per square 
inch. 

Energy = * ^^ — thermal units per pound. 

OoO 

Bankine accordingly diminishes the values of h given by Renault by small 
quantities calculated in this way, and gives a formula representing the cor- 
rected results. It is not, however, clear that the whole amount of this 
correction ought to be subtracted, for the pipe being long and small, the 
greater part of the energy exerted will be spent in overcoming frictional 
resistances, and it does not seem evident that all the heat thus generated will 
reach the oEdorimeter. Moreover, Bankine*s formula at the lower temperatures 
appears to deviate more from the experiments than is justified by the correction 
in question. 

* DraMOcUom of the Boyal Society of EdMmrghy vol zzi. 

2 D 2 
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In any case the oorreciion is small, as the above fonnula sbows, and is 
not the only correction to which the valaes of k should, strictly speaking, be 
subjected, though no doubt it is the most important; we have therefore em- 
ployed Regnault's values of h, as has been done by other writers on the subject, 
notwithstanding that they are slightly too large at high pressures. 

Since the first edition of this work was published, Regnault's results have 
been questioned, on account of discrepancies between them and the data 
from which they are stated to be calculated. This discrepancy may probably 
only be apparent, not real.* 

Paqb 16.— The curves given by the equation PV* =s const, where P is 
the ordinate, V the abscissa, and n an index, occur so frequently in the theory 
of the steam engine, that it is conveDient to investigate their geometric^ 
properties without reference to the particular application to be made of them, 
ulreo.— Let A B (Fig. 40, p. 406) be any plane curve, L N^ KM two 
ordinates P^Ptt ^^® corresponding abscisssB N^ OJf being V^ Fg, then the 
area L KMN comprised between the curve, the ordinates, and the axis, is 
given by the formula 

Aiea:=J FdVi 



but in the present case 
whence by substitutian 



'F. 



Area j ** — - ■ 



Perfonning the integntion, we find 

Area = P. Ft" ■ '^' ^ _ ;» 
vrbich, temembering that 

may he written 



Area = 



-illi^lli^ 



a 



n- 1 



which is the result so frequently used in the text When n = 1 the formula 
fails : the curve in that case is a common hyperbola, and its area is given by 



Area^PjF, . log^ ^. 
■ Sm a paper by Mr. W. SntharUnd, Phil. Mag., vol. zzvi. 1888. 



I 

i 

Fi I 
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If to the area thus caloolated we add the rectangle DN, we obtidii 

Area DLKMO = Pi F, + ^' ^ I f ' ^' 

1 
• -Pi Fj - — — r . Pg Fg. 



n-1-*' * n- 1 

When the curve is regarded as an expansion canre» the ratio V^ : Fj is the 
ratio of expansion, usually denoted by r : P^ is the initial, and P, the terminal 
pressure, so that we have 

and if P., be the mean fcvward pressure, 

p Area-Di^^O n P, 1 

^-= — F^ =;rri- r — ^r"-^"- 

For example, suppose the expansion cunre to be the saturation ourvei then 
» = 1-0646, 

P. = 16-47^* - 15-48 P.. 
r ■ 

When » = 1, the rule £uls, and we have 

Owmdrkdl Carutrudion, — ^The curve may be constructed approximately 
on the following general method (see Fig. 40). Starting from X, draw any 
horizontal line, Q C7, at a small distance below L, then the question is to find 5, 
the point on the curve which lies on Q 0, For this purpose, set downwards 

n-1 n - 1* 

and complete the rectangle ^T as shown in the figure, also draw the hori- 
zontal line i^^ to meet the ordinate LNffiaF, as shown in the figure. 
Then bisect D Qin Z^ join ZF^ and prolong it to meet the horizontal through 
Tin ^: a vertical through JE will be the new ordinate very approximately, 
and by its intersection with QG will determine 8. 

For, completing the rectangle T^S^, as shown by the dotted lines in the 
figure, the rectangles ZH^ZGs^re equal, and ZNia common, 

.-. 0H= OG-^ N8^; 
that is to say, 

Rectangle N8^ = Rectangle OH - Rectangle Q. 



Digitized by VjOOQIC 



406 



APPENDIX. 



Now if the points L8he taken near enoogh together, the area of the 
rectangle NB^ may be made to differ as little as we please from the area of 
the strip of the corye LSN^ and the rectangles OE^ OO an equal to 
Pj F„ P, F„ respectively divided by n - 1 ; hence, referring to the formula 



f 


Fro. iO. 


'. \ 


X 






S, 


sr 


t 


^L 


\ 


s c 


\ 


»: 


^\^i 


\ 






P. ? 


\ 

\ 


p 


M X 




\ 

\ 






' . I 


r J 





for ibe area given above, it is dear that we have determined 5, so that it lies 
on the curve F V* ^ constant very approximately. The construction can 
now be repeated as many times as we please, so as to obtain more points on 
the curve. The physical interpretation of this construction, when applied to 
the adlabatio curve for air, will be understood on referring to Art. 35 in 
Chapter IV. 

The mean pressure is found graphically by inverting the construction. 
For let us suppose X 5 to be two given points not necessarily near together, 
but anywhere on the curve: then, inverting the construction, the line Z8^ 
will be determined, the ordinate of which must be the mean pressure during 
expansion. 
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DeviaHonfrom an EyperMa and from ths SaturaHon CWrfw.— All 
cures of this class resemble an hyperbola the more closely the nearer n is 
to unity. When n is nearly equal to 1 the deyiation is very small, and it is 
often important to know it, the more so as the construction just given then 
becomes cumbrous. 

Taking the equation 

to find the vertical distance between two curves, diffeiiog slightly in the value 
of n, we have only to differentiate, assuming F constant and n variable, then 

«P= -P.logcF.dtt+P.logcFj.dn, 

the curves being supposed to start from the same initial point indicated by 
the suflSz 1. Or if r be the ratio of expansion F: Fj , 

dP= - P. logf r.«n, 

which becomes, if one of the curves be an hyperbola, 

«P = (l-n)P,log,r. 
For example, the vertical distance of the saturation curve of steam from an 
hyperbola is approximately 

- «P= •0646.Plogcr, 

where r is the ratio of expansion, reckoned from an initial point, from whence 
the two curves start. 

The horizontal distance of two curves near each other may in like manner 
be found by differentiation, considering P constant and F variable; whence 
is obtained, by a similar process, 

F 

d F= - — . logf r . dn. 



CHAPTER 11. (Abtb. 7-16). 

Paob 22. — Joule's second series of experiments for the purpose of determin- 
ing the mechanical equivalent of heat are described in a paper published in the 
PhiUMophieal TransaetumB for 1878 (vol 169« p. 366). The method employed 
was the same as before, and the value obtained was practically the same. 
Shortly afterwards, in 1879, Bowland made some important experiments by 
Joule's method, in a manner calculated to show the variation in the specific 
heat of water (if any) at low temperatures (p. 402). A clear and brief account 
of these experiments will be found in Prof. Peabody's work, cited on page 318. 
Their results at the same temperature are about one-quarter per cent, greater 
than those of Joule, accepting which and adopting a minute correction for 
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latitude and another of more importance- for thermometric measorement, the 
value 772 is raised to 778, an increase of rather lees th-^n 1 per cent. At 
the lowest temperatures the value obtained was greater than at higher, from 
which the conclusion drawn was that the speclGc heat of water was greater at 
low temperatures, the minimum being at about 80^ F. It is, however, 
possible that the unavoidable errors of the method employed were smaller at 
low temperature than at high. 

Besides the two series of experiments by agitation of water, Joule deter- 
mined the value of the mechanical equivalent of heat by experiments on the 
heat produced by an electric current, which are described in the Report of the 
British Association for 1867, and most physicists* now regard this determina- 
tion as the more trustworthy. The value thus obtained by Joule was 782 
instead of 772, and in treatises on physics we consequently find 42 millions 
in G.G.S. measure commonly adopted. This value, which is equivalent to 
780 in British units, though it can only be regarded as a round number, may 
be considered as the best estimate which can at present be made of the 
mechanical equivalent of heat^ it is just 1 per cent greater than that which 
for a long period was so generally adopted (see p. 415.) In the text the 
old value 772 has been throughout retained, partly because the exact value is 
unknown, and partly because the necessity for a change cannot be add as 
yet to be accepted by all authorities on the subject. 

When the value 780 is adopted, the thermal equivalent of a horse-power 
becomes 42*8 instead of 42*76, and the constant in the formula for the 
specific volume of steam is changed from 479 to 484 (p. 15.) The important 
divisor by which areas represented in the usual way are converted into 
thermal units may be taken as 5*4 instead of 5*36. 

Paobs 81-35. — ^In the original notes of 1871, on which this work was based, 
the Author laid great stress on the conception of internal work, and remarked 
with some surprise that, though universally admitted, the principle was not 
placed in the rank of a law of thermodynamics by authorities on the subject. 
In his recent valuable treatise (Thermodynamique, Paris, 1887), Bertrand 
states it as a fundamental law, ascribing it to Mayer. Subsequently the 
Author inclined to the generally received view that the principle may be 
considered as axiomatic. Is it not implied in the statement that the state of 
a body is completely defined by its pressure, its volume, and its temperature ? 



CHAPTER III. (Aets. 16-30). 

Page 40. — ^The term ** efficiency " here, and constantly throughout the 
book, used, as Rankine used it, for the ratio of work done to heat expended, 

* Unita and Phyiical Constants, by J. D. Everett. Practical Physics, hj 
R. T. Glazebrook and W. N. Shaw. 
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is tiiidoTibtedly objectionable. Some iiame is neceflsary for Uus ratio, bat it 
appears to tbe Author that the term " co-efficient of performance," suggested 
in Chapter Y., page 161, and employed in Chapter XL, is far preferable. 

Faobs 48-58.— These articles (23-26) are better omitted on first reading 
the subject; they may with advantage be postponed till Chapter YI. has 
been commenced. 

Fagb 63.— The elementary articles here introduced into the present edition, 
on the compound engine of the receiver type, are intended chiefly to call the 
attention of the reader at the earliest possible moment to the enormous 
influence on the working of a compound engine of the relative liquefiiction 
in the cylinders. The Author has for many years past laid great stress on 
this point in his teaching, being convinced that the practice, common in the 
best treatises on the steam engine, of making calculations without any 
reference to this matter, is most misleading. 

Page 67. — ^Thanks to the introduction of gas engines, the word "cycle** 
has become part of the vernacular of engineering science. In the present 
edition the term has, therefore, from the commencement, been used more 
freely. 



CHAPTER lY. (Abts. 31-^2). 

Paob 74. — ^The experiments referred to are described in a paper on the 
" Thermal Effects of Fluids in Motion,'* originally published in the FhHoBo- 
pkical Traruactions for 1854, and reprinted in vol. L of his MaihenuUicai and 
Physical Papeny by Sir W. Thomson. The conclusion arrived at was that 
the absolute zero was, ** within two or three-tenths of a degree," 273^*7 C. 
below the melting point of ice. In his article on " Heat " in the EncydopoBdia 
Britannica^ Sir W. Thomson places it half a degree lower, at 273^*1. This 
value, which corresponds to 459^ * 5 F., is now universally received ; but for 
the purposes of a theory of the steam-engine the alteration is not of much 
importance. The same remark applies to certain small changes consequent 
on the adoption of a larger value of the mechanical equivalent of heat. 

Paob 77. — If we assume that a body exists, for which the relation between 
pressure volume and temperature is — 

where ( is a constant which is zero for a perfect gas, and if we further 
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Buppofle the specific heats coDBtant axid giyen by the same equation as in a 
perfect gas, namely — 

it will be found by reasonings as in the text, that 

Internal Work = X i^t - ST,) 

dependiog solely on the temperature, and the thermodynamics of such a body 
can be treated as on page 81. A mixture of a gas and a finely-divided solid, 
furnishes an example of a body so oonstituted, as will be seen further on in 
this chapter (Art 46, p. 113). 

Paob 78. — The assumption that the vapour of a liquid is a perfect gas, 
though untrue for any actual vapour, and, perhaps, physically impossible, leads 
to results of importance. 

Let Q be the total heat of evaporation at temperature T^ and let the 
vapour be superheated to the temperature t at constant pressure P, its 
volume then being F. Finally, suppose it further superheated at constant 
volume to a given temperature $, If s be the volume of the liquid, the 
internal work done must be 

Internal Work = Q + jB^ (< - J) + JT, (^ - - P (^- «)• 
OmittiDg 8 as very small, and remembering that P V= c i, where cs JZ^ — JE^ 
this beoomes 

Internal Work ^Q -¥ K^$ -- EfT, 

Now the final temperature 6 and volume F of the vapour being given, the 
internal work must also be given, that is, it cannot depend on the temperature 
of evaporation T,and we learn that 

Q = Constant + JT^ . T. 

It appears, therefore, that if the vapour of a liquid is a perfect gas, its total 
heat of evaporation must increase uniformly with the temperature, the rate of 
increase being K^ the specific heat of the vapour at constant pressure. In a few 
liquids, an important example being water, the rate of increase is uniform, but 
the specific heat of superheated steam is not '805. The demonstration here 
given is taken, with slight modifications, from Bertrand's Thennodifnami^uef 
p. 77. We shall return to the question farther on. 

Paob 92. — ^The object of the articles on air and gas engines, most of which 
have been added to the present edition, is not of course to convey to the 
reader practical knowledge of these machines, which would be impossible in 
so small a space, but to illustrate thermodynamical principles. For this pur- 
pose, the thermal cycle and the mechanical cycle have been separately traced 
in full for each case. In no other way can a true idea of the way in which a 
heat engine works be so easily obtained. Many questions relating to a steam 
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floogine cannot be understood without reference to the simpler. case of ax^ air 
engine. 

Page 108. — ^The articles on gas engines here introdaoed are intended 
chiefly for reference in Chapter YII. On first reading the subject they may 
be passed over. 

Paob 118. — ^Refrigerating machines are seldom mentioned in treatises on 
thermodynamics ; yet it seems clear that this aspect of a thermodynamic 
machine is, in principle, quite as important as that in which the conversion of 
heat into work is considered. Moreover, the manufacture of these machines 
has of late years become a great industry. The articles here introduced in 
this edition on reversed air engines should be carefully studied before going 
further, so that the idea of reversibility may be fully grasped before the 
difficulties connected with Gamot's principle are encountered. It is too often 
supposed that Gamof s reversed heat engine is a purely ideal machine. 



CHAPTEB y. (AfiTB. 5S-66). 

Paos 130. — ^The statement that heat cannot pass from a cold body to 
a hot one was worded by Glausius in two different ways ; in the earlier the 
qualifying words were *' of itself,** in the latter, '* without a compensation.** 
If a heat motor with a wide range of temperature drives a heat pump with a 
narrow range of temperature, the arrangement as a whole is self-acting, and yet 
in a certain sense causes heat to pass from a cold body to a hot one, and for 
this reason Clausius preferred the later wording. The Author has adhered to 
the earlier, as being, in the first instance, more eanly intelligible. By many 
writera Gamot*s principle is regarded as the second law, but it is difflcult to 
see how a statement capable of proof by reference to some still more funda- 
mental axiom can properly be regarded as a law. The question is of course 
one of words only ; the Author here follows MaxwelL 

That there is a difference in degree between the first and second laws is 
generally admitted. In the preface to the first edition of this book, the Author, 
again following Maxwell, stated that the impossibility of converting heat of 
low temperature into heat of high temperature might perhaps be evaded if 
we could *' operate on the ultimate molecules of which bodies are composed." 
On this point the reader is referred to Application of Dynamics to Fhysics and 
Chemistry^ chapter xviii., by Professor J. J. Thomson. 

Page 132. — ^The alternative statement here made was given by Sir W. 
Thomson in 1851, in a paper which is reprinted in vol. i. of his Ma^hemaiicdl 
and Phyncai Ffvperz. Sir W. Thomson remarks in this paper (p. 181), 
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that his own and ClansiaB' statement differ only in fonn, either being a 
necessary oonseqaenoe of the other. 

Paqe 136. — ^A translation of Camot's work, published in 1824, Beflexiang 
aur la Puisaance Moirice du Feu, by Professor Thurston, has recenUy been 
announced. Some rough notes, published in 1871, show that Gamot had, 
before his death in 1827, arrived at the conclusion that heat and mechanical 
energy were convertible, and had actually obtained a correct value of the 
mechanical equivalent of heat 

Pagb 139. — ^The conception of an absolute scale of temperature is due to 
Sir W. Thomson, and the fundamental experiments by which the dose co- 
incidence of this scale with that of the air thermometer was established were 
made by him in conjunction with Dr. Joule. They have already been referred 
to on p. 409. 

Paqx 146.— It is shown in Chapter XL that a steam engine may be so 
constructed as to be a theoretically perfect heat engine, not only by use of a 
Camot cycle, but also by the addition of a properly constructed feed-water 
heater. The consumption of heat and steam are then given by the foimuls 
here obtained. 

Fags 146. — ^The statements here made are examined and verified in 
Chapter XI. 

Faob 148. — ^Like so much else in thermodynamic science, the idea of a 
warming machine is due to Sir W. Thomson. His original paper, published 
in 1852, will be found at page 515 of the work already more than once cited. 
The numerical results obtained by him differ from those given in the 
table, for reasons explained in Chapter YIL 



Paob 149. — ^Refrigerating machines form a very large subject The best 
comprehensive account of the various processes is perhaps that given by 
Mr. Lightfoot in a paper read before the Institution of Mechanical Engineers 
in 1886. 



CHAPTER VI. (Abtb. 67-89). 

Faob 153.— For the purpose of finding the density of steam, Roche's 
Formula (p. 402) is not sufficient. Though giving approximate results for a 
wide range of pressure^ it is undoubtedly incorrect in form, discrepancies 
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appearing on minnte examination, which become large errors if the formula is 
applied to very low pressures. For theoretical investigations a formula more 
exact in form is required, expressed in terms of the ahwlute temperature. 
Of these, the first to be mentioned is Bankine 's formula 

logp = ^ -— -^ 

where Tis the ahgolute temperature, and A^B^C zx% constants. This formula 
represents the experimental results very closely, not only for the vapour of 
water, bat also, with suitable modifications in the constants, in the case 
of other liquids. The values of the constants employed by Buikine in the 
case of steam were 

A = 6-1007 : log -B = 3*43642 : log C = 6-59873, 

in which it is to be noted that the pressure is supposed in pounds per square 
inch, and that the temperature must be reckoned from a zero 461^ '2 below the 
zero of Fahrenheit's scale. 

Hence by differentiation we find 

T dP _ B' (cy 
P'dT r+VW, 



*+l = ^.^„=-^+l;=7 



where B* C tue other constants easily derived from B and C7, their values 
being 

log J?* = 3-79864 : log C = 3-13099. 

The meaning of this number hy and its connection with the internal- work* 
pressure, are explained in Chapter YI.,- page 155. It was by this formula 
that Table Y. was calculated. 

Again, it was shown in Chapter Y., page 146, that 

dT' 
where u is, as usual, written for v — s ; 

L dT 

Proceeding as above, a formula is obtained by which u is found in terms of 
the latent heat of evaporation X. It was in this way that Rankine calculated 
the densities of steam registered in his tables, from which Table UL in this 
book has been calculated by interpolation. 

Bankine's formula is of the semi-empirical kind, having been obtained by 
reasoning from a certain supposition as to the constitution of matter called 
the ** hypothesis of molecular vortices." This hypothesis has not obtained 
acceptance ; moreover, on close examination discrepancies may be detected, 
which may, perhaps, be diminished, but probably cannot be removed, by a 
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! 
fresh detennination of the oonstants. Of much more intereBt U Dopr^s ! 

formnki obtained by soppoaing steam a perfect gas (p. 410X and writing 

where a, 5, e are constants. The theoretical valnes of a and h are those 
given further on (p. 167), multiplied by 772, and that of e (neglecting 
$ = *016) is 85-5 (p. 79). Substituting and di?iding by T^, the formula 
employed in this article becomes 



Integrating we find 



1 dp^ a '^ 

p' dT "^ TP " cT 



a h 



where ^ is the constant of integration. Now, if we employ in this formula 
the theoretical values of a, (, e, we obtain results which are not exact indeed, 
but, as Duprd pointed out in his ThSorie Meoaniqw de la Chdleur (Paris, 
1869), p. 97, they are not very far from the truth for steam and other 
vapours. Recently, Bertrand, in his work already cited (p. 408), has examiued 
Dupr^^s formula, and shown that by a proper determination of the constants 
it may be made to represent the (complete) relation between pressure and 
temperature with great accuracy in the case of sixteen different vapours, as 
determined experimentally by Begnault Writing the fonnula in the form 

iogp = -4- ji- o.iogr, 

the values of A^ B^ C are determined for each vapour by comparison with the 
experimental results. These values are for the vapour of 

ABC 

Water 17-44324 2795* 3-8682 

Ether 13-42311 1729-97 1-9787 

AmmonU 13-37156 1449-83 1*8726 

pressures being supposed in millimetres of mercury, temperatures in d^ees 
Centigrade from a zero 278^ below the zero of the Geutigrade scale, and the 
logarithms bdng common, not hyperbolic. In cases where a formula is 
required for theoretical purposes, Dupr^s may be considered the best, being 
very approximately accurate in form, and the derived formula very simple. 
When a liquid is not homogeneous, but is a mixture of liquids of different 
degrees of volatility, the relaticm between pressure and temperature is of a 
different character. A formula of the exponential type (p. 402) would 
probably be found moie suitable for representing it Petroleum is a case 
of this kind. 
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Faob 153a. The poarible errors xefened to here have already been noticed 
(pp. i08, 409). It will he seen that the probable error in the value of the 
mechanical equivalent of heat is greater than is stated in the text, and that 
consequently the density of steam is probably 1 per cent, less, and its specific 
volume 1 per cent greater than as calculated by Bankine. 

It is of importance to remark that the external work Pu, together with 
the other properties of saturated steam, when expressed in thermal units^ are 
not affected by a change in the mechanical equivalent. 

Paqb 172. An extensive series of experiments on superheated steam 
were made by Him, and are described by him in his Th^yrie M^caniqus de la 
ChdUur, Attempts have been made to connect the results of these experi- 
ments with the properties of saturated steam, and express them by a 
modification of the formula for the permanent gases^ which may be written 

P (v + jS) = c r. 

The modification consists in the introduction of a quantity j3, which depends 
in some way on the temperature volume or pressure, and is determined by 
comparison with experiment. Partly by reasoning of a not very satisfactory 
character, and partly by experiments on sudden expansion. Him was led to 
the conclusion stated in the text, that the isodynamic curve for superheated 
steam is a common hyperbola. The simplest case of this is when the 
internal energy is given by the formula 

/=7o + a.PF, 

where I^ and a are constants. This equation should be true for saturated 
steam, and on trial by aid of tiie tables it will be found that it is true, though 
only to a rou^ degree of approximation, an average value of a being 3. 
Beasoning as on page 80, it immediately follows that the adiabatio curve for 
superheated steam is of the form FV* = const where 

Further, when steam is superheated from state 1 to state 2, we shall have 

Heat expended = a V(P2 - Pi) (when Fis constant), 

= (a + l)P(r, - Fj) (when P isoonst). 

The spedfic heats at constant volume (iSTJ and at constant pressoie (Kp) 
are now one or both variable, and are {^ven by 

22. = ar^;irp = (a + l)P^.. 
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We must now make one further aasumption on experimental grounds, and 
according to Zeoner we ought to take 

IT^ = -48 X 772, 

the value *48 being that obtained by Regnault for the specific heat at constant 
pressure of superheated steam, by experiments which, it may be remarked, 
were only made at atmospheric pressure. Substitute in the equation for 
K^ just found, and integrate, then 

PF= 92-6 r-/(P), 

where /(P) is a function of P determined by reference to the adiabatic 
equation found above, and assuming that the temperature in adiabatic 
expansion fedls as it would do in a permanent gas. We thus finally obtain 
the equation 

PF= 92-6 r-9604rP; 

the constant 950 being found by observing that the equation must be true for 
saturated steam* This formula represents what is known about the properties 
of superheated steam with sufficient accuracy for i^actioal purposes, but it is, 
neverthelese, purely empirical It will be found on examination that a is not 
really constant, as supposed, but increases with the pressure. 

According to Zeuner, then, j3 is a function of the pressure only, while the 
specific heat at constant volume varies, diminishing as the temperature rises. 
Him, on the other hand, supposed the specific heat at constant volume 
constant, from which hypothesis, reasoning as before, we conclude that j3 is 
a function of the vdmne only, and that the spedfio heat at constant pressure 
increases as the temperature rises. The &cts may, {nrobably, so far as they 
are known at present, be represented equally well by either hypothesis, but 
Zeuner's equation is that most used. 

Recently, in a paper published in the TraraactionB of ihe InsHhaion of 
Naval Architects for 1889, Mr. Macfarlane Gray, on theoretical grounds, 
proposes to take both specific heats constant, each being the same as they 
would be in a permanent gas of the density of steam, as found by calculation 
(p. 79), while fi is made to vary, as indeed it must do, to represent the facts. 
These hypotheses, however, do not appear to be consistent with one another, 
and it may be doubted whether such a small value as * 38 for the spedfic heat 
at constant pressure can be reconciled with Him's experiments on superheated 
steam (^Thecrie M4can%gue de la ChaUur, vol. i., p. 432), even if it be granted 
that Begnault's value (*48) is untrustworthy. A modified form of Dupr6*s 
formula is deduced by Mr. Gray, which represents the elastic force of steam 
with extreme accuracy, but this is not in itself conclusive, because the original 
formula, with the theoretical values of the constants, is so near the truth 
that the necesnury corrections might be represented in many ways within the 
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limits of experimental error. One way, as explained before (p. 414), is 
that adopted by Bertrand, namely, to find new constants by oomparison with 
experiment 

It may be worth while to add that the deviations of the permanent 
gases, such as air, and also of carbonic add, from the perfectly gaseous laws, 
have been shown by Sir W. Thomson, in his paper on the Thermal Effects 
o/Muida in Motion, abready cited, to be expressed by taking in the general 
formula above, 

where ( is a constant ; but this formula apparently does not apply to steam. 



Faob 161. — While reading the articles on the expansion of steam, that 
part (pp. 48-58) of Chapter III. which refers to the total expenditure of heat 
in an engine should be considered, and the method applied to the case of an 
engine working with steam which always remains dry and saturated. This 
case, though hardly ever occurring in practice, is nevertheless instructive, and 
has the advantage of being more completely definite than any other. It is 
sometimes adopted as a standard of efficiency. The case where the index of 
the expcmsion curve has a value (say *9) less than unity is also worth inves- 
tigation, as it represents many actual expansion curves. 

Though not practically used, the formulas (p. 57) given by Bankine for the 
pressure equivalent to the expenditure of heat are of some interest 



Page 175. — ^This formula for k may be derived from Dupr^s formula 
(p. 414). The constants employed were obtained direct from the table ; they 
agree very closely, but are not identical with those derived from Bertrand's 
coefficients given previously. 

Paob 176. — ^The additional examples of the expansion of steam placed 
here as an appendix to Chapter YI. formed the second half of Chapter VII. 
in the first edition, the first half being now incorporated with Chapter YI. 
The Author has reprinted these examples with some hesitation, the method 
adopted, though of some interest, not being now often used. The examples 
are, however, required for reference, and moreover the method has been re- 
cently employed in a memoir by M. Dwelvshauser-D^ry, on the exchange 
of heat between steam and metal, in the BvUetins de la BocUtd IndustrieUe 
de Mtdhowe for 1888. In the Diagram of Exchanges given in this memoir, 
the ordinate of the curve drawn, showing the inflow and outflow of heat, is 
the difference of the ordinates of the curves of internal and external work 
according to the method of this chapter, and, as will be seen on reference to 
page 181 (page 150 of the first edition), the idea of drawing a curve of internal 

2 E 
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work for an aotnal ezpanrion cnnre oocarred to the Antlior. In the memdr 
referred to, diagrams are dniwn for eight examples ; two are with satnnktod 
steam, and six with snperheated steam. The results are highly instrootiTe, 
and are, doubtless, trustworthy, the diagrams relied on being taken hy 
HaUauer, whose aocnraoy in such work is so well knowu. 

The Author is inclined to think, howeyer, that a method based on the 
thermal diagram described in a later chapter would be more easy in appli- 
cation. 



CHAPTER VII. (Abtb. 91-104). 

Page 208.— This chapter formed the first half of Chapter YIII. in the 
first edition. The principles which the Author has here attempted to explain 
are well illustrated by the action of the feed-water heater of a steam engine 
discussed further on (pp. 862, 864). 



Paob 204. — This formula for mean temperature was giyen in the first 
edition, but the Author at that time by no means realised the importance 
of the idea involved. The conception of mean temperature in applied thermo- 
dynamics is as useful as that of mean pressure. 

Page 211. — In the absence of a regenerator, the cycle of the Atkinson 
engine exactly corresponds to the mode of supply and rejection of heat in gas 
engines. A description of this machine, which presents many points of 
interest, with full illustrations, will be found in Prof. Bobinson's €ku and 
Feiroleum Engines, recently published. Trials were first made by Prof. 
Unwin, which have been described by him in a report published in 
Engineering for 1887. More recently (Journal of the Society qf Arte for 
February 1889), three gas engines, together with a portable steam engine, 
were reported on by Dr. Hopkinson, Prof. Kennedy, and Mr. Beauohamp 
Tower, acting as judges for the Society of Arts. To these valuable reporte 
the reader is referred for further information on gas engines. 

Page 217. — The formula given in this appendix, page 407, for the deviation 
of two curves of the type P V* = constant, Offering slightly in the value of n, 
leads to a very useful formula for the condensation in adiabatic expansion, 
for it is clear that if the ratio of expansion be r we shall have 

1 - « = a .log r, 

where a is a constant which may be found by application to a particular 
case. In the case considered in the text, r s 24/6 ' 15, so that log r = '6913. 
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The value of as is found to be '911, that is, the condensation is •089. Hence 
we find : — 

1 - (0 s= 'IS logr. 

If the pressures be giren, then r must be understood to mean the preasuie- 
^atio, and 

1 - » = -13 logr. 

For example, if steam at 140 lbs. expands till its pressure &lls to 11 lbs., 
r = 140A1, and, 

1 - (B s 'Id X 1*105 B •144. 

These formulie were given in the first edition of this work, but the Author 
has since found that when the constant is properly determined the approxi- 
mation is much better than he then supposed. Exact results cannot be 
expected, because the index of the adiabatic curve varies, as explained in the 
text. The logarithms in the formulae are common, not hyperbolic. 

Again, the same formulae (p. 407) show that the deviations of two curves 
from a third are in a constant ratio. If then we determine the ratio for one 
pressure we shall know it for all. Thus, in the example of the text, the final 
volume of the steam is. 

For hyperbdio expansion .. 28*96 cubic feet. 
When dry and saturated .. 26*36 „ „ 
For adiabatio expansion •• 24*00 „ „ 

The deviations from the saturation curve of the adiabatio curve and the 
common hyperbola are therefore approximately in the ratio 12 to 13. As 
stated on page 369| this result fdmishes a usefol method of constructing an 
adiabatic curve. 

Paok 228.^The function (^) which we describe as ^ entropy,** besides 
determining the inflow and outflow of heat, may be employed for an entirely 
different purpose. Referring to page 224, if Tq be the lowest temperature of 
surrounding objects, B the heat rejected at that temperature, 

Now the heat B thus rejected at the lowest possible temperature cannot be 
converted into mechanical energy, and may consequentiy be described as 
" unavailable energy." Hence, since B is proportional to ^, the entropy of a 
body is a measure of its unavailable energy. .In &ct the term is better 
adapted to this interpretation than to that given to the function by Bankine. 
Many authorities use the term in this way, and it would seem that Glausius, 
who introduced it, regarded this interpretation as the primary one, while ftdly 
accepting the other. Whichever we adopt it must always be remembered 
that entropy is not in itself eneigy, but only becomes so when multiplied by 
a temperature. 

2 S 2 



Digitized by VjOOQIC 



420 APPENDIX. 

CHAPTER VIIL (Abtb. 105-113). 

Pagb 286. — This chapter has been reprinted with slight modifications 
from the first edition, and it is only since it was in type that the Author has 
found that the loss by misapplication of heat to the feed water can be 
aToided, not only by use of a Oamot cycle, bnt also by the employment of a 
properly constructed feed-heater. This question is considered in a later 
chapter (p. 362), but it may be useful to give here an independent inyesti- 
gatioD. 

Let us suppose that the supply pipe through which the feed-water passes 
on its way firom the hot well to the boiler contains a series of gratings similar 
to those of a regenerator. Each grating, howeyer, is to be imagined tubuhir, 
BO as to act as a condensing coil for the exhaust steam of an auziliaiy engine, 
small orifices at the lower end permitting the drainage of the coil to mingle 
with the feed. The condensing pressure in the coils is so regukted that the 
temperatures of the gratings form an ascending series, commencing with the 
temperature of the hot well and ending with that of the boiler. The effect 
of these arrangements is that the feed-water is gradually heated during its 
passage to the boiler, and finally, together with the drainage of the gratings, 
entera the boiler at the boiler temperature. 

Considering any grating, let y be the condensation in all the gratings which 
precede it for each lb. of feed of the main engine, and Ay the condensation in 
the grating itself, whereby 1 + y lbs. of water are raised through the small 
interval of temperature (A T) by which the grating in question is separated 
from the next preceding, then 

(1 +y)Ar=«Zr.Ay, 

where £, as usual, is the latent heat of eyaporation at tempenture T, at which 
the condensation in the grating takes place. Referring to page 223, and 
remembering that the auxiliary engines are all supplied (with dry steam 
suppose) from the main boiler at temperature T^ 



Substituting this Talue of x L, 



l + y""J^i 



A (logt T) 



Integrating 



=i+log,Ti-log,r 



(l+y)j^ + log.^| = Const. 



The constant is found by observing that when T s= T, the temperature of 
the hot well, y = 0, and then putting T ss T„ we find, 



Digitized by VjOOQIC 



NOTES AND ADDENDA. 421 

or 

a formula which gives the weight of steam used by the auxiliary engines. 

Since only the latent heat of evaporation is supplied by the boiler, the 

heat expended for all the auxiliary engines and the main engine taken 

together must be 

T 
Heat expended = 2\ . logc ±f + L^. 

To find the work done, observe that the main engine alone rejects heat into 
the condenser, therefore, again referring to page 223, 

Heat rejected = ^o{^+ logc ^] 

The work done is found by subtraction, and hence we obtain 

Efficiency = ^ \ 

bemg the same as if a Gamot cycle had been used. 

The demonstration here given is added only for the sake of completeness, 
for it adds nothing to the force of what is said on page 362. 

It is sometimes asked whether the cycle of an ordinary steam engine is or 
is not reversible, and the answer depends on the nature of the feed-heater, 
if there be one. If it be such as is here described, the process is clearly 
reversible, each of the auxiliary engines being reversible. And if it be an 
'Mnterchanger," through which the hot gases of the furnace pass in the 
opposite direction to the feed water, so as to be cooled down to the tempera- 
ture of the hot weU, the process is still reversible. But if there be no feed- 
heater the process is not reversible, and there is a loss by misapplication of 
heat to the feed as described in this chapter. We have here a good illustra- 
tion of the thermodynamical principle that reversibility is the true test of 
mxamium efficiency. 

Faqb 237. — With the high pressures now in common use in condensing 
engines, the maximum loss by misapplication of heat to the feed is somewhat 
more than 10 per cent, say 11 or 12 per cent. (p. 362). 

Page 238. — It will be found a useful exercise to work out the loss by 
misapplication of heat during expansion when the steam remains always dry 
and saturated. We have not space to give the investigation. 
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CHAPTERS IX, X, (Abtb. 114-145). 

Paox 278.— The subjoined table shows the clearance ratios for the engines 
of some yessels of war. The surface-factors were calculated for the Author 
by Mr. Slade, from drawings ftimished by the Admiralty. The volume co- 
efficients are selected from a number of examples, in some of which the yaluo 
is even greater. A coefficient less than * 1 is very exceptionaL 



YetNL 



Ahsoh. 



Benbow 



AUBO&A 






Wasp 



/H.P. 

(l.p. 

ILP. 
P. 

(H.P. 
LP. 

(l.p. 

H.P. 
I.P. 
L.P. 



Snrfooe 
Factor (^). 



2*1 
2 

2*5 
1-5 

3 

2-3 

21 



YoXjom 



(c). 



•22 
•10 



•23 
•14 
•13 



Page 275. — After the steam is cut off additional surface is exposed, which 
which may be described as the ''expansion surface.** The effect of this 
additional surface is entirely different from that of the admission surface, as 
will be seen on reference to page 353. 

Paob 281. — To avoid misapprehension it may be added that the actual 
form of the temperature curve in the neighbourhood of the BurHnce A (Fig. 39), 
where the heat enters will depend on the rate at which heat can be supplied 
by external bodies. This is usually limited, and consequently the slope at a 
has a certain maximum steepness. In the first instance, then, a point of con- 
trary flexure exists which in a few moments moves up to a and disappears. 

Page 283. — To obtain an exact value of the coefficient of conductivity for 
the metal of a steam cylinder, it would be necessary to make experiments on 
similar material at a similar temperature. The comparative conductivity of 
slightly different materials no doubt varies greatly, and the values given in the 
table can only be considered as rough estimates. The conductivity of water is 
known with some accuracy by the experiments of Mr. J. T. Bottomley 
(Phil, Trans., 1881). The comparison with iron is made at low temperatures. 
Sir W. Thomson takes the ratio as ^th. 

Page 285. — The calculation here given will probably appear to many 
readers arbitrary and inconclusive, for it seems at first sight as if the result 
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was assamed rather than proved. Tet the prooesB is one which is neoeosarily 
adopted in all similar questions. The reason is that the differential equation 
furnishes but one general condition which is oommon to the particular problem 
considered and to an indefinite number of widely different problems. A 
tentative method is therefore employed, which consists in selecting from a 
number of solutions of the equation that particular solution which corresponds 
to the particular case considered. If it is possible to find a solution which 
satisfies the equation while at the same time it fully represents the physical 
problem considered, that, and that alone, will be the true solution ; no other 
is possible. 

Paox 286.~The application of the simple harmonic formula to obtain the 
values of y and Q for a steam cylinder was given by the Author in his 
course at the Koyal Naval College, in 1881. The value of the coefficient in 
the formula for Q is only a round number, the exact value, corresponding 
to the value (7*6) of/, adopted, being 5* 7. For reasons just stated, the 
coefficient is not known exactly, and may be as low as 5, in which case the 
tabular values would be reduced by about 10 per cent. The formula were 
published by Qrashof in 1884. The values of the coefficients given by Eirsch 
in his work cited on page 290, are nearly the same as those adopted in the 
text. 

Pagb 291. — ^The great effect on the efficiency of a condensing surface 
produced by a rush of steam which clears the surfiEice of the water deposited 
by condensation, is well shown by some important experiments by Mr. Charles 
Lang, which are described by him in a paper read before the Institution of 
Engineers and Shi^wUders in ScoUandy in March 1889. The condenser 
employed was one designed by Messrs. Weir, in which the tubes are con- 
tracted at the outlet ends, through which the condensed steam, together with 
a small quantity remaining uncondensed, pass into a chamber, from which 
they return through the condenser by a single '* return tube." The effect of 
this arrangement is that the pressure in the chamber is much lower than at 
the entrance of the tubes, and a strong current of steam is produced through 
all the tubes. The condensation per square foot of surfiice was so great as 
fully to bear out the statement in the text, that the film of water produced by 
condensation is the principal cause which obstructs condensation. 

Thus, in a continuous process of condensation, the scour of the snrfiuse 
produced by a rush of steam increases condensation. As will be seen from 
what is said further on, the effect is exactly the reverse in a process of 
alternate condensation and re-evaporation, where the heat enters and leaves 
the metal at the same surface, instead of passing through and out at the 
opposite side. 

Page 294.— The extreme slowness of the escape of heat from a dry 
surface, as compared with the rate of conduction through metal, is best 
understood by observing that, according to the formula for conductioD given on 
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page 278, a flow of ' 05 thermal units per square foot per minute corresponds | 

to a thermal gradient of yf^tb, that is of P F. in 12' B feet. If we suppose 
that in consequence of the moisture suspended in the steam and its violent 
agitation, the escape is twenty times as great ; it is still small when compared 
with the intensity of the exchange of heat between steam and metal which 
we know goes on in steam cylinders. 

Although for this reason it is believed that the action of the metal in 
ordinary cases is mainly superficial, it is not intended to assert that by 
sufficiently heating the external surface of the cylinder the steam may not be 
prevented from condensing, not merely superficially, but throughout its whole 



Paob 298. — The investigation here given (Art. 140) is taken, with some 
slight modifications in notation introduced for the sake of clearness, from the 
first edition of this work. That which precedes (Art. 139), which is its neces- 
sary complement, is now added. As stated further on (p. 301), they are only 
intended for the purpose of illustration. 

Paok 306. — ^The Author has not as yet attempted to construct a thermal 
diagram which shall include the effect of clearance and wire-drawing ; but it 
is probable that this may be done without much difficulty. 



CHAPTER XI. (Arts. 144-166). 

Paok 317. — ^In this chapter, as throughout the book, the calculations are 
made on the supposition that the mechanical equivalent of heat is 772. The 
effect of adding a small percentage is to reduce the necessary (not the actual) 
expenditure of heat and the calculated efficiency in the same proportion. The 
missing work given in the next table (p. 322), is increased in consequence of 
the reduction in the useful and waste work. The comparison of the heat ex- 
pended with the sum of the heat rejected and the useful work (p. 315), is 
also affected, though to a veiy small extent The difficulties attending the 
exact estimation of priming water render such corrections of little importance, 
provided the same value of the equivalent is constantly adhered to. The same 
remark applies to the corresponding change in the density of steam. 

Page 3d4.^The report of their experiments by Messrs. Gateley & Kletzsch 
cited in the text, bears obvious marks of hasty preparation, and in one or two 
points may reasonably excite distrust. The Author, however, sees no reason 
for rejecting these experiments altogether. It is not intended to attach any 
importance to a close coincidence in the results obtained in different cases 
(p. 332). A very small error in the experimental data will frequently 
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give rise to a large one in the calculated result. It should he remarked 
that the clearance is the same in the two engines, M and 6E, a Tery 
important point in making a comparison. 

An exact experiment on two engines precisely similar, bat differing in size 
and speed, would be of the utmost value. 



Paqb 337.— The experiments by Major (now Colonel) English here referred 
to, are described in the first of the two papers cited farther on. They were 
made on a pumping engine with a pair of horizontal cylinders. One of the 
trials is denoted by ^ ^ in the table on page 334, and by E on page 322. 
In this paper a formula is given for cylinder condensation, based on the 
supposition that it follows the theoretical law of the inverse square root of 
the speed, bat in other respects this formula is entirely different from that 
adopted in the text. 

Paqb 339. — The law that the initial condensation in a steam cylinder is 
proportional to the logarithm of the ratio of expansion will be found to be 
especially accurate in cases such as HH, H, and £B, where there is little 
reason to suspect the existence of cohering water. The results in these 
cases are very regular. As might be expected, there are often irregularities, 
especially when the condensation is large, which follow no regular law. It 
has already been ehown (p. 419) that the condensation in adiabatic expansion 
is also proportional approximately to the logarithm of the ratio of expansion, 
and it is impossible not tu be struck with this coincidence, especially as the 
escape of heat from a dry surface (p. 294) may easily be conjectured to be 
proportional to the amount of moisture in the steam. Yet it would be rash 
to conclude that there is any real connection between the two results. 



Page 342. — It has already been remarked that the law of the inverse 
square root of the speed is not exact, somewhat laiger constants being obtained 
at low speeds than high. Two reasons for this liave already been given, and a 
third may be added in the effect of the drainage of heat described on page 352. 
This effect is greater at low speeds than high. In the slow-moving engine of 
the Michigan^ the revolutions were sixteen per minute, but in H four or five 
times as much. In selecting a constant, therefore, regard must be had to the 
speed as well as to the type, the initial pressure, and the probability of the 
existence of cohering water. 

Paqb 353.^-Two completely distinct questions may be asked in reference 
to a proposed engine of given dimensions and Bpeed-T-(1) What will be the 
consumption of steam ? and (2) What will be the mean effective pressure ? 
Of these two questions an attempt has been made to answer the first, for the 

2 F 
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case of ft Bingle expansion non-jacketed engine, the difficulty being reduced to 
that of determining the proper constant to employ. The second question, 
though more difficult when considered as a theoretical problem, can be 
answered empirically much more easily by assuming that the expansion is 
hyperbolic, and allowing for the error in the assumption and for clearance, 
wire-drawing, &c., by multipliers known by experience for engines of different 
types. No attempt has yet been made to find a theoretical solution, so far 
at the action of the sides is concerned. 



Page 360. — The question of the right method of combining diagrams has 
given rise to a considerable amount of discussion. The method adopted in 
the text is believed to be the same in all essential respects as that employed 
by various other writers. The Author has, however, endeavoured to state the 
question as clearly as possible, and for this purpose has ventured to introduce 
the terms '' point of reference,** " curve of reference," so as to make the 
statement more definite. 

Page 364. — ^The nature of the feed-water heater employed in the Meteor 
is not stated in the original paper, but Professor Kennedy kindly informed 
the Author that the steam supplied to it was talten from the valve chest of the 
intermediate cylinder. 
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Cure of Dry Rot in Timber; with Remarks on the Means of Preserving 
Wood from Destruction by Sea- Worms, Beetles, Ants, etc. By Thomas 
Allen Britton, late Surveyor to the Metropolitan Board of Works, 
etc, etc. With 10 plates^ crown 8vo, doth, yj. 6<^. 

The Artillery of the Future and the New Powders, 

By J. A. LoNGRiDGE, Mem. Inst. C.E. 8vo, doth, 5^. 
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Gas Works : their Arrangement, Construction, Plant, 

and Machinery. By F. COLYSR, M. Inst C.E. JVi/A y. folding plates^ 
8vo, cloth, izr. dd. 

The Municipal and Sanitary Engineers Handbook. 

By H. Percy Boulnois, Mem. Inst. C.E., Borough Engineer, Ports- 
mouth. With numerous illustrations. Second edition, demy 8vo, doth, 

Contents : 

The Appointment and Duties of the Town Surveyor— Traffic— Macadamised Roadways- 
Steam Rollmg—Road Metal and Breaking— Pitched Pavements— Asphalte— Wood Pavements 
—Footpaths — Kerbs and Gutters — Street Naming and Numbering— Street Lighting— Sewer^ 
age — Ventilation of Sewers— Disposal of Sewage— House Drainaire— Disinfection— Gas and 
Water Companies, etc., Breaking up Streets— Immovement of Private Streets— Borrowing 
Powers — ^Artixans' and Labourers' Dwellings— Public Conveniences— Scavenging, including 
Street Cleansing— Watering and the Removing of Snow— Planting Street Trees— Deposit m 
Plans — Dangerous Buildings — Hoardings^-Obstruction^— Imjnrovmg Street Lines— Cellar 
Opening»— Public Pleasure Grounds— Cemeteries — Mortuaries— Cattle and Ordinary Markats 
—Public Slaughter-houses, etc— Giving numerous Forms of Notices, Specifications,- and 
General Information upon these and other subjects of great importance to Municipal Engi- 
neers and others engaged in Sanitary Work. 

Metrical Tables. By Sir G. L. Molesworth, 

M.I.C.E. 32mo, cloth, u. 6^. 

Contents. 

General— Linear Measures — Square Measures— Cubic Measures— Measures of Capacity- 
Weights— Combinations— Thermometers. 

Elements of Construction for Electro-Magnets. By 

, Count Th. Du Moncel, Mem. de Tlnstitut de France. Translated from 
the French by C. J. Wharton. Crown 8vo, cloth, 41. 6d. 

A Treatise on the Use of Belting for the Transmis- 
sion of Power. By J. H. Cooper. Second edition, Ulustraied^ 8yo, 
cloth, 15J. 

A Pocket-Book of Useful Formula and Memoranda 

for Civil and Mechanical Engineers, By Sir Guilford L* Molesworth, 
Mem. Inst. C.E With numerous illustrations^ 744 pp. Twenty-second 
edition, 32mo, roan, 6s. 

Synopsis of Contents: 

Surveying* Levelling, etc.— Strength and Weight of Materials^Earthworir, Brickworic, 
Masonry, Arches, etc.— Struts, Columns, Beams, and Trusses— Flooring, Roofing, and Roof 
Trusses— Girders, Bridges, etc.- Railways and Roads— ^Hydraulic Formulae— Cauls, Sewers, 
Waterworks, Docks— Irrigation and Breakwaters— Gas, Ventilation, and Warming— Heat, 
Light. Colour, and Sound— Gravity : Centres, Forces, and Powers— MiUwork, Teeth of 
Wheels, Shafting, etc.— Workshop Recipes— Sundry Machinery^— Animal Power— Steam and 
the Steam Engme — Water-power, Water-wheels, Turbines, etc^— Wind and Windmills- 
Steam Navigation, Ship BuUding, Tonnage, etc.— Gunnery, Projectiles, etc— Weights, 
Measures, and Money— Trigonometry, Come Sections, and Curve»— Telegraphy— Mensura- 
tion— TaUes of Areas and Circumference, and Arcs of Circles— Logarithms, Square and 
Cube Roots, Powers— Reciprocals, etc.— Useful Number»— Differential and Integral Calcu- 
ltt»— Algebraic Signs— Telegraphic Construction and Formulae. 
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Hints on Architectural Draughtsmanship. By G. W. 

TuxFORD Hallatt. Fcap. 8vo, cloth, u, Sd, 

Spans' Tables and Memoranda for Engineers; 

selected and arranged by T. T. Hurst, C.E., Author -of 'Architectural 
Surveyors' Handbook,* * Hurst's Tredgold's Carpentry,' etc Eleventh 
edition, 64mo, roan, gilt edges, \s, ; or in cloth case, \s. 6d. 
This work is printed in a pearl type, and b so small, measuxing only ai in. by x| in. by 
i in. thick, that it may be easQy carried in the waistcoat pocket. 

" It is certainly an extremely rare thing for a reviewer to be called upon to notice a ▼olome 
measuring but ai in. by if in., yet these dimensions faithfully represent the size of the handy 
little book before us. The volume-^nrhich contains xx8 printed pages, besides a few blank 
pages for memoranda— is, in fact, a true pocket-book, adapted for being carried in the waist- 
coat pocket, and containing a far greater amount and variety of informatiou than most people 
would imagine could be compressed into so small a space. .... The little volume has been 
compiled with considerable care and judgment^ and we can cordially recommend it to our 
readers as a useful little pocket companion."— A v''"'^'^* 

A Practical Treatise on Natural and Artificial 

Concrete^ Us Varieties and Constructive Adaptations. By Henry Rbid, 
Author of the * Science and Art of the Manufacture of Portland Cement' 
New Edition, with 59 woodcuts and ^ plates^ 8vo, cloth, i^s. 

Notes on Concrete and Works in Concrete; especially 

written to assist those engaged upon Public Works. By John Newman, 
Assoc Mem. Inst C.E., crown 8vo, cloth, 41. dd. 

Electricity as a Motive Power. By Count Th. Du 

MoNCBL, Membre de Tlnstitut de France, and Frank Gbraldy, Ing^- 
nieur des Ponts et Chauss^es. Translated and Edited, with Additions, by 
C. J. Wharton, Assoc Soc TeL Eng. and Elec With 113 engravings 
and diagrams^ crown 8vo, cloth, *js, 6a. 

Treatise on Valve-Gears^ with special consideration 

of the Link-Motions of Locomotive Engines. By Dr. GusTAV Zeuner, 
Professor of Applied Mechanics at the Confederated Polytechnikum of 
Zurich. Translated from the Fourth German Edition, by Professor J. F. 
Klein, Lehigh University, Bethlehem, Pa. Illustrated^ 8vo, cloth, I2s. 6d. 

The French' Polishers Manual. By a French- 

Polisher; containing Timber Staining, Washing, Matching, Improving, 
Painting, Imitations, Directions for Staining, Sizixig, Embodying, 
Smoothing, Spirit Varnishing, French-Polishing, Directions for Re- 
polishing. Third edition, royal 32mo, sewed, dd. 

Hops^ their Cultivation, Commerce^ and Uses in 

various Countries. By P. L. Simmonds. Crown 8vo, cloth, 41. ^ 

The Principles of Graphic Statics. By George 

Sydenham Clarke, Major Royal Engineers. With 112 iUustraUons. 
Second edition, 4to, doth, izr. dd. 
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Dynamo Tenders^ Hand-Book. By F. B. Badt, late 

1st Lieut Royal Prussian Artillery. With 'joillustraHons, Third edition, 
i8mo, doth, 41. td. 

Practical Geometry^ Perspective^ and JSngineering 

Drawing; a Course of Descriptive Geometry adapted to the Require- 
ments of the Engineering Draughtsman, including the determination of 
cast shadows and Isometric Projection, each chapter being followed by 
numerous examples ; to which are added rules for Shading, Shade-lining, 
etc., together with practical instructions as to the Lining, Colouring, 
Printing, and general treatment of Engineering Drawings, with a chapter 
on drawing Instruments. By Georgb S. Clarke, Capt. R.E. Second 
edition, with 21 plates, 2 vols., cloth, iQr. 6d. 

The Elements of Graphic Statics. By Professor 

Karl Von Ott, translated from the German by G. S. Clarke, Capt. 
R.E., Instructor in Mechanical Drawing, Royal Indian Engineering 
College. With 93 illustrations^ crown Svo, doth, 5/. 

A Practical Treatise on the Manufacture and Distri- 
bution of Coal Gas, By William Richards. Demy 4to, with numerous 
wood engravings and 29 plates^ cloth, 2&r. 

Synopsis of Contents : 

Introduction— History of Gaa Lighting — Chemistry of Gas Manufacture, by Lewis 
Thompson, Esq., M.R.C.S. — Coal, with Analyses, by J. Paterson, Lewis Thompson, and 
G. R. Hislop, Esqrs.— Retorts, Iron and Clay^Retort Setting— Hydraulic Main—Con- 
densers— Eznausters— Washers and Scrubbers— Purifiers— Purification ^History of Gas 
Holder — Tanks, Brick and Stone, Composite, Concrete, Cast-iron, Compound Annulwr 
Wrought-iron — Specifications — Gas Holders — Station Meter — Governor — Distribution— 
Mains— Gas Mathematics, or Formulae for the Distribution of Gas, bv Lewis Thompson, Esq.— 
Services — Consumers' Meters — Regulators— Burners— Fittings— Photometei^-Carburization 
of Gas— Air Gas and Water Gas—Composition of Coal Gas, by Lewis Thompson, Esq.— 
Analyses of Gas — Influence of Atmospheric Pressure and Temperature on Gas— Residual 
Products— Appendix— Description of Retort Settings, Buildings, etc., etc. 

The New Formula for Mean Velocity of Discharge 

of Rivers and Canals, By W. R. Kutter. Translated from artides in 
the * Cultur-Ingenienr,' by Lowis D'A. Jackson, Assoc Inst. C.E. 
Svo, doth, 12s, 6d. 

The ProrCtical Millwright and Engineer's Ready 

Reckoner; or Tables for finding the diameter and power of cog-wheels, 
diameter, weight, and power of shafts, diameter and strength of bolts, etc. 
By Thomas Dixon. Fourth edition, i2mo, cloth, 3^. 

Tin: Describing the Chief Methods of Mining, 

Dressing and Smelting it abroad ; with Notes upon Arsenic, Bismuth and 
Wolfram. By Arthur G. Charleton, Mem. American Inst, of 
Mining Engineers. Withplates^ Svo, doth, \2s, 6d, 
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Perspective^ Explained and Illustrated. By G. S. 

CiARKS, Capt R.E. With UlustraHans^ 8vo, cloth, ^r. 6^. 

Practical Hydraulics ; a Series of Rules and Tables 

for the use of Engineers, etc., etc. By Thomas Box. Ninth edition, 
numerous pUUa^ post Svo, do^ 51. 

The Essential Elements of Practical Mechanics; 

based an the Prineifle of Worky designed for Engineering Students. By 
Oliver Byrne, formerly Professor of Mathematics, College for Civil 
Engineers. Third edition, with 148 wood engravings^ post 8yo, doth, 
is, 6d, 

Contents : 

Chap. X. How Work is Measured by a Unit, both with and without reference to a Unit 
of Time— Chap. a. The Work of Living Asents, the Influence of Friction, and introduces 
one of the most beautiful Laws of Motion— Ctiap. 3. The prind^es expound^ in the first and 
second chapters are applied to the Motion of Bodies— Chap. 4. The Transmission of Wook by 
simple Machines— Chap. 5. Useful Propositions and Rules. 

Breweries and Mattings : their Arrangement, Con- 
struction, Machineiy, and Plant. By G. Scamell, F.R.I.B.A. Second 
edition, revised, enlarged, and partly rewritten. By F. Colyer, MXCE., 
M.LM.E. With 20 plates^ 8vo, doth, 12s. 6d. 

A Practical Treatise on the Construction of Hori- 

Montal and Vertical Waterwheels^ spedally designed for the use of opera- 
tive mechanics. By William Cullsn, Millwright and Engineer. With 
II piates. Second edition, revised and enlarged, small 4to, cloth, 12s, 6d. 

A Practical Treatise on Mill-gearings Wheels, Shafts, 

Riggers^ etc,; for the use of Engineers. By Thomas Box. Third 
. edition, with w plates. Crown 8vo, doth, is, id. 

Mining Machinery: a Descriptive Treatise on the 

Machinery, Tools, and other Appliances used in Mining. By G. G. 
Andr^, F.G.S., Assoc Inst C.E., Mem. of the Society of Engineers. 
Royal 4to, uniform with the Authoi^s Treatise on Coal Mining, con- 
taining 182 platesy accurately drawn to scale, with descriptive text, in 
2 vols., doth, 3/. I2r. 

Contents : 

Machinery for Prospecting, Excavating, Hauling, and Hoisting— Vendlalion— Pumping — 
Treatment of Mineral Products, including Gold and Silver, Copper, Tin, and Lead, Iron, 
Coal, Sulphur, China Clay, Brick Earth, etc. 



Tables for Setting out Curves for Railways, Canals, 

Roads, etc,, varying from a radius of five chains to three miles. By A. 
Kennedy and R. W. Hackwooo. Illustrated 32mo, doth, %s, 6d, 
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Practical Electrical Notes and Definitions for the 

use of Engineering Students and Practiced Men. By W. Perren 
Maycock, Assoc. M. Inst £.£., Instructor in Electrical Engineering at 
the Pitlake Institute, Croydon, together with the Rules and Regulations 
to be observed in Electrical Installation Work. Second edition* Royal 
32mo, roan, gilt edges, 41. 6^., or cloth, red edges, 3^ . 

The Draughtsman's Handbook of Plan and Map 

Drawing; including instructions for the preparation of Engineering, 
Architectural, and Mechanical Drawings. With numerous illustrations 
in the texty and 33 plates (15 printed in colours). By G. G. Andr]£, 
F.G.S., Assoc. Inst. C.E. 4to, doth, 9J. 

Contents ; 

The Drawing Office and its Furnishings— Geometrical Problems — Lines, Dots, and their 
Combinations— -Coloiurs, Shading, Lettering, Bordering, and North Points — Scales — Plotting 
— Civil Elngineers' and Surveyors' Plans — Map Drawing — Mechanical and Architectural 
Drawing— Copying and Reducing Trigonometrioal Formulae, etc., etc. 

The Boiler ^maket^ s andiron Ship-builder^ s Companion, 

comprising a series of original and carefully calculated tables, of the 
utmost utility to persons interested in the iron trades. By James Foden, 
author of ' Mechanical Tables,' etc. Second edition revised, with illustra- 
tions, crown Svo, doth, 5j. 

Rock Blasting: a Practical Treatise on the means 

employed in Blasting Rocks for Industrial Purposes. By G. G. Andr^, 
F.G.S., Assoc Inst C.K With $6 illustrations and \% plates, Svo, cloth, 
lar. td, 

ExpeHmental Science: Elementary, Practical, and 

Experimental Physics. By Geo. M. Hopkins. Illustrated by 672 
engravings. In one large vol., Svo, cloth, 15J. 

A Treatise on Ropemaking as practised in public and 

private Rope-yards, with a Description of the Manufactuire, Rules, Tables 
of Weights, etc., adapted to the Trade, Shipping, Mining, Railways, 
Builders, etc. By R. Chapman, formerly foreman to Messrs. Huddart 
and Co., Limehouse, and late Master Ropemaker to H.M. Dockyard, 
Deptford. Second edition, i2mo, doth, 3J. 

LaxtofCs Builders^ and Contractors^ Tables ; for the 

use of Engineers, Architects, Surveyors, Builders, Land Agents, and 
others. Bricklayer, containing 22 tables, with nearly 30,000 calculations. 
4to, cloth, 5^. 

LaxtofCs Builders^ and Contractor^ Tables. Ex- 
cavator, Earth, Land, Water, and Gas, containing 53 tables, with nearly 
24,000 calculations. 4to, cloth, 5^. 

B4 
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Egyptian Irrigation. By W. Willcocks, M.I.C.E., 

Indian Public Works Department, Inspector of Irri^tion, Egypt. With 
Introduction by Lieut-CoL J. C. Ross, R.E., Inspector-General of 
Irrieation. with numerous lithographs and wood engravings^ royal Svo, 
doth, I^ its. 

Screw Cutting Tables for Engineers and Machinists, 

giving the values of the different trains of Wheels required to produce 
crews of any pitch, calculated by Lord Lindsay, M.P., F.R.S., F.R.A.S., 
etc Cloth, oblong, 2s, 

Screw Cutting Tables^ for the use of Mechanical 

Engineers, showing the proper arrangement of Wheels for cutting the 
Threads of Screws of any required pitch, with a Table for making the 
Universal Gas-pipe Threads and Taps. By W. A. Ma&tin, Engineer. 
Second edition, oblong, cloth, u., or sewed, 6</. 

A Treatise on a Practical Method of Designing Slide- 

Valve Gears by Sitntle Geometrical ConstrucHony based upon the principles 
enunciated in Euclid's Elements, and comprising the various forms of 
Plain Slide- Valve and Expansion Gearing ; togeUier with Stephenson's, 
Gooch's, and Allan's Link-Motions, as applied either to reversing or to 
variable expansion combinations. By Edward J. Cowling Welch, 
Memb. Inst. Mechanical Engineers. Crown Svo, doth, df. 

Cleaning and Scouring : a Manual for Dyers, Laun- 
dresses, and for Domestic Use. By S. Christopher. i8mo, sewed, 6d, 

A Glossary of Terms used in Coal Mining. By 

William Stukelky Gresley, Assoc Mem. Inst C.E., F.G.S., Member 
of the North of England Institute of Mining Engineers. Illustrated rvith 
numerous woodcuts and diagrams, crown Svo, cloth, 5j-. 

A Pocket-Book for Boiler Makers and Steam Users, 

comprising a variety of useful information for Employer and Workman, 
Government Inspectors, Board of Trade Surveyors, Engineers in charge 
of Works and Slips, Foremen of Manufactories, and the general Steam- 
using Public. By Maurice John Sexton. Second edition, royal 
32mo, roan, gilt edges, $/. 

Electrolysis: a Practical Treatise on Nickeling, 

Coppering, Gilding, Silvering, the Refining of Metals, and the treatment 
of Ores by means of Electricity. By HiPPOLYTE Fontaine, translated 
from the French by J, A. Berly, C.E., Assoc. S.T.E. With engravings. 
Svo, cloth, 9/. 



Digitized by VjOOQIC 



PUBLISHED BY E. & F. N. SPON. 13 



Barlow's Tables of Squares^ Cubes^ Square Roots, 

Cube Roots ^ Reciprocals of all Integer Numbers up to 1 0,00a Post 8vo, 
cloth, 6f. 

A Practical Treatise on the Steam Enginey con- 
taining Plans and Arrangements of Details for Fixed Steam Engines, 
with Essays on the Principles involved in Design and Constmction. By 
Arthur Rigg, Engineer, Member of the Society of Engineers and of 
the Royal Institution of Great Britain. Demy 4to, copiously illustrated 
with woodcuts and ^plates, in one Volume, half-bound morocco, zL 2s.i 
or cheaper edition, cloth, 25J. 

This work is not, in any sense, an elementary treatise, or history of Oie steam engine, but 
is intended to describe examples of Fixed Steam Enp^nes without entering: into ue wide 
domain of locomotive or marine practice. To this end illustrations will be given of the most 
recent arrangements of Horizontal, Vertical, Beam, Pumping, Winding, Portable, Semip 
portable, Corliss, Allen, Compoimd, and other similar Engines, by the most eminent Firms in 
threat Britain and America. Th# laws relating to the action and precautions to be observed 
in the construction of the various details, such as Cylinders, Pistomi, Piston-rods, Connecting- 
rods, Cross-heads, Motion-blocks, Eccentrics, Simple, Escpansion, Balanced, aud Equilibrium 
Slide-valves, and Valve-gearing will be minutely dealt with. In this connection will be found 
articles upon the Velocity of Reciprocating Parts and the Mode of Appljring the Indicator, 
Heat ana Expansion of Steam Governors, and the like. It is the writer's desire to draw 
illustrations from every possible source, and give only those rules that present practice deems 
correct. 

A Practical Treatise on the Science of Land and 

Engineering Surveyings Levelling^ EstinuUing Quantities^ etc,^ with a 
general description of the several Instruments required for Surveying, 
Levelling, Plotting, etc By H. S. Msrrett. Fourth edition, revis^ 
by G. W. UsiLL, Assoc. Mem. Inst. C.£. 41 plates^ with illustrations 
and tables s royal 8vo, doth, I2j. 61/. 

Principal Contents: 

Part I. Introduction and the Principles of Geometry. Part a. Land Surveying : com- 
ising General Observations— The Cham— 0£&ets Surveying by the Chain only*— Surveying 
iilly Ground— To Survey an Estate or Parish by the Chain only^-Surveying with the 
Theodolite— Mining and Town Surveying— RailrtMui Surveying — Mapping— Division and 
Laying out of Land— Observations on Enclosures — Plane Trigonometry. Part 3. Levelling— 



^ . .... 

Theodolite— Mining and Town Surveying— RailrtMui Surveying — Mapping— Division and 
Laying out of Land— Observations on Enclosures — Plane Trigonometry. Part 3. Levelling— 
Simple and Compound Levelling— The Level Book— ParUamentary Plan and Secdon— 
Levelling with a Theodolite — Gradients— Wooden Curves— To Lay out a Railway Curves 
Setting out Widths. Put 4. Calculating Quantities generally for Estimates— Cuttings and 
Embankments — ^Tunnels— Brickwork— ■Iron¥rork— Timber Measuring. Part 5. Description 
and Use of Instruments in Surveying and Plotting— The Improved Dumpy Level— Troughton's 
Level— The Prismatic Compass — Proporrional Compass— Box Sextant— 'Vernier— ■ Panta- 
graph—Merrett's Improved Quadrant— Improved Computation Scale— The Diagonal Scale- 
Straight Edge and Sector. Part 6. Logarithms of Numbers— Logarithmic Sines and 
Co-Smes, Tangents and Co-Tangent»— Natural Sines and Co-Sine»— Tables for Earthworic, 
for Setting out Curves, and for various Calculations, etc., etc., etc. 

Mechanical Graphics. A Second Course of Me- 
chanical Drawing. With Preface by Prof. Perry, B.Sc, F.R.S. 
Arranged for use in Technical and Science and Art Institutes, Schools 
and Colleges, by George Halliday, Whitworth Scholar. 8vo, 
doth, 6f. 
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The Assayer's Manual: an Abridged Treatise on 

the Docimastic Examination of Ores and Furnace and other Artificial 
Products. By Bruno Kbrl. Translated by W. T. Brannt. WUkS^ 
illustrations^ 8vo, cloth, 12s. 6d. 

Dynamo - Electric Machinery: a Text -Book for 

Students of Electro-Technology. By Silvanus P. Thompson, B.A., 
D.Sc, M.S.T.E. \,New editum in the press. 

The Practice of Hand Turning in Wood, Ivory, Shelly 

etc,, with Instructions for Turning such Work in Metal as may be required 
in the Practice of Turning in Wood, Ivory, etc ; also an Appendiiz on 
Ornamental Turning. (A book for beginners.) By Francis Campin. 
Third edition, with wood engravings, crown Svo, doth, dr. 

Contents : 

On Lathe*— Turning Tools— Turning Wood— Drillin^Screw Cutting— Miscellaneous 
Apparatus and Processes— Turning Particular Forms— Stauing— Polishing— Spinning Metals 
—Materials— Ornamental Turning, etc. 

Treatise on Watchwork, Past and Present. By the 

Rev. H. L. Nklthropp, M.A., F.S.A. With 32 illustrations, crown 
8to, cloth, 6s. 6d. 

Contents : 

Definitions of Words and Terms used in Watchwork— Tools— Time— Historical Sum- 
mary—On Calculations of the Numbers for Wheels and Pinions ; tiieir Proportional Sizes, 
Trams, etc. — Of Dial Wheels, or Motion Work— Length of Time of Going without Winding 
up— The Verge— The Horizontal— ^The Duplex— The Lever— The Chrono^neter— Repea^ng 
Watches— Keyless Watches— The Pendulum, or Spiral Spring— Compensation — Jewelling of 
Pivot Holes— Clerkenwell— Fallacies of the Trade — Incapacity of Woricmen— How to Choose 
and Use a Watch, etc. 

Algebra Self-Taught. By W. P. Higgs, M.A., 

D.Sc, LL.D., Assoc Inst C.E., Author of ' A Handbook of the Differ* 
ential Calculus,' etc. Second edition, crown 8vo, cloth, 2s. 6d. 

Contents : . 

Spabolfl and the Signs of Operation— The Equation and the Unknown Quantity^— 
Positive and Negative Quantities — Multiplication— Involution— Exponents — Negative Expo- 
nents — Roots, and the Use of Exponents as Iiogarithms — Logarithms — Tables of Logarithms 
and I^portionate Parts— Transformation of System of Logarithms — Common Uses of 
Common Logarithms — Compound Multiplication and the Binomial Theorem— Division. 
Fractions, and Ratio— Continued Proportion— The Series and the Summation of the Serie»« 
Limit of Series— Square and Cube Roots— Equations— List of Formulae, etc. 

Sponi Dictionary of Engineering, Civil, Mechanical, 

Military, and Naval; with technical terms in French, German, Italian, 
and Spanish, 3100 pp., and nearly 8oco engravings, in super-royal 8vo^ 
in 8 divisions, 5/. is. Complete in 3 vols., cloth, 5/. 5/. Bound in a 
superior manner, half-morocco, top edge gilt, 3 yoIs., 6/. I2J« 
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Notes in Mechanical Engineering. Compiled prin- 
cipally for the use of the Students attending the Classes on this subject at 
the City of London College. By Henry Adams, Mem. Inst M.E., 
Mem. Inst C.E., Mem. Soc of Engineers. Crown 8to, doth, 2x. 6^. 

Canoe and Boat Building: a complete Manual for 

Amateurs, containing plain and comprehensive directions for the con- 
struction of Canoes, Rowing and Suling Boats, and Hunting Craft. 
By W. P. Stephens. With numerous iHustroHons and 24 plates of 
Working Drawings, Crown 8vo, doth, 9/. 

Proceedings of the National Conference of Electricians^ 

Philadelphia^ October 8th to 13th, 1884. i8mo, doth, y. 

Dynamo 'Electricity, its Generation, Application, 

Transmission, Storage, and Measurement By G. B. Prssoott. With 
545 iUustraOons, 8yo, doth, i^ is. 

Domestic Electricity for Amateurs, Translated from 

the French of E. Hospitalikr, Editor of "LElectriden," by C. J. 
Wharton, Assoc. Soc TeL Eng; Numerous illustrations. Demy 8to, 
doth, 6r. 

Contents: 

X. Producdon of the Electric Current— a. Electric BeUs^. Automatic Alarms— 4. D<Hnesdc • 
Telephones— 5. Electric Clocka^-6. Electric Lighters— 7. Domestic Electric Liffhtiag— 
8. Domestic Application of the Electric Light— 9. Electric Motors— xo. Electrical Locomo- 
tion— xi. Electxt>t7ping, Plating, and Gilding— xa. Electric Recreatbna— X3. Various I4>pli- 
catioDS— Workshop of the Electrician. 

Wrinkles in Electric Lighting. By Vincent Stephen. 

With illustrations, i8mo, doth, zs, 6d, 

CONTKNTS: 

X. The Electric Current and its production by Chemical means— 9. Production of Electric 
Currents by Mechanical means— 3. Dynamo-Electric Machines— 4. Electric Lamps— 
. Lead— 6. Ship Lighting. 

Foundations and Foundation Walls /or all classes of 

Buildings^ Pile Driving, Building Stones and Bricks, Pier and Wall 
construction. Mortars, Limes, Cements, Concretes, Stuccos, &c. 64 illus* 
trations. By G. T. Powell and F. Bauman. 8vo, doth, lor. 6d, 

Manual for Gas Engineering Students. By D. Lee. 

i8mo, doth, is. 
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Telephones^ their Construction and Management. 

By F. C. Allsop. Crown 8yo, doth^ 5x. 

Hydraulic Machinery^ Past and Present. A Lecture 

ddivered to the London and Suburban Railway Officials' Association. 
By H. Adams, Mem. Inst C.E. Folding plate. 8vo, sewed, u. 

Twenty Years with the Indicator. By Thomas Pray, 

Jun., C.E., M.E., Member of the American Society of Civil Engineers. 
2 vols., royal Svo, doth, 12s. 6d. 

Annual Statistical Report of the Secretary to the 

Members of the Iron and Steel Association on the Home and Foreign Iron 
and Steel Industries in 1889. Issued June 1890. 8vo, sewed, 5^. 

Bad Drains^ and How to Test them ; with Notes on 

the Ventilation of Sewers, Drains, and Sanitary Fittings, and the Origin 
and Transmission of Zymotic Disease. By R. Hajiris Rsbves. Crown 
8yo, cloth, ^r. 6d, 

Well Sinking. The modem practice of Sinking 

and Boring Wells, with geological considerations and examples of Wells. 
By Ernest Spon, Assoc. Mem. Inst C.E., Mem. Soc. Eng., and of the 
Franklin Inst, etc. Second edition, revised and enlaxged. Crown 8vo, 
doth, lOf. 6d. 

The Voltaic Accumulator : an Elementary Treatise. 

By I^MILE Reynikr. Translated by J. A. Berly, Assoc Inst K£. 
With 62 illustrations^ 8vo, cloth, 9J. 

Ten Years Experience in Works of Intermittent 

Dffumward Filtration. By J. Bailey Denton, Mem. Inst C.E. 
Second edition, with addition^ Royal 8vo, doth, 5^. 

Land Surveying on the Meridian and Perpendicular 

System. By William Penman, C.E. 8vo, doth, 8j. 6</. 

The Electromagnet and Electromagnetic Mechanism. 

By SiLVANUS p. Thompson, D.Sc., F.R.S. Second edition, Sto, 
cloth, 1 5 J. 
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Incandescent Wiring Hand-Book. By F. B. Badt, 

late 1st Lieut Royal Prussiaii Artilleiy. IVUh 41 iUustroHons and 
5 tables, iSmo, doth, 4r. 6d, 

A Pocket-book for Pharmacists^ Medical Prac- 
titioners^ StudentSy etc,, etc, {British, Colonial^ and American), By 
Thomas Bayley, Assoc R. Coll. of Science, Consulting Chemist, 
Analyst, and Assayer, Author of a 'Pocket-book for Chemists,' 'The 
Assay and Analysis of Iron and Steel, Iron Ores, and Fuel,' etc., etc 
Royal 32mo, boards, gilt edges, dr. 

The Fireman* s Guide ; a Handbook on the Care of 

Boilers. By Teknolog, foreningen T. I. Stockholm. Translated from 
the third edition, and revised by Karl P. Dahlstrom, M.E. Second 
edition. Fcap. 8vo, doth, 2x. 

The Mechanician : A Treatise on the Construction 

and Manipulation of Tools, for the use and instruction of Young Engineers 
and Scientific Amateurs, comprising the Arts of Blacksmithing and Forg- 
ing ; the Construction and Manufacture of Hand Tools, and the various 
Mediods of Using and Grinding them ; description of Hand and Machine 
Processes ; Turning and Screw Cutting. By Cameron Knight, 
Engineer. Containing 1147 illustrations^ and 397 pages of letter-press. 
Fourth edition, 4to, doth, i&r. 

A Treatise on Modem Steam Engines and Boiler s^ 

including Land Locomotive, and Marine Engines and Boilers, for the 
use of Students. By Frederick Colysr, M. &st C.E., Mem. Inst M.E. 
With id plates. 4to, cloth, I2j. dd. 

CONTBHTS: 

I. Introduction — a. Original Engines— 3. Boilers— 4. High-Pressmre Beam Engines— 5. 
Cornish Beam Engines— 6. Horizontal Engines— 7. Oscillatmg Engines— 8. Vertical High- 
Pressure Engines— 9. Special Engines— zo. Portable Engines— zz. Locomotive Engines— 
Z9. Marine Engines. 



Steam Engine Management; a Treatise on the 

Working and Management of Steam Boilers. By F. Colysr, M. Inst. 
C.E., Mem. Inst M.E. New edition, iSmo, doth, jx. (>d. 



Aid Book to Engineering Enterprise. By Ewing 

Mathbson, M. Inst. C.E. The Inception of Public Works, Parlia- 
mentary Procedure for Railways, Concessions for Foreign Works, and 
means of Providing Monev, the Points which determine Success or 
Failure, Contract and Purchase, Commerce in Coal, Iron, and Steel, &c. 
Second edition, revised and enlaxged, 8yo, cloth, 21J. 
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Pumps, Historuallyy Theorehcally, and Praciually 

Considered. By P. R. BjoRLlNG. With IS'^ ilbuiratums. Crown Svo, 
cloth, 7J. 6d, 

The Marine Transport of Petroleum. A Book for 

the use of Shipowners, Shipbuilders, Underwriters, Merchants, Captains 
and Officers of Petroleum-carrying Vessels. By G. H. Little, Editor 
of the ' Liverpool Journal of Commerce.' Crown Svo, cloth, lor. td 

Liquid Fuel for Mechanical and Industrial Purposes. 

Compiled by £. A. B&ayley Hoogetts. With wood engravings. 
8vo, cloth, 7j. td. 

Tropical Agriculture : A Treatise on the Culture, 

Preparation, Commerce and Consumption of the principal Products of 
the Vegetable Kingdom. By P. L, Simmonds, F.L.S., F.R.C.I. New 
edition, revised and enlarged, 8vo, doth, 2is, 

Health and Comfort in House Building ; or, Ventila- 
tion with Warm Air by Self-acting Suction Power. With Review of the 
Mode of Calculating the Draught in Hot-air Flues, and with some Actual 
Experiments by J. Drysdale, M.D., and J, W. Hayward, M.D. 
With plates and woodcuts. Third edition, with some New Sections, and 
the whole carefully Revised, 8vo, cloth, *is. 6d. 

Losses in Gold Amalgamation. With Notes on the 

Concentration of Gold and Silver Ores. With six plates. By W. 
McDermott and P. W. Duffield. 8vo, cloth, 5^. 

A Guide for the Electric Testing of Telegraph Cables. 

By Col. V. HosKiCER, Royal Danish Engineers. Third edition, crown 
8vo, doth, 4r. (uL, 

The Hydraulic Gold Miners' Manual. By T. S. G. 

KiRKPATRiCK, M.A. Oxon. With 6 plates. Crown 8vo, cloth, 6s. 

" We venture to think that this work will become a text-book on the important subject of 
which it treats. Until comparatively recently hydraulic mines were neglected. This was 
scarcely to be surprised at, seeing that their working in California was brought to an abrupt 
termination by the action of the farmers on the eUbris ({uestion, whilst their working in other 
parts of the world had not been attended with the antiapated &xoQCSsJ*^Tke MiniM£ World 
and EngineerinjT Rgcord, 

A Text'Book of Tanning, embracing the Preparation 

of all kinds of Leather. By Harry R. Proctor, F.C.S., of Low Lights 
Tanneries. With illustrations. Crown 8vo, cloth, los. 6d. 
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The Arithmetic of Electricity. 

Sloans. Crown 8vo, doth, \s, 6d. 



By T. O'CoNOR 



The Turkish Bath : Its Design and Construction for 

Public and Commercial Purposes. By IL O. Allsop, Architect WUA 
plans and sections, 8vo, cloth, dr. 

Earthwork Slips and Subsidences upon Public Works : 

Their Causes, Prevention and Reparation. Especially written to assist 
those engaged in the Construction or Maintenance of Railways, Docks, 
Canals, Waterworks, River Banks, Reclamation Embankments, Drainage 
Works, &c., &c By John Newman, Assoc. Mem. Inst. C.E., Author 
of ' Notes on Concrete, &c. Crown 8vo, cloth, "js, 6d, 

Gas and Petroleum Engines : A Practical Treatise 

on the Internal Combustion Engine. By Wm. Robinson, M.E., 'Senior 
Demonstrator and Lecturer on Applied Mechanics, Physics, &c.. City 
and Guilds of London College, Finsbury, Assoc. Mem. Inst. C.E., &c. 
Numerous illustrations, 8vo, cloth, 14s. 

Waterways and Water Transport in Different Coun- 
tries, With a description of the Panama, Suez, Manchester, Nicaraguan, 
and other Canals. By J. Stephen Jeans, Author of * England's 
Supremacy,' * Railway^ Problems,' &c Numerous illustrations. 8vo, 
cloth, I4r. 

A Treatise on the Richards Steam-Engine Indicator 

and the Development and Application of Force in the Steam-Engine. 
By Charles T. Porter. Fourth Edition, revised and enlarged, 8vo, 
doth, 9J. 

Contents. 



The Nature and Use of the Indicator : 
The several lines on the Diagram. 
Examination of Diagram No. i. 
Of Truth in the Diagram. 
Description of the Richards Indicator. 
Practiod Directions for Applying and Taking 

Care of the Indicator. 
Introductory Remarks. 
Units. 
Expansion. 
Directions for ascertaining from the Diagram 

the Power exerted by the £ngine. 
To Measure from the Diagram the Quandty 

of Steam Consumed. 
To Measure from the Diagram the Quantity 

of Heat Expended. 
Of the Real Diagram* and how to Construct it. 
Of the Conversion of Heat into Work in the 

S<eam-engine. 
Observadoos on] the several Lines of the 

Diagranu 



Of the Loss attending the Employment of 
Slow-piston Speed, and the Extent to 
which this is Shown by the Indicator. 

Of other Applicadons of the Indicator. 

Of the use of the Tables of the Properties ol 
Steam in Calculating the Duty of Boilers. 

Introductory. 

Of the Pressure on the Crank when the Con- 
necting-rod is conceived to be of Infinite 
Length. 

The Modification of the Acceleration and 
Retardation that is occasioned by the 
Angular Vibration of the Connecting-rod. 

Method of representing the actual pressure 
on the cranic at every point of its revolu- 
tion. 

The Rotative Effect of the Pressure exerted 
on the Crank. 

The Transmitting Parts of an Engine, con- 
sidered as an Equaliser of Motion. 

A Ride on a Buffer*beam (Appendix). 



Digitized by VjOOQIC 



20 CATALOGUE OF SCIENTIFIC BOOKS. 



In demy 4to, handsomely bound in cloth, iliustrated with 220 Jull page plaUs^ 

Price ISj. 



ARCHITECTURAL EXAMPLES 

IN BRICK, STONE, WOOD, AND IRON, 

▲ COHFLXTX WORE ON THE DETAILS AKD ABRANaEMENT 
OF BUILDINa OONSTBtJOTION AND DESIGN. 

By WILLIAM FULLERTON, Architect. 

Containing sao Plates, with numerous Drawings selected from the Architecture 
of Former and Present Times. 

The Details and Designs are Drawn to ScaUy |", \*\ \*\ and FUll site 
being chiefly used. 



The Plates are arranged in Two Parts. Ihe First Part contains 
Details of Work in the four principal Building materials, the following 
being a few of the subjects in this Part : — Various forms of Doors and 
Windows, Wood and Iron Roofs, Half Timber Work, Porches, 
Towers, Spires, Belfries, Flying Buttresses, Groining, Carving, Church 
Fittings, Constructive and Ornamental Iron Work, Classic and Gothic 
Molds and Ornament, Foliation Natural and Conventional, Stained 
Glass, Coloured Decoration, a Section to Scale of the Great Pyramid, 
Grecian and Roman Work, Continental and English Gothic, Pile 
Foundations, Chimney Shafts according to the regulations of the 
London County Council, Board Schools. The Second Part consists 
of Drawings of Plans and Elevations of Buildings, arranged under the 
following heads : — ^Workmen's Cottages and Dwellings, Cottage Resi- 
dences and Dwelling Houses, Shops, Factories, Warehouses, Schools, 
Chiu-ches and Chapels, Public Buildings, Hotels and Taverns, and 
Buildings of a general character. 

All the Plates are accompanied with particulars of the Work, with 
Explanatory Notes and Dimensions of the various parts. 
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Crown 8vo, cloth, with illustrations, 5^. 

WORKSHOP RECEIPTS, 

FIRST SERIES. 

By ERNEST SPON. 



Synopsis of Contents. 

Freezing. 

Fulminates. 

Furniture Creams, Oils, 
Polishes, Lacquers, 
and Pastes^ 

Gilding. 

Glass Cutting, Cleaning, 
Frosting, Drilling, 
Darkening, Bending, 
Staining, and Paint- 
ing. 

Glass Making. 

Glues. 

Gold. 

Graining. 

Gums. 

Gun Cotton. 

Gunpowder. 

Horn Working. 

Indiarubber. 

Japans, Japanning, and 
kindred processes. 

Lacquers. 

Lathing. 

Lubricants. 

Marble Working. 

Matches. 

Mortars. 

Nitro-Glycerinc. 

Oils. 



Bookbinding. 

Bronzes and Bronzing. 

Candles. 

Cement. 

Cleaning. 

Colourwashing. 

Concretes. 

Dipping Acids. 

Drawing Office Details. 

Drying Oils. 

Electro - Metallurgy — 

(Cleaning, Dipping, 

Scratch-brushing, Bat- 
teries, Baths, and 

Deposits of every 

description). 
Enamels, 
Exigraving on Wood, 

Copper, Gold, Silver, 

Steel, and Stone. 
Etching and Aqua Tint. 
Firework Making — 

(Rockets, Stars, Rains, 

Gerbes, Jets, Tour- 
billons, Candles, Fires, 

Lances,Lights, Wheels, 

Fire-balloons, and 

minor Fireworks). 
Fluxes. 
Foundry Mixtures. 

Besides Receipts relating to the lesser Technological matters and processes, 
such as the manufacture and use of Stencil Plates, Blacking, Crayons, Paste, 
Putty, Wax, Size, Alloys, Catgut, Tunbridge Ware, Picture Frame and 
Architectural Mouldings, Compos, Cameos, and others too numerous to 
mention. 



Paper. 

Paper Hanging. 

Pamting in Oils, in Water 
Colours, as well as 
Fresco, House, Trans- 
parency, Sign, and 
Carriage Painting. 

Photography. 

Plastering. 

Polishes. 

Pottery— (Clays, Bodies, 
Glazes, Colours, Oils, 
Stains, Fluxes, Ena- 
mels, and Lustres). 

Scouring. 

Silvering. 

Soap. 

Solders. 

Tanning. 

Taxidermy. 

Tempering Metals. 

Treating Horn, Mother- 
o'-Pearl, and like sub- 
stances. 

Varnishes, Manufacture 
and Use of. 

Veneering. 

Washing. 

Waterproofing. 

Welding. 
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Crown 8vOy cloth, 485 pages, with illnstratioDS, 5/. 

WORKSHOP RECEIPTS, 

SECOND SERIES, 
By ROBERT HALDANE. 



Synopsis of Contents. 



and 



Disinfectants. 
Dyeing, Staining, 

Colouring. 
Essences. 
Extracts. 
Fireproofing. 
Gelatine, Glue, and Size. 
Glycerine. 
Gut 
Hydrogen peroxide. 

Iodine. 



Iodoform. 

Isinglass. 

Ivory substitutes. 

Leather. 

Luminous bodies. 

Magnesia. 

Matches. 

Paper. 

Parchment. 

Perchloric acid. 

Potassium oxalate. 

Preserving. 



Addimetiy and Alkali- 
metry. 
Albumen. 
Alcohol. 
Alkaloids. 
Baking-powders. 
Bitters. 
Bleaching. 
Boiler Incrustations. 
Cements and Lutes. 
Cleansing. 
Confectionery. 
Copying. 

Pigments, Paint, and Painting: embracing the preparation of 
Pigments^ including alumina lakes, blacks (animal, bone, Frankfort, ivory, 
lamp, sight, soot), blues (antimony, Antwerp, cobalt, cseruleum, Egyptian, 
manganate, Paris, P^ligot, Prussian, smalt, ultramarine), browns (bistre, 
hinau, sepia, sienna, umber, Vandyke), greens (bar3rta, Brighton, Brunswick, 
chrome, cobalt, Douglas, emerald, manganese, mitis, mountain, Prussian, 
sap, Scheele's, Schwemfurth, titanium, verdigris, zinc), reds (Brazilwood lake, 
carminated lake, carmine, Cassius purple, cobalt pink, cochineal lake, colco- 
thar, Indian red, madder hdce, red chalk, red lead, vermilion), whites (alum, 
baryta, Chinese, lead sulphate, white lead — ^by American, Dutch, French, 
German, Krenmitz, and Pattinson processes, precautions in making, and 
composition of commercial samples — whiting, Wilkinson's white, zinc white), 
yellows (chrome, gamboge, Naples, orpiment, realgar, yellow lakes) ; Paint 
(vehicles, testing oils, £ier8, grinding, storing, applying, priming, drying, 
filling, coats, bi^shes, surfiftce, water-colours, removmg smeU, discoloration ; 
miscellaneous paints — cement paint for carton-pierre, copper paint, gold paint, 
iron paint, lime paints, silicated paints, steatite paint, transparent paints, 
tungsten paints, window paint, zinc paints) ; Painting (general instructions, 
proportions of ingredients, measuring paint work ; carriage painting — priming 
paint, best putty, finishing colour, cause of cracking, mixing the paints, oils, 
driers, and colours, vami^ng, importance of washing vehicles, re- varnishing, 
how to dxy paint ; woodwork painting). 
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Crown 8vOy doth, 480 pages, with 183 illustrations, 5j. 



WORKSHOP RECEIPTS. 



THIRD SERIES. 



By c. g. warnford lock. 



Uniform with the Tlrst and Second Series. 



Synopsis of Coittbnts. 



Alloys. 


Indium. 


Rubidium. 


Aluminium. 


Iridium. 


Ruthenium. 


Antimony. 


Iron and SteeL 


Selenium. 


Barium. 


Lacquers and Lacquering. 


Silver. 


Beryllium. 




Slag. 


Bismuth. 


Lead. 


Sodium. 


Cadmium. 


Lithium. 


Strontium. 


Caesium. 


Lubricants. 


Tantalum. 


Calcium. 


Magnesium. 


Terbium. 


Cerium. 


Manganese. 


Thallium. 


Chromium. 


Mercury. 


Thoriumu 


Cobalt 


Mica. 


Tin. 


Copper. 


Molybdenum. 


Titanium. 


Didymium. 


Nicka 


Tungsten. 


Electrics. 


Niobium. 


Uranium. 


Enamels and Glazes. 


Osmium. 


Vanadium. 


Erbium. 


Palladium. 


Yttrium. 


Gallium. 


Platinum. 


Zinc 


Glass. 


Potassium. 


Zirconium. 


Gold. 


Rhodium. 
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WORKSHOP RECEIPTS, 

FOURTH SERIES, 

DEVOTED MAINLY TO HANDICRAFTS £ MECHANICAL SUBJECTS. 
By C. G. WARNFORD LOCK. 

850 ninBtrations, with Ck)mpl6t6 Index, and a Oeneral Index to the 
Four Borioi, 0t. 



Waterproofing — rubber goods, cuprammomum processes, miscellaneous 

preparations. 
Packixig and Storing articles of delicate odour or colour, of a deliquescent 

character, liable to ignition, apt to suffer from insects or damp, or easily 

broken, 
l^mbalming and Preserving anatomical specimens. 
Leather Polishes. 
Cooling Air and Water, producing low temperatures, making ice, cooling 

syrups and solutions, and separating salts from liquors by refrigeration. 

Pumps and Siphons, embracing every useful contrivance for raising and 

supplying water on a moderate scale, and moving corrosive, tenacious, 

and other liquids. 
Desiccating — air- and water-ovens, and other appliances for drying natural 

and artificial products. 
Distilling — water, tinctures, extracts, pharmaceutical preparations, essences, 

perfumes, and alcoholic liquids. 

Emulsifying as required by pharmacists and photographers. 

Evaporating — saline and other solutions, and liquids demanding special 
precautions. 

Filtering — water, and solutions of various kinds. 

Percolating and Macerating. 

Electro typing. 

Stereotyping by both plaster and paper processes. 

Bookbinding in all its details. 

Straw Plaiting and the fabrication of baskets, matting, etc. 

Musical Instruments — the preservation, tuning, and repair of pianos, 
harmoniums, musical boxes, etc 

Clock and Watch Mending — adapted for intelligent amateurs. 

Photography — recent development in rapid processes, handy apparatus, 
numerous recipes for sensitizing and developing solutions, and applica- 
tions to modem illustrative purposes. 



Digitized by VjOOQIC 



36 



CATALOGUE OF SCIENTIFIC BOOKS 



Crown 8vo, cloth, with 373 illustrations, price $s» 

WORKSHOP RECEIPTS, 

FIFTH SERIES. 

By C. G. WARNFORD LOCK, F,L.S. 



Containing many new Articles, as well as additions to Articles included it 
the previous Series, as follows, viz. : — 



Anemometers. 

Barometers, How to make. 

Boat BuildinfT. 

Camera Lucida, How to use. 

Cements and Lutes. 

Cooling. 

Copying. 

Corrosion and Protection of Metal 
Surfaces. 

Dendrometer, How to use. 

Desiccating. 

Diamond Cutting and Polishing. Elec- 
trics. New Chemical Batteries, Bells, 
Commutators, Galvanometers, Cost 
of Electric Lighting, Microphones, 
Simple Motors, Phonogram and 
Graphophone, Registering Appa- 
ratus, Regulators, Electric Welding 
and Apparatus, Transformers. 

Evaporating. 

Explosives. 

Filtering. 

Fireproofing, Buildings, Textile Fa- 
brics. 

Fire-extinguishing Compounds and 
Apparatus. 

Glass Manipulating, Drilling, Cut- 
ting, Breaking, Etching, Frosting, 
Powdering, &c. 



Glass Manipulations for Laborator^*- 

Apparatus. 
Labels. Lacquers. 
Illuminating Agents. 
Inks. Writing, Copying, Invisible, 

Marking, Stamping. 
Magic Lanterns, their management 

and preparation of slides. 
Metal Work. Casting Ornamental 

Metal Work, Copper Welding, 

Enamels for Iron and other Metals, 

Gold Beating, Smiths* Work. 
Modelling and Phister Casting. 
Netting. 

Packing and Storing. Acids, &c. 
Percolation. 
Preserving Books. 
Preserving Food, Plants, &c. 
Pumps and Syphons for various 

liquids. 
Repairing Books. 
Rope Tackle. 
Stereotyping. 
Taps, Various. 
Tobacco Pipe Manufacture. 
Tying and Splicing Ropes. 
Velocipedes, Repairing. 
Walking Sticks. 
Waterproofing. 
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NOW COMPLETE. 

WlUA nearly 1500 illustrations^ in super-royal 8vo, in 5 Divisions, cloth. 
Divisions i to 4, 15/. 6d, each ; Division 5, l^s, 6d,;oi2 vols., cloth, /$ lor. 

SPONS' ENCYCLOPEDIA 



INDUSTRIAL ARTS, MANUFACTURES, AND COMMERCIAL 
PRODUCTS. 

Edited by C. G. WARNFORD LOCK, F.L.S. 

Among the more important 
following : — 



the subjects treated of, are the 



Acids, 207 pp. 220 figs. 
Alcohol, 23 pp. 16 figs. 
Alcoholic Liquors, ix pp. 
Alkalies, 89 pp. 78 figs. 
Alloys. Alum. 

Asphalt Assaying. 
Beverages, 89 pp. 29 figs. 
Blacks. 
Bleaching Powder, 15 



Bleaching, 51 pp. 48 figs. 
Candles, 18 pp. 9 figs. 
Carbon Bisulphide. 
Celluloid, 9 pp. 
Cements. Clay. 
Coal-tar Products, 44 pp. 

Cocoa, 8 pp. 
Coffee, 32 pp. 13 figs. 
Cork, 8 pp. 17 figs. 
Cotton Manufactures, 62 

pp. 57 figs. 
Drugs, 38 pp. 
Dyeing and Calico 

Printing, 28 pp. 9 figs. 
Dyestuffs, 16 pp. 
Electro-Metallurgy, 13 

pp. 
Explosives, 22 pp. 33 figs. 
Feathers. 
Fibrous Substances, 92 

pp. 79 figs. 
Floor-cloth, 16 pp. 21 

figs. 
Food Preservation, 8 pp. 
Fruit, 8 pp. 



Gas, Coal, 8 pp. 

Gems. 

Glass, 45 pp. 77 figs. 

Graphite, 7 pp. 

Hair, 7 pp. 

Hair Manufactures. 

Hats, 26 pp. 26 figs. 

Honey. Hops. 

Horn. 

Ice, 10 pp. 14 figs. 

Indiarubber Manufac- 
tures, 23 pp. 17 figs. 

Ink, 17 pp. 

Ivory. 

Jute Manufactures, 11 
pp., II figs. 

Knitted Fabrics — 
Hosiery, 15 pp. 13 figs. 

Lace, 13 pp. 9 figs. 

Leather, 25 pp. 31 figs. 

Linen Manufactures, 16 
pp. 6 figs. 

Manures, 21 pp. 30 figs. 

Matches, 17 pp. 38 figs. 

Mordants, 13 pp. 

Narcotics, 47 pp. 

Nuts, 10 pp. 

Oils and Fatty Sub- 
stances, 125 pp. 

Paint 

Paper, 26 pp. 23 figs. 

Paraffin, 8 pp. 6 figs. 

Pearl and Coral, 8 pp. 

Perfumes, 10 pp. 



Photography, 13 pp. 20 

figs. 
Pigments, 9 pp. 6 figs. 
Pottery, 46 pp. 57 figs. 
Printing and Engraving, 

20 pp. 8 figs. 
Rags. 
Resinous and Gummy 

Substances, 75 pp. 16 

figs. 
Rope, 16 pp. 17 figs. 
Salt, 31 pp. 23 figs. 
Silk, 8 pp. 
Silk Manufactures, 9 pp. 

II figs. 
Skins, 5 pp. 
Small Wares, 4 pp. 
Soap and Glycerine, 39 

pp. 45 figs. 
Spices, 16 pp. 
Sponge, 5 pp. 
Starch, 9 pp. ID figs. 



9 pp. 
155 



pp. 134 



Sucar, 

figs. 
Sulphur. 
Tannin, 18 pp. 
Tea, 12 pp. 
Timber, 13 pp. 
Varnish, 15 pp. 
Vinegar, 5 pp. 
Wax, 5 pp. 
Wool, 2 pp. 
Woollen Manufactures, 

58 pp. 39 figs. 
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MECHANICAL MAmPULATION. 



THE MECHANICIAN: 

A TREATISE ON THE C0N8TRUGTI0N AND MANIPULATION OF TOOLS. 

FOR THE USE AND INSTRUCTION OF Y0UN6 EN6INEERS 

AND SOIENTIFIO AMATEURS; 

Comprising the Arts of Blacksmithing and Forging the Construction 

and Manufacture of Hand Tools, and the various Methods of Using 

and Grinding them ; the Construction of Machine Tools, and 

how to work them ; Turning and Screw-cutting ; the 

various details of setting out work, &c., &c. 

By CAMERON KNIGHT, Engineer. 

96 4to plateSy containing 1147 illustrationB, and 897 pages of 
letterpress, second edition, reprinted from the first, 4t09 clothy 18s. 



Of the six chapters constituting the work, the first is devoted to forging ; in 
which the fundamental principles to he ol^erved in making forged articles of 
every class are stated, giving the proper relative positions for the constituent 
fibres of each article, the mode of selecting proper quantities of material, steam- 
hammer operations, shaping-moulds, and the manipulations resorted to for 
shaping the component masses to the intended forms. 

Engineers' tools and their construction are next treated, because they must 
be us^ during all operations described in the remaining chapters, the author 
thinking that the student should first acquire knowledge of the apparatus which 
he is supposed to be using in the course of the processes given in Chapters 4, 
5, and 6. In the fourth chapter planing and linmg are treated, because these 
are the elements of machine-making in general. The processes described in 
this chapter are those on which all accuracy of fitting and finishing depend. 
The next chapter, which treats of shaping and slotting, the author endeavours 
to render comprehensive by giving the hand-shaping processes in addition to 
the machine-shaping. 

In many cases hand-shaping is indispensable, such as sudden breakage, 
operations abroad, and on board ship, also for constructors having a limited 
number of machines. Turning and screw-cutting occupy the last chapter. In 
this, the operations for lining, centering, turning, and screw-forming are 
detailed and their principles elucidated. 

The Mechanician is the result of the author's experience in engine making 
during twenty years ; and he has concluded that, however retentive the memory 
of a machinist might be, it would be convenient for him to have a book of 
primary principles and processes to which he could refer with confidence. 
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In demy 8vo, cloth, 600 pages, and 1420 Illustrations, dr. 

SPONS' 
MECHANICS' OWN BOOK; 

A MANUAL FOR HANDICRAFTSMEN AND AMATEURS. 



Contents. 

Mechanical Drawing — Casting and Founding in Iron, Brass, Bronze, 
and other Alloys — Forging and Finishing Iron — Sheetmetal Working 
— Soldering, Brazing, and Burning — Carpentry and Joinery, embracing 
descriptions of some 400 Woods, over 200 Illustrations of Tools and 
their uses. Explanations (with Diagrams) of 116 joints and hinges, and 
Details of Construction of Workshop appliances, rough furniture. 
Garden and Yard Erections, and House Building— Cabinet-Making 
and Veneering — Carving and Fretcutting — Upholstery — Painting, 
Graining, and Marbling — Staining Furniture, Woods, Floors, and 
Fittings — Gilding, dead and bright, on various grounds — Polishing 
Marble, Metals, and Wood — ^Varnishing — Mechanical movements, 
illustrating contrivances for transmitting motion — Turning in Wood 
and Metals — Masonry, embracing Stonework, Brickwork, Terracotta 
and Concrete — Roofing with Thatch, Tiles, Slates, Felt, Zinc, &c.— 
Glazing with and without putty, and lead glazing — Plastering and 
Whitewashing — Paper-hanging — Gas-fitting — Bell-hanging, ordinary 
and electric Systems — Lighting — Warming — Ventilating — Roads, 
Pavements, and Bridges — Hedges, Ditches, and Drains — Water 
Supply and Sanitation —Hints on House Construction suited to new 
countries. 

E. & F. N. SPON, 126, Strand, London. 
New York : 12, Oortlandt Street. 



Digitized by VjOOQIC 



30 



CATALOGUE OF SCIENTIFIC BOOKS 



8P0N8' DICTIONARY OF ENGINEERING, 

CIVIL, MECHANICAL, MILITABT, ft NATAL, 

WITH 

Teohnioal Terms in Frenoh, Oerman, Italian, and Spanish. 
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Complete List of 


ALL THE Subjects : 






Nos, 




Nos. 


Abacus 


I 


Barrage 


8 and 9 


Adhesion 


I 


Battery 


. 9 and 10 


Afi:ri(n]ltural £ngines 


I and 2 


Bell and Bell-hanging . 


.. 10 


Air-Chamber 


.. 2 


Belts and Belting . . 


. 10 and zi 


Air- Pump 


2 


Bismuth .. 


.. II 


Algebraic Signs . . 


2 


Blast Furnace 


. II and 12 


2 


Blowing Machine 


.. 12 


Aluminium 


2 


Body Plan 


. 12 and 13 


Amalgamating Machine . . 


2 


Boilers 


• 13. 14. 15 


Ambulance 


2 


Bond 


. 15 and 16 


Anchors 


2 


Bone Mill 


. .. 16 


Anemometer 


2 and 3 


Boot-making Machinery . 


.. 16 


Angular Motion . . 


3 and 4 


Boring and Blasting 


16 to 19 


Angle-iron 


.. 3 


Brake 


. 19 and 20 


Angle of Friction . . 
Animal Charcoal Machine 


•• 3 


Bread Machine .. 


.. 20 


.. 4 


Brewing Apparatus 


. 20 and 21 


Antimony, 4 ; Anvil 


.. 4 


Brick-making Machines . 


.. 21 


Aqueduct, 4 ; Arch 


.. 4 


Bridges 


. 21 to 28 


Archimedean Screw 


.. 4 


Buffer 


.. 28 


Arming Press 


4 and 5 


Cables 


. 28 and 29 


Armour, 5 ; Arsenic 
Artesian Well 


•• 5 


Cam, 29 ; Canal . . 


.. 29 


.. 5 


Candles 


. 29 and 30 


Artillery, 5 and 6 ; Assaying .. 6 


Cement, 30 ; Chimney . 


.. 30 


Atomic Weights .. 


6 and 7 


Coal Cutting and Washing Ma- " 


Auger, 7; Axles .. 


.. 7 


chinery 


.. 31 


Balanee, 7; Ballast 


.. 7 


Coast Defence 


3^ 32 


Bank Note Machinery .. 


.. 7 


Compasses 


.. 32 


Bam Machinery .. 


7 and 8 


Construction 


. 32 and 33 


Barker's Mill 


.. 8 


Cooler, 34 ; Copper 


•• 34 


Barometer, 8; Barracks .. 


.. 8 


Cork-cutting Machine 


.. 34 
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Corrosion .. 
Cotton Machinery 
Damming .. 
Details of Engines 
Displacement 
Distilling Apparatus 



Nos. 

.. 34 and 35 

.. 35 

.. 35 to 37 

37,38 

.. 38 

.. 38 and 39 



Diving and Diving Bells .. 39 

Docks .. .. .. 39 and 40 

Drainage .. ..40 and 41 

Drawbridge .. ••4-1 

Dredging Machine .. ..41 

Dynamometer 41 to 43 

Electro-Metallurgy 43, 44 

Engines, Varieties 44, 45 

Engines, Agricultural . . i and 2 
Engines, Marine .. 74, 75 

Engines, Screw 89, 90 

Engines, Stationary 91, 9^ 

Escapement 45» 46 

Fan 46 

File-cutting Machine . . 46 

File-arms 46, 47 

Flax Machinery .. 47, 48 

Float Water-wheels ..48 

Forging .. ., .. ,. 48 

Founding and Casting . . 48 to 50 
Friction, 50 ; Friction, Angle of 3 
Fuel, 50; Furnace .. 50, 51 

Fuze, 51 ; Gas 51 

Gearing 51, 52 

Gearing Belt .. 10, 11 

Geodesy 52 and 53 

Glass Machinery . . . . • • 53 

Gold, 53, 54; Governor.. .. 54 

Gravity, 54 ; Grindstone . . 54 

Gun-carriage, 54 ; Gun Metal . . 54 
Gunnery .. .. 541056 

Gunpowder .. .. ..56 

Gun Machinery .. 5^1 57 

Hand Tools .. .. 57, 58 

Hanger, 58; Harbour .. ..58 

Hau&ge, 58, 59; Hinging .. 59 
Hydraulics and Hydraulic Ma- 
chinery . . 59 to 63 
Ice-making Machine . . . . 63 

India-rubber .. .. ..63 

Indicator 63 and 64 

Injector .. ..64 

Iron 64 to 67 

Iron Ship Building . . . . 67 

Irrigation . . . . . . 67 and 68 



Nos. 
Isomorphism, 68 ; Joints .. 68 

Keels and Coal Shipping 68 and 69 
Kiln, 69 ; Knitting Machine .. 69 
Kyanising .. .. ..69 

Lamp, Safety .. 69, 70 

Lead 70 

Lifts, Hoists .. 70, 71 

Lights, Buoys, Beacons ..71 and 72 
Limes, Mortars, and Cements .. 72 
Locks and Lock Gates .. 72,73 
Locomotive .. ..73 

Machine Tools 73, 74 

Manganese ••74 

Marine Engine . . . . 74 and 75 

Materials of Construction 75 and 76 
Measuring and Folding . . . . 76 

Mechanical Movements . . 76, 77 
Mercury, 77 ; Metallurgy .. 77 

Meter 77,78 

Metric System .. ..78 

Mills 78, 79 

Molecule, 79 ; Oblique Arch .. 79 
Ores, 79, 80 ; Ovens .. .. 80 

Over-shot Water-wheel .. 80,81 
Paper Machinery . . .. ..81 

Permanent Way .. .. 81,82 

Piles and Pile-driving . . 82 and 83 

Pipes 83,84 

Planimeter ..84 

Pumps . . 84 and 85 

Quarrying .. .. ..85 

Railway Engineering . . 85 and 86 

Retaining Walls 86 

Rivers, 86, 87; Rivetted Joint .. 87 

Roads 87, 88 

Roofs 88, 89 

Rope-making Machinery .. 89 
Scaffolding ,. .. ..89 
Screw Engines 89, 90 
Signals, 90 ; Silver 90,91 
Stationary Engine .. 9i> 92 
Stave-making & Cask Machinery 92 
Steel, 92 ; Sugar Mill .. 92, 93 
Surveying and Surveying Instru- 
ments 93» 94 

Telegraphy .. .. 94, 95 

Testing, 95 ; Turbine . . • . 95 

Ventilation 95, 96, 97 

Waterworks .. .. 96, 97 

Wood-v^orking Machinery 96, 97 
Zinc .. .. 97 
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Abacus, Connten, Speed 
Indicaton, and Slide 
Rule. 

Agricultural Implements 
and Machinery, 

Air Compressors. 

Animal Charcoal Ma- 
chinery. 

Antimony. 

Axles and Axle-boxes. 

Bam Machinery. 

Belts and Belting. 

Blasting. Boilers. 

Brakes. 

Brick Machinery. 

Bridges. 

Cages for Mines. 

Calculus, Differential and 
Integral 

Canals. 

Carpentry. 

Cast Iron. 

Cement, Concrete, 
limes, and Mortar. 

Chimney Shafts. 

Coal Cleansing and 
Washing. 



Coal Mining. 

Coal Cutting Machines. 

Coke Oyens. Copper. 

Docks. Drainage. 

Dredging Machinery. 

Dynamo - Electric and 
Magneto-Electric Ma- 
chines. 

Dynamometers. 

Electrical Engineering, 
Telegraphy, Electric 
Lighting and its prac- 
ticaldetailsjTelephones 

Engines, Varieties of. 

Explosives. Fans. 

Founding, Moulding and 
the practical work of 
the Foundry. 

Gas, Manu£Eu:ture of. 

Hammers, Steam and 
other Power. 

Heat Horse Power. 

Hydraulics. 

Hydro-geology. 

Indicators. Iron. 

lifts, Hoists, and Eleva- 
tors. 



Lighthouses, Buoys, and 
Beacons. 

Machine Tools. 

Materials of Constrnc- 
tion. 

Meters. 

Ores, Machinery and 
Processes employed to 
Dress. 

Piers. 

Pile Driving. • 

Pneumatic Transmis- 
sion. 

Pumps. 
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Road Locomotives. 

Rock Drills. 

Rolling Stock. 

Sanitary Engineering. 

Shafting. 
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Stone Machinery. 
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